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PREFACE 

This book is an exposition of the physical principles upon 
which the art of electrical engineering-is based, together with a 
discuasioD of the application of these principles in some of the 
eimpler forms of electric apparatus and machinery. The first 
four chapters of the book may be looked upon as an introduction 
to the detailed study of continuous current machinery, the last 
five to the detailed study of alternating current machinery and 
the transmissioD and distribution of energy by alternating cur- 
rents. The text is the development of a course of lectures 
given by the author tx} the junior class in electrical engineer- 
ing at the Massachusetts Institute of Technolt^y. The time 
allotted to this course, exclusive of home preparation, is fifty- 
five hours of lectures, twenty-three hours of recitations, and 
twenty-three hours for the solution of problems under the 
supervisidn of an instructor. 

A preliminary edition of the book was published in 1910, 
primarily for the use of the students at the Institute, and this 
preliminary edition was preceded by mime<^aphed notes cover- 
ing practically the same ground. The present edition dilTers 
from the preliminary edition chiefly in the addition, at the end 
of each chapter, of a summary of the important definitions and 
principles developed in that chapter and of a list of problems, 
with answers, illustrative of these principles. Certain sections of 
the text have also been rewritten, particularly the sections on 
enei^, inductance, and capacity; the conception of linkages 
between the electric and magnetic circuits has also been more 
fully developed. The typographical errors of the preliminary 
edition have been corrected and additional steps have been 
inserted in some of the mathematical deductions. 

There will undoubtedly be those who, after an examination 
of the text, will pronounce it more of a treatise on physics than 
on electrical engineering. But electrical engineering is primarily 
the application of physics, and of necessity the principles of 
electrical engineering are the principles of physics. This fact is 
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vi PREFACE 

too frequently overlooked, and the student is rushed into the 
study of electric machinery and other advanced subjects with 
but the vaguest conception of the physical principles upon which 
the operation of electric apparatus is based. In the author's 
opinion, a clear conception of the principles of physics and the 
ability to apply these principles in co-ordinating the experimental 
facts of physics, both qualitatively and quantitatively, is abso- 
lutely essential before one can get a clear understanding of the 
more complicated reactions that take place in electric machinery 
and transmission circuits. It is with the hope that others may 
find this text useful in filling the gap between elementary physics 
and applied electricity that the author offers it to the public. 

The method of treatment adopted throughout b to describe 
first certain simple and typical experiments which illustrate a 
given principle, second, to state the principle in an exact manner 
in its general form, and then explain the application of the prin- 
ciple in one or more practical cases. The problems given at the 
end of each chapter serve as a further illustration of the principles 
developed. The attempt has also been made to make each sec- 
tion lead naturally into the next and to show how the various 
phenomena of electricity and magnetism are interrelated. The 
analogy between the flow of electricity and hydraulics is brought 
out repeatedly, and emphasis is laid upon the similarity of 
magnetic and electrostatic phenomena. In the discussion of 
alternating currents sine functions are used until the meaning^ 
of the various terms, such as effective value, phase differenceK 
etc, has been made clear; the vector method is then introduced, 
and finally the symbolic method is developed. 

The calculus is employed from the very beginning of the book. 
The calculus is taught the students of electrical engineering in 
practically every technical school in the country. The author 
has adopted the common-sense view that since the student is 
provided with so useful a tool he should learn how to use it, 
particularly as this tool is one of the greatest labor-saving devices 
ever invented. In every case, however, the physical meaning 
of the formulas developed has been clearly stated. 

The. problems at the end of each chapter are of two kinds, 
which for convenience may be designated as practical and 
theoretical. To fix principles in the student's mind problems 
may be devised which, though seldom met with in practice, are 
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much more effective than purely practical ones. Practical prob- 
lems, however, should not be neglected, for the student should 
also gain facility in makii^ the simple calculations of ordinary 
practice. In addition, many of the problems of the Utt«r class 
have been selected to bring out the principles of certain special 
phenomena and methods of practice which are not treated in 
detail in the text. 

To those who may use the book in the claes-room the fol- 
lowing suggestions are offered. When the time available . is 
limited, the articles printed with close spacing, for example. 
Article 42, may be omitted. The student should be made to 
understand that the summaries at the end of each chapter are 
not to be memorized, but are given merely as a bird's-eye view 
of the chapter. The solution of as many problems as possible 
in conjunction with the study of the text will also enable the 
student to test his understanding of the latter; it is with this 
object in view that the answers te the problems have been given. 
The student should be required to follow closely in all written 
work the recommendations of the American Institute of Electrical 
Engineers, given in Appendix A. 

The author talces this opportunity of expres^g his indebted- 
ness to Messrs. Gary T. Hutehinson, W. A. Del Mar, and H. S. 
Osborne and to the various members of the Electrical Engineer- 
ing Department of the Massachusetts Institute of Technology 
for many valuable suggestions and criticisms. The majority of 
the problems in this edition were prepared by Mr. R. G. Hudson, 
to whom the author is also indebted for his assistance in the 
reading of proof. 

Hakold Pender 
East Blue Hill, Maine, 
August 14, 1911 
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FUNDAMENTAL IDEAS AND UNITS 

1. Litroduction. — The fundamental conceptions with which 
-we have to start are the ideas of space, time and matter. We 
notice all about us that matter is changing its position in space, 
or moving, and that each motion requires a certain interval of 
time. By measuring the amount of matter involved, the amount 
of motion that takes place and the time required, scientists have 
found that these quantities are invariably related in definite 
quantitative ways; in other words, that every change in the 
motion of matter takes place in accordance with definite laws. 

Many of the fundamental conceptions used in scientific work 
are based on assumptions which are incapable of proof, but which, 
on account of their simplicity and plausibility, we accept as true. 
For example, we accept as true that the interval of time required 
for a given change in the position of a given portion of matter will 
always be the same, provided the conditions under which the 
change takes place are exactly dupUcated; again, we accept as 
true that whenever the velocity of a particle of matter changes, 
this change is due to the influence of some other particle or par- 
ticles of matter or to some agent associated with the particle 
or particles. Such assumptions have been called " Articles of 
Scientific Faith." 

In order to express the laws of nature in a quantitative man- 
ner, it is necessary to define clearly 1. What shall be taken as a 
measure of each quantity, 2. What b meant by equal amounts 
of thb quantity, and 3. What shall be taken as the unit of this 
quantity. 

2. Length. — Two straight Unes which can be superimposed 
one upon the other, so that the ends of the two lines exactly coin- 
cide, are said to be equal in length. The distances between any 
two pairs of points AB and A'B' respectively are said to be equal 
when the straight lines drawn between A and B and between A' 
and B' are equal. If we choose the distance between any two 
arbitrary points as a unit or standard of length, then any other 
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length may be expressed aa the number of these equal unit lengths 
into which the line between the two given points may be divided. 
The unit or standard of length employed in all scientific work 
is the cenlimeler, abbreviated cm.; it is the lioth portion of the 
length of a certain platinum-iridium bar known as the Interna- 
tional Meter and preserved at the International Bureau of Weights 
and Measures near Paris; the length of the bar is measured 
when it is at the temperature of melting ice, i.e., at 0° centigrade. 
Some of the other common units of length employed in scientific 
and engineering work are related to one another as follows: 
1 meter =100 centimeters 

1 millimeter =0.1 centimeter 

1 kilometer =1000 meters 

1 inch =2.5400 centimeters 

1 mil "=0.001 inch 

1 foot "=30,480 centimeters 

1 yard "=91.440 centimeters 

1 mile =5280 feet 

1 mOe -=1.6093 kilometers 

I mile =1609.3 meters 

3. Surface. — The unit of surface is the area of a square each 
side of which ia one unit in length; some of the common units of 
surface are related to one another as follows : 

1 square inch =8.4518 square centimeters 

1 circular mil =0.78540x 10"* square inch 

1 circular mil =0.00050671 square millimeter 

1 square foot =929.03 square centimeters 

1 square yard =8361.3 square centimeters 

1 acre =43,560 square feet 

1 acre =4046.9 square meters 

1 square mile =27,878,400 square feet 

1 square mile =640 acres 

1 square mile =2.5900 square kilometers 

i. Volume. — The unit of volume is the volume of a cube each 
edge of which is one unit in length. Some of the common units 
of volume are related to one another as follows: 

1 liter =1000 cubic centimeters 

1 cubic inch =16.387 cubic centimeters 

1 cubic foot =28,317 cubic centimeters 

1 cubic foot =1728 cubic inches 
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1 cubic foot 

1 cubic yard 

1 quart (Liquid; U. S.) 

1 gaUon (Liquid; U. S.) 

1 gaUon (Uquid.U. S.) 



=7.4805 gallons (Liquid; U. S.) 
=0.76456 cubic meter 
=0.94636 liter 
=231 cubic inches 
=3.7854 liters 



Angle CAB = 



~ Let AB and AC va. Fig. 1 be two straight lioea 
intersecting in the point A. With A as a, center and any dis- 
tance as a radius, draw a circle about A in the plane ABC. Let 
B" and C be the points where this circle cuts the linea AB and 
BC respectively. Then the ratio of the arc B'C to the radius 
.IB' or AC is called the angle between the lines AB and BC; 
that is, 

'^^ ^'C (1) 

AB' 

This ratio is independent of the length AB", since the arc is 
proportional to the radius. The unit angle as thus defined b 
called the "radian"; that is, a. 
radian b the angle subtended by 
an arc which is equal to the radius. 
Angles are also expressed in terms 
of another arbitrary unit called 
the " degree." One degree is the ^-^ 
angle subtended by jijth part of 
the arc of acircle. Since the total ''"• '■ 

length of a circumference is equal to 2 fl"X( radius), the total plane 
angle about a point is equal to 2v radians. Also, from the defi- 
nition of the degree, the total plane angle about a point is 360 
d^rees. Hence 

1 radian =57.296 degrees. 

The angle between two planes which intersect in a line MN 
is defined as the angle between the two lines in which these two 
planes intersect a third plane drawn perpendicular to M N. 

The angle made by a given line with any other line which 
it does not intersect is defined or the angle between the given 
line and a line drawn through any point in this line parallel to 
the second line. 

6. Time. — We accept as an article of scientific faith that the 
time required for a given change in the position of a given portion 
of matter will always be the same provided all the other conditions 
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under which the displscemeot occurs are exactly duplicated. The 
simplest motion of this kind ia that of a pendulum suspended at 
s given point with refereace to the earth and oscillating so that 
any given point of the pendulum passes over the same distance 
during each oscillation. We may then take as the numerical 
measure of any interval of time the number of vibrations made in 
this interval by such a pendulum. The unit or standard of time 
ordinarily adopted in scientific work is the time required for one 
oscillation of a pendulum, which, when kept under absolutely 
constant conditions, would make 86,400 oscillations in a mean ■ 
solar day; this unit is called the second. The solar day is the 
interval of time between two successive transits of the sun across 
the meridian of the earth at the point of observation; this in- 
terval varies in length at different times during the year but 
the average length of the interval for one year is constant as far 
as we know. Some of the common units of time are related to 
one another as follows: 

1 hour =3600 seconds 

I day =86,400 seconds 

1 civil or calendar year =8760 hours 

1 civil or calendar year =31,536,000 seconds 

1 solar year =365.2422 days 

1 solar year =31,556,926 seconds 

1 leap year =8784 hours 

7. Displacement. — Let a point which had a position P at 
any instant have at some later instant a position Q. The 
straight line drawn from P to Q is called the linear displacement 
of the point. Let ^B be any other straight line in space and 
imagine a plane drawn through P and the line AB and another 
plane through Q and the line AB; the angle between the planes 
PAB and QAB is called the angular displacement of the point 
abovt Ike axis AB. 

8, Vectors. — The line P Q representing the linear displace- 
ment of a point has both length and direction; the length of the 
line may be represented by a number and its direction by the 
aisles made by PQ with any three arbitrarily chosen axes of 
co-ordinates. In the majority of problems that arise in engineer- 
ing work the various points' of a body move in parallel planes ; 
in thb case the direction of the linear di.'! placement PQ of any 
point can be expressed numerically by the angle made by the 
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line PQ with an arbitrary line of reference fixed in any one of 
these planes. For example, in Fig. 2 let the plane of the paper 
be the plane in which the point moves, let OX be a line fixed 
in this plane and let PQhe the linear displacement of the point. 
Draw a line through P parallel to OX and let $ be the angle 
between this line and PQ; then both the amount and direc- 




tion of the linear displacement of the point are completely deter- 
mined when we know the magnitude of the length PQ and ita 
direction. A quantity of this kind which requires for its com- 
plete representation a magnitude and a direction is called a 
vector quatUily and the line representing such a quantity is called 
a vector. A quantity which has magnitude only, but not direc- 
tion, such as time, mass, etc., is called a scalar quantity. 

When a point moves from P to and then back froraQ to P, 
the final displacement of the point is zero; this may be expressed 
mathematically by the formula PQ+QP=0, or PQ = -QP. 
That Is, the vector PQ 
is equal but opposite 
to the vector QP; the 
vector Q P is said to be 
in the opposite sense 
to the vector PQ. It 
is therefore necessary 
in dealing with vectors 
to specify definitely 
the sense of the vec- 
tor; this may be done 

by writing the letters ^^^ 3 

representing the ends 
of the vector in the order such that motion from the first to 
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the second is lo the positive sense of the vector, or by placing 
on the line representing the vector an arrow pointing in the 
positive sense of the vector. In dealing with vectors which lie 
in the same or in parallel planes ' (i.e., co-planar vectors), it is 
usual to select an arbitrary line drawn from an arbitrary point 
as tBe axis of reference and to take as the positive sense of each 
vector its sense atoay from this arbitrary point of origin. The 
direction of each vector may then be expressed by the angle 
measured around to the vector in the counter-clockwise direction 
from the line of reference. For example, in Fig. 2, the vector PQ 
makes an angle of 30° with the line of reference OX. In Fig. 3 the 
vector PQ makes an angle of 330° with OX, which is equivalent 
to an angle of - 30° with X. 

9. Compositioa of Vectors. — Since by definition the linear 
displacement of a point when it moves from a position i* to a 
position Q is the straight line PQ, this displacement is inde- 
pendent of the actual path over which the point moves from 
P to Q. For example, in Fig. 4, the point may move in a straight 
line from P to any other point B, then in a straight line to a point 
C, and finally to the point Q. The lines PB, BC and CQ are 
Q called the components of 
- the vector PQ, and PQ 
h called the reaultanl of 
the vectors PB, BC, 
CQ. PQ may therefore 
be considered to be made 
up of any number of 
component vectors, pro- 
vided that when all of 
these components are 
placed end to end they, 
form a continuous path 
from P to Q such that 
a point moving from P to Q over this path moves in the positive 
sense of each component successively. Similarly the resultant 
of any number of vectors PB, BC, CQ, etc., is found by 
placing the lines representing tliese vectors end to end in such 
a manner that a point moving along the path formed by these 
lines always moves in the positive sense of the vectors ; the line 
drawn from the beginning of the first vector to the end of the 
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last of the series b then, the resultant. The above facts may be 

represented by a fonnula thus: PQ = PB + BC+CQ where the 

line over the second term indicates that the lines PB, BC, and 

C Q must be " added " g, 

in the manner just 

described. Addition 

of this sort is usually 

called geometric or 

vector addition; the ^.^ 

line over the second 

term then indicates 

that PB, BC and CQ ^ ^"- ^ 

must be added geometrically or vectorially. 

•Similarly, we may subtract a vector PB from any other vector 

PQ by adding to FQ a vector QB' equal to PS and in the opposite 

or negative sense. This may be represented by a formula thus: 

PB'=PQ-PB. (See Fig. 5.) 

The addition of two or more co-planar vectors may also be 
expressed analytically. 
For example, let it be re- 
quired to find the resultant 
R of the three vectors A, 
B, and C, Fig. 6. Choose 
any arbitrary line OX as 
a line of reference and let 
B^, B^, Bt and B, be the 
angles made by R, A, B. 
and C respectively with 
the line OX, and call these 
angles positive when meas- 
ured in the counter-clock- 
wise direction around from 
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OX and negative when measured in the clockwise direction. Then 
the component of R parallel to OX is 

RCOS Br = A COsBa + B COS B^ + C COS $^ 

and the component of R which makes an angle of 90° with OX is 

RsinB^=A sin0^+BsinB^ + C sinB^ 
Hence the length of fl is 
S=V(Am»e^+BeM$^ + Ccoseey+(Asin$^ + Bein$^ + Csine^> (2a) 
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and the angle which R makes with OX is 9^, where 
. _A sin $a +Bsin 0^+C sin 0^ 
'"" ' ~ T^^„+BcM^i.+ C cos e^ (26) 

For example, let 

A=Z ^„=30° 

C=5 ^,=60° 

Then 

^='\/(3X0.86&f 2X0.707+ 5X0.5)'+(3X0.5+ 2X0,707+5X0.866)'== 9.74 
^ 7.244 
'-^^=^il2"l-"2* 
^,=48.05° 
We shall sec later on that many of the quantities met with in 
engineering problems, such as velocity, force, moments, electric 
current, etc., can be represented by vectors. In certain cases 
it will be seen that it will be unnecessary to specify the location 
of the vector, but that any two vectors which are equal in length 
and are parallel may be considered equivalent ; in other cases 
we shall find that we may consider two equal and parallel vectors 
as equivalent only when they He in the same plane, or in the 
same linfe, or it may be that the vector cannot be considered 
equivalent to any other vector. When the location of a vector is 
thus limited it is sMd to be localized in a plane, on a line or at a 
point, as the case may be. The above laws for the composition 
and reaolution of vectors apply 
to localized vectors only in case 
the vectors, or vectors equiv- 
alent to them, meet in a point. 
The angular displacement 
of a point about any axis is a 
quantity which requires for its 
representation a vector local- 
ized in a line. For example, let 
P and Q, lying in the plane of 
" pjg 7 the paper, be the initial and 

final positions of the point ; let 
the axis of rotation be a line drawn perpendicular to this plane at 
A. By definition, the angular displacement of the point about this 
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axis is then the angle PAQ. A linedrawn in the axis through A hav- 
ing a length equal nuraerically to the angle PAQ will serve to repre- 
sent both the axis of rotation and the numerical value of the angular 
displacement. To represent the sense of the rotation, i.e., whether 
from P to Q or from QtoP/itia cufltomary to choose arbitrarily the 
positive sense of the axis, and then call the rotation positive when 
the motion of the point is in a clockwise or right-handed direction 
when viewed by a person looking in the sense of this lina In 
the case illustrated, if we choose the positive sense of the axis 
to be toward the reader the line representing the angular dis- 
placement from P to Q will be drawn upward perpendicular to the 
plane of the paper; the line representing the displacement from Q 
to P will be drawn downward. The angular displacement of a 
point about any axisisthereforecompletely defined by alinehaving 
(1) a definite length, (2) a definite direction, and (3) localized inthe 
axis of rotation. We may also represent the displacement of the 
point from the position P to the position Q by an angular displace- 
ment about any other axis, such as an axisthrough fi parallel to the 
axis through A, but the vector representing this angular displace- 
ment about the axis through B will not be equid to the vectorrepre- 
senting the angular displacement about the axis through A, ^nce 
the angles PAQ and PBQ are not equal. Agmn, two equal and 
parallel vectors do not represent equivalent angular displace- 
ments unless these two vectors lie in the same line. 

10. Veloci^. — Let, in any small interval of time dt, a point 
P be displaced a distance dl with respect to any other point 0; 

dl 
> — - ' 

taken extremely small, is called the linear velocity of the point P 
at that instant relative to the point 0. Representing linear 
velocity by v, we have 

"=^- <«> 

When the point moves in a straight line over equal distances in 
equal small intervals of time its linear velocity is said to be uni- 
jorm; in this case the linear velocity of the point may be defined 
as the linear displacement of the point in unit time. Since linear 
displacement is a vector quantity, i.e., has both magnitude and 
direction, and time is a scalar quantity, linear velocity b abo a 
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vector quantity; for a vector quantity divided by a scalar is a 
vector quantity. Therefore a change either in the ma^itude or 
in the direction of the linear velocity conatitutes a change in the 
linear velocity. The magnitude of the linear velocity of a point is 
frequently called the linear speed of the point; that is, the linear 
speed of a point is simply a number expressing the distance over 
which the point moves in unit time; linear speed is therefore a 
sc^ar quantity. For example, a point moving in a circle in such 
a manner that in equal small intervals of time it passes over equal 
distances measured along the circumference of the circle, is said to 
be moving with a constant speed; its velocity, however, is changing 
at every instant, since the direction of motion is continually 
changing. 

Linear speeds may be expressed in various units, such as the 
number of centimeters per second, feet per second, miles per hour, 
etc. The more common units are related as follows : 

1 kilometer per hour =0.91 134 foot per second 

1 kilometer per hour =54.681 feet per minute 

1 mile per hour =0.44704 meter per second 

1 mile per hour "=1,46667 feet per second 

1 mile per hour =88 feet per minute 

Angular velocity is defined in exactly the same way as linear 
velocity, i.e., the angular velocity of a point about any axis 

» de 

Oi — 

dt (4) 

where dd '^ the angular displacement of the point about that 
axis in the small interval of time di. Angular velocity is rep- 
resented by a localized vector in the same way that angular 
displacement is represented by a localized vector. The term 
angular speed is used to express the magnitude of the angular 
velocity in the same way that linear speed is used to express 
the magnitude of linear velocity. Angular speeds may be ex- 
pressed in degrees per unit time, radians j>er unit time or revo- 
lutions per unit time. The more common units are related as 
follows : 

1 radian per second =57.296 degrees per second 
1 radian per second =0.159155 revolution per second 
11. Acceleration. — The rate of increase of linear velocity with 
respect to time is called the linear acceleration; i.e., when the linear 
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velocity of a point increases by a small amount dv m a small inter- 
val of time di, then the linear acceleration is 



dt ■ (5) 

Note that do is the difference between the two vectors represent- 
ing the linear velocities at the beginning and end of the small in- 
terval of time dt, and that in general the direction of the vector 
representing this difference will have no fixed relation to the 
direction of the vectors representing these two velocities. How- 
ever, when the direction of the line of motion does not change, 
i.e., when these two velocities are in the same direction, the accel- 
eration will likewise be in the same or the opposite direction to 
the velocity. In this case the linear acceleration is equal to the 
second derivative of the displacement, that is, 

<?/ 
°~de' (6) 

where dl is the linear displacement in time dt. On the other 
hand, when the speed remains constant (i.e., only the direction 
of the velocity changes) it can be readily shown that this vector 
difference, and therefore the direction of the acceleration a, is at 
every instant perpendicular to the path of motion and is toward 
the center of curvature of this path, and is equal to the square 
of the linear speed s divided by the radius of curvature r of this 
path; that is, 

=^ 

° r' (7) 

The commonest linear acceleration with which we have to deal 
is the acceleration of falling bodies, or, as it is commonly called, the 
acceleration " due to gravity," This acceleration is constant for 
all kinds, shapes and sises of bodies faUing in a vacuum, for any 
given place on the earth's surface, but varies slightly with the 
latitude and with the altitude of the point of observation. At 
mean sea level and 45° latitude its value, as determined by 
Helmert in 1884, is 980.5966 centimeters per second. This value 
b sometimes used as the unit of acceleration; it is called the ac- 
celeration of gravity and is represented by the symbol g. Other 
common units of linear acceleration are related as follows : 
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1 kilometer per hour per second 

=27,778 centimeters per secood per second 
=0.62137 mile per hour per second 
=0.028327 gravity 
1 mile per hour per second 

=44.704 centimeters per second per second 
= 1 .46667 feet per second per second 
=0.045589 gravity 
=3600 miles per hour per hour 
Gravity =980.5966 centimeters per second per second 
Gravity =32.172feet persecondpersecond 
The variation of gravity with altitude and location is very 
slight, and the approximate values 981 centimeters per second per 
second and 32,2 feet per second per second are as a rule sufficiently 
accurate for engineering work, independent of altitude or location. 
The angular acceleration of a point is similarly defined as the 
rate of change of its angular velocity. In case the point is rotating 
in a circle about a fixed axis, its angular acceleration may be 
defined as the rate of change of its angular speed about this axis. 
If « b the angular speed then the angular acceleration is 

°- Vt- (8) 

Since (o= — , where d$ is the angular displacement in time tit, 

we also have, under the same conditions, that 

=^ 
° dO' (9) 

12, Hass. — The quantity of matter in a body or its mass 
can be defined only in terms o^ some effect produced on the body by 
some other body or bodies exterior to it. It has been found by 
experiment that two bodies, which appear to our senses to be 
identical in every respect, will exactly counter-balance each other 
when suspended one from each end of an etjual-armed balance in a 
vacuum. We may, then, go a step further and define the mass of 
any two bodies as equal irrespective of their volume, shape or 
chemical composition, if, when they are suspended simultaneously 
in a vacuum, one from each end of an equal-armed balance, there 
is no tipping of the beam of the balance from its original position. 
This criterion for the equality of two masses holds only in case the 
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bodies and the balance are neither electrically charged nor mag- 
netised, and both bodies are supported at the same distance 
from the earth, and the equilibrium of the balance is not affected 
by the presence of any other bodies (except the earth) in the 
vicinity. 

This is an entirely arbitrary definition, but it has been found 
that mass as thus defined is a fundamental property of matter. 
Any arbitrary portion of matter may be taken as the unit of mass; 
the mass of any given portion of matter may then be expressed as 
the number of such equal units, which taken together, and sus- 
pended from one arm of an equal-armed balance in a vacuum, will 
just counter-balance the given body suspended from the other arm. 
Note that mass is a scalar quantity. 

The unit or standard of mass adopted in all scientific work is 
the gram, abbreviated g; it is the uArnth portion of a certain 
platinum-indium cylinder, known as the International Kilogram 
and preserved at the International Bureau of Weights and Meas- 
ures near Paris. Some of the common units of mass are related 
to one another as follows : 

1 metric ton =1000 kilograms 

1 centigram =0.01 gram 

1 milligram =0.001 gram 

1 pound (avoirdupoB) =453.592 grams 

1 short ton =2000 lbs. 

1 short ton =907.185 kilograms 

1 short ton =0.907185 metric ton 

1 long or gross ton =2240 lbs. 

13. C. G. S. or Absolute System of Units. — We have seen that 
the standard units adopted in scientific work for the measurement 
of the fundamental quantities of length, mass and time are the 
centimeter, gram and second. Units for the measurement of all 
other quantities such as surface, volume, velocity, acceleration, 
force, etc., can be expressed in terms of these units; such units are 
called derived units in contradistinction to the three fundamental 
or absolute units of length, mass and time. The system of unita ■ 
derived from the units of centimeter, gram and second is known as 
the absolvtc system, or the c, g. s. system, from the initials of the 
three fundamental units. 

14. Densi^ and Specific Gravity. — The density of a uniform 
substance is defined as the mass of the substance per unit volume. 
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Id the c. g. a. system density is the weight in grams of one cubic 
centimeter of the substance. When the substance is not unifonn, 
its density at any point is defined as the mass of an infinitesi- 
mally small volume taken about the point divided by this volume ; 
i.e., calling dv the volume and dm the mass of this volume, the 
density is 

° dv' (10) 

The specific gravity of a substance is defined as the ratio of the 
weight of a given volume of the substance to an equal volume of 
water at standard temperature. Sixty-two degrees Fahrenheit is 
usually taken as the standard temperature, although there is no 
general agreement on this point. Density on the c. g. s. system 
and specific gravity are practically numerically equal. 

16. Center -of Haas. —A body of mass M which has any size or 
shape may be considered as made up of a number of small par- 
ticles of masses m,, «», ni„etc., such that m, + mt + m, + ■=*/", 

These particles may be considered as email as we wish, that a 
we may consider each particle so small that it occupies but a point 
in space. If we consider three mutually perpendicular planes 
X, Y, Z, fixed in space, and represent by x„ y„ and Si the 
perpendicular distances of the particle m, from these planes 
respectively, and by x„ y„ and z, the perpendicular distances of 
the particle m, from these three planes respectively, and so on 
for the other particles, then the point whose distances from these 
three planes are respectively 

_ m,x, + m^j + m,x, H — 



M 

m,y, + m^, + m^lt+— (11) 



m,z, + m:^,+ m^, + - 



is defined as the center of masa of the body. The center of mass 
of a body is therefore the point the distance of which from each 
of three mutually perpendicular planes is the average distance of 
the matter in the body from each of these planes. It can be shown 
that the position of the center of mass of a body relative to any 
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poiat in the body is independent of the position of the planes of 
reference. 

The center of mass of a system of any number of bodies is 
defined in exactly the same manner, except that M in this case 
is taken as the total mass of all the bodies. 

16. Ltnaar Momentum and Homent of Momentum. — When 
a body as a whole is in motion, or when there is any relative 
motion of parts of the body, the various points of the body will 
in general move with different velocities. It is therefore con- 
venient, in analysing the motion of a system of bodies, to con- 
sider each body as made up of a number of individual particles 
and to take these particles so small that the mass of each may 
be considered as occupying but a point in space. The product of 
the mass (m) of each particle times its linear velocity (p) b defined 
as the linear momentum of the particle, i.e., linear momentum =mv. 
Linear momentum is a vector quantity, since v is a vector quan- 
tity and m is a scalar quantity. The vector sum of the linear 
momenta of all the particles of a rigid body is called the total 
linear momentum of the body. From the above definition of 
center of mass it can be shown that the total linear momentum 
of a body is equal to its total mass times the linear velocity of 
its center of mass. 

Consider a fixed axis, and a particle of mass m at a distance 
r from the axis, and let the particle be moving with a velocity v. 
Then the product of m, t and that component tt of the velocity 
V perpendicular to the plane passing through the particle and 
the axis, is defined as the moment of momentum of the particle 
about the fixed axis; i.e., moment of momentum =mrK. The 
moment of momentum of a particle is to be taken positive if 
the particle moves in a clockwise direction as seen by an observer 
looking along the axis in the positive sense, negative If in the 
opposite direction. The component u of the linear velocity of 
a particle at right angles to a plane passing through the particle 
and any fixed axis, is equal to the product of the distance r of 
the particle from the axis times the angular velocity m of the 
particle about this axis; therefore the moment of momentum 
of the particle may also be written mi^Oi. In the case of a rigid 
body each particle of which has the same angular velocity <u about 
a given axis, the moment of momentum about this axis is 
equal to ottmr*, the summation including all the particles of the 
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body. The quantity Xmr' is railed the momeiU of inertia of the 
body about the given axis of rotation, and is usually written I; 
then /=2mr* (12) 

The moment of momentum of a solid body rotating in this man- 
ner is called the angular momerUum of the body ; angular momen- 
tum then equals Ia>. The moment of inertia of a body of given 
dimensions and given distribution of material about a given 
axis may be written Ml^ where M is the total mass of the body 
and Aba length such that .^ , 

i>.±^. (12a) 

M 

The length k is called the radius of gyralion of the body about the 
given axis. 

17. Conservation of Hass, Conservation of Linear Homentum, 
Conservation of Moment of Homentum. — It has been found that 
every phenomenon of nature, which has so far been tested by 
experiment, takes place in such a way that the three following 
conditions are invariably satisfied : 

1. Matter cannot be created or destroyed. As a consequence 
of this condition, if any number of bodies are kept entirely sepa- 
rate from the rest of the universe, for example, in a closed vessel 
through the walls of which no matter can puss, then the total mass 
of these bodies must likewise remain constsnt, irrespective of any 
changes that may take place in these bodies. This condition is 
known as the law or principle of the conservation of mass. 

2. When the linear momentum of one or more bodies changes 
relative to any fixed point, then there must be an equal and 
opposite change in the linear momentum of some other body or 
bodies relative to thia point. This condition is known aa tlie 
law or principle of the conservation of linear momentum. 

3. When the moment of momentum of any body or bodies 
about any fixed axis changes, then there must be an. equal and 
opposite change in the moment of momentum of some other body 
or bodies about this same axis. This condition is known as the 
law or principle of tbe conservation of moment of momentum. 

18. Force. — In general terms, a force is that which produces 
or tends to produce a change in the motion of a body. Since, 
by the principle of the conservation of linear momentum, any 
change in the motion of a particle A is accompanied by a change 
in the motion of some other particle or particles B, it is convenient 
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to consider the force acting on A as due to the presence of the 
particle or particles B. Or, we may say that the change in the 
motion of A is due to a force produced on A by the particle or 
particles B. In other words, we may consider the changes in 
motion of material particles as being due to a property possessed 
by these particles themselves.* We take arbitrarily as the 
measure of the force with which a particle A is acted upon by 
a particle B the time rate of change of the linear momentum of 
A relative to any fixed point, when the relative motion of the two 
particles with respect to each other is unaffected by the presence 
of any other particle or particles; the direction of the force on 
A due to the particle B is defined as the direction of the rate of 
change of the linear momentum of A. From the principle of 
the conservation of linear momentum we then conclude that the 
force with which B is acted upon by ^ is equal and opposite 
to the force with which A is acted upon by B, that is, " action 
and reaction are equal and opposite." When the masses of 
the two particles A and B remain unchanged, the time rate of 
change of linear momentum of each particle is equal to the product 
of its mass and its acceleration, i.e., tlie force with which A acts 
on S is ma and the force with which B acts on .A is m,a„ where 
m and m, are the masses of A ami B respectively and a and a, are 
the accelerations of A and B respectively. The direction of the 
force acting on A is then the direction of the linear acceleration 
of A, and the direction of the force acting on B is the direction 
of the linear acceleration of B. The acceleration of A will then 

♦This conception of the aomething that causea changes in the motion at 
iUAtter as looaliied in material particlea merely gives ub a convenient way 
of describing experimentally observed facts. It is also conceivable that the 
changes id the motion of matter are due, not to a property inherent in mat- 
ter itself, but to a property possessed by the medium or the " ether" in 
which the particles of matter are immersed. However, a particle of matter 
is a tangible thing, whereas the existence of the ether is purely hypothetical 
For tluB reason we shall adhere to the older conception that every force, 
whether it be gra^tational, electric, or magnetic, has its origin in a material 
particle and that it can make its influenca felt on other particles at a distance 
from it. As far as engineering is concerned, we need not concern ourselves 
with the mechanism by which this action takes place, about which, at best, 
we can only theorize. Amilogies, where they help one to form a mental 
picture of how certain effects might be produced, are extremely useful and 
nil) be frequently employed; but it must be remembered that ahalogies do 
not explain anythii^. 
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be in the opposite sense to the acceleratioii of B, and the ratio 
of the acceleration of A to that of B will be equal to the inverse 
ratio of the respective massee. Kince acceleration is a vector 
quantity, force is hkewise a vector quantity ; therefore, when 
there are several forces acting on a particle, the resultant force 
on the particle ia the vector sum of all the forces acting; this 
resultant force is also equal to the product of the mass of the 
particle by its acceleration in the direction of the force. The 
line through a particle in the direction of the force acting on it 
is called the line of action of the force. 

The unit of force in the c. g. s. system of units is that force 
which will give unit linear acceleration (one centimeter per second 
per second) to a mass of one gram ; this unit force is called the dyne. 
A similar unit in the foot-pound-second system, called the pouTidal, 
is sometimes used; it is defined as the force which will accelerate 
one pound one foot per second per second. 

It is a matter of experience tliat each particle of matter which 
has neither electric nor magnetic properties (to be described later), 
when allowed to fall in a vacuum from any given height at any 
point near the earth's surface, falls to the earth in a vertical line 
with a constant acceleration independent of the size, shape, or 
material of the body. We therefore say that the earth exerts 
a force on each particle of the body proportional to its mass, 
and that therefore the total force with which the earth " attracts " 
a given body is equal to the total mass of the body multiplied by 
its acceleration when falling freely to the earth in a vacuum. 
We have seen (Article 11) that the acceleration " due to gravity " 
is constant for any given point with reference to the earth's 
surface, but varies slightly with the location and abo witji 
the elevation above the earth. For most practical purposes the 
acceleration due to gravity may be taken as 981. The attraction 
of the earth on a body offers a ready means for measuring a force, 
since it is only necessary to balance the force to be measured 
against the force exerted by the earth on a known mass, or by 
measuring the change produced by the force to be measured in 
the shape of some body, e.g., a spiral spring, which has been pre- 
viously "calibrated " by suspending known masses from it. These 
are the usual waj-s of measuring forces, since the determination 
of the acceleration due to any other force than "gravity" is 
extremely difficult. 
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When forces are measured in this way, they are usually ex- 
pressed in tenns of units which are given the same name as the 
corresponding units of mass. For example, by a force of one 
gram is meant the force with which the earth attracts one gram 
at sea level and 45° latitude; this is equal to a force of 980.5966 
d3nies, or approximately 981 dynes. Similarly, a force may be 
expressed as so many kilograms or so many pounds. It should be 
noted that forces specitied in this way are not absolutely definite 
unless the place at which the force is measured is abo stated; the 
variation at ordinary places of observation, however, is so slight 
that it is negligible in ordinary engineering work. 

The rdations between grams, kOograms, pounds, tons, etc., are 
the same whether these quantities are considered as masses or 
forces; these relations are given in Article 12. The units kilograms 
and pounds as forces are related to the dyne and the poundal 
at sea level and 45° latitude as follows : 

1 kilogram =980,596.6 dynes 

1 kilogram =70.927 poundala 

1 pound =444,791 dynes 

1 pound =32.172 poundals 

19. Homent of Force or Torque. — Consider a fixed axis and 
a particle at a distance r from this axis. Let f„ be the com- 
ponent of the force / acting on tliis particle perpendicular to the 
plane passing through the particle and the axis. The product 
/,r is called the moment of the force f about this axis. It can be 
deduced from the principle of the conservation of moment of 
momeatum that, when there are any number of external forces 
acting on a system of particles, the rate of change of the total 
moment of momentum of the system about any fixed axis is 
equal to the algebraic sum of the moments of all the forces about 
this axis, irrespective of any forces which the individual particles 
may exert on one another. 

When a rigid body moves in such a manner that each point 
has at any instant the same angular velocity about a given axis, 
the rate of change of the angular momentum of the body about 
this axis is equal to the product of the moment of inertia (/) of the 
body about the given axis and the angular acceleration (a) about 
this axis; hence, 

Ia = tf,r (I3a) 
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The moment of a force about any axis is frequently called the 
torqite about this axis; we then have that the algebraic sum of all 
the torques (7",, T,, T,, etc.) about any tacis is equal to the product 
of the moment of inertia (/) of the body about this axis and the 
angular acceleration (a) about this axis, that is 

7a = 7', + 7',+ 7'. + — (136) 

When the line of action of any force passes through the axis, the 
torque corresponding to this force is of course zero. When two 
forces are acting on a body, the condition for constant angular 
velocity is that the corresponding torque be equal and opposite. 

The unit torque in the c, g. s. system of units is the torque pro- 
duced on a particle by a force of one dyne acting perpendicular to 
the plane determined by the position of the particle and the 
axis of rotation and at a distance of one centimeter from the 
latter — this unit is called the cenlimeler-dyne. Other common 
units of torque are the pound-foot and the centimeter-gram. The 
relations of these units one to another are the same aa for the 
units of energy (see Article 21) having corresponding names. 

20. Hodon of a System of Particles Acted upon by Several 
Forces. — When only one of a system of particles is acted upon by a 
force external to the system (for example, a stretched string at- 
tached to a point in a solid body) the particle on which the force 
is acting will in general exert a force on the other particles of the 
body and those particles in turn will each exert a force on the par- 
ticle to which the force is applied. It can readily be shown that, 
as a consequence of the principle of the conservation of linear 
momentum, the resultant acceleration of the system of particles in 
this case will be such that the center of mass of the system will be 
given an acceleration equal to the external force acting on the 
particle divided by the total mass of the body; that is, a single 
external force acting on any particle of a system will produce the 
same acceleration of the center of mass of the system as would be 
produced by the same force acting on a single particle located at 
the center of mass of system and having a mass equal to the 
total mass of the system. In the case of several external forces 
acting on the sy.'item, the acceleration of the center of mass of 
the system ivill be equal to the resultant force divided by the 
total mass, or calling M the mass of the system, F the resultant 
of all the external forces acting on it, and A the hnear acceleration 
of the center of mass, then 
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F = MA. (14) 

In general, each particle of the system will ako have its angular 
velocity about any axis changed due to the action of a force on any 
one particle. In the case of a rigid body, it can be shown that in 
addition to the change in the velocity of the center of mass pro- 
duced by this force, each particle of the body will be given an 
angular acceleration about an axis through the center of mass per- 
pendicular to the plane determined by the center of mass and the 
line of application of the force, and that this angular acceleration 
will be equal to the moment of the force about this axis divided 
by the moment of inertia of the body about this axis. The con- 
dition for no angular acceleration is then that the line of action 
of the force (or of the resultant force when there is more than 
one force acting) pass through the center of mass; vice versa, when 
there is no angular acceleration of the body, the line of action 
of the force (or of the resultant force when there is more than one 
force acting) must pass through the center of mass. 

When there are two equal and opposite external forces acting 
on a rigid body, there can be no linear acceleration of the body, 
!.«., no acceleration of its center of mass. However, when the 
lines of action of these two forces do not coincide, the moment of 
the two forces about any axis will not be equal, hence there will be 
an angular acceleration of the body about its center of mass. The 
axis of this acceleration will be through the center of mass per- 
pendicular to the plane determined by the line of action of the 
two forces, and the resultant moment of the two forces about this 
axis will be equal to the product of either force by the perpendicu- 
lar distance between their lines of action. Two such equal and 
opposite forces are called a couple, and the value of the resultant 
moment is called the strength of the couple. Two couples balance 
each other, i.e., there is no angular acceleration, when their 
strengths are equal. 

21. Work and Energy. — Whenever one portion of matter 
effects a change in some other portion of matter, the former is 
s^d to do work on the latter. The attribute or condition of 
matter in virtue of which one portion of matter can effect changes 
in other portions of matter is called energy; that is, energy is 
the capacity for doing work. One means by which a body A 
may produce a change in another body B ia by exerting a force on 
the latter tmd producing, as a result of this force, a displacement 
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of this body as a whole or a displacement of ite individual parte ; 
in this case the body A b said to do mechanical work on the 
body B. As the measure of the amount of mechanical work 
done on a particle of matter by the force which causes its dis- 
placement is taken the product of the displacement of the particle 
by the component of this force in the direction of the displace- 
ment, provided this component of the force remains constant 
during the displacement. 

In general, the direction of the displacement as well as the 
amount and the direction of the force will change as the position 
of the particle is changed; in such a case, the above definition 
applies only to an infinitesimal displacement of the particle, i.e., to 
a displacement so small that while the particle is being displaced 
this small amount, the force may be considered constant both in 
amount and direction. The mechanical work W done on a 
particle displaced any finite distance I is then the sum of the 
products of the force for each infinitesimal displacement times 
the component of this displacement in the direction of this force ; 



W=f {fcose)dl 



(15) 



wherey represents the force during any infinitesimal displacement, 
dl the displacement and $ the angle between the direction of the 
displacement and the direction of the force. 

As the measure of the amount of work done on a body when 
a change is produced in it by other means than by a displacement 
of the body as a whole or by a displacement of ite individual 
parts under the action of a force, is taken the amount of me- 
chanical work which would be required to produce exactly this 
same change were this change effected solely by a displacement 
of the body as a whole or by a displacement of its individual parts 
by means of a force exerted on it. For example, when the tem- 
perature of a body is increased by any means whatever, the 
body is said to have an amount of work done on it equal to the 
amount of mechanical work which would have to be done on it 
to produce exactly this same rise of temperature. 

The results of all known experiments justify the assumption 
that whenever work is done on a body this body is in turn given 
the capacity for doing an exactly equal amount of work on other 
bodies, and that the capacity of some other body or system of 



i,,Cot)^ic 



FUNDAMENTAL IDEAS AND UNITS 23 

bodies for doing work is diminished by an exactly equal amount. 
That is, whenever work is done, some body or system of bodies 
loses an amount of energy equal to the amount of work done 
and some body or system of bodies gains an exactly equal amount 
of energy. This assumption, which h justified by all known 
experiments, is known as the principle of the conservation of 
energy. This principle, together with the principles of the Con- 
servation of Mass, the Conservation of Linear Momentum and 
the Conservation of Moment of Momentum, are the four cardinal 
principles of all natural science and en^neeiing. 

It is found convenient in discussing the various properties 
of matter to look upon each property of a portion of matter as 
representing a definite amount of energy and to give a special 
name to the energy associated with each property. For example, 
the energy associated with a body in virtue of its speed is called 
its fdnetic energy; the energy associated with a body in virtue 
of its position with respect to other bodies which exert forces 
on it is called its potential energy; the energy possessed by a 
body in virtue of its temperature is called its heat energy or its 
thermal energy; the energy associated with a body in virtue of 
its chemical nature is called its chemical enei^y, etc. In this 
terminology the principle of the conservation of energy may 
be stated thus: The only possible changes which can take place 
in the energy associated with a system of bodies which neither 
influences, nor is influenced by, any other bodies, are changes 
in form; the total amount of energy in the system remains unaltered. 

It can readily be shown that the kinetic energy of a particle 
of mass m moving with a linear speed s is i m«*. A rigid 
body which is rotating with an angular speed to, about an axis 
fixed in the body and passing through its center of mass, which 
axis at the same time has a linear speed a (for example, the arma- 
ture of a railway motor moving relatively to the earth) has a 
total amount of kinetic energy equal to 

iM^+l /a>» (16) 

relative to the earth, where M is the total mass of the body and 
/ is the moment of inertia of the body about the axis of rotation 
fixed in the body. The expressions for other forms of energy 
will be given when the corresponding properties of matter are 
discussed. 



^dbyGoogk' 



24 ELEOFRICAL ENGINEERING 

The unit of work or energy on the c. g. s, system is the work 
done when a force of one dyne displaces a particle a distance of 
one centimeter; this unit is called the erg. Other common units 
of work and energy are related to one another and to the erg as 
follows: 

1 gram-centimeter =980.5966 ergs (at sea level 

and 45" lat.) 
1 joule "=1 watt-aecond 

1 joule =10' ergs 

1 kilogram-meter =10* gram-centimeters 

1 foot-pound = 1 .35573 joules 

1 foot-pound =0.138255 kilogram-meter 

1 small calorie =0.001 large calorie 

1 small calorie =4.186 joules 

1 small calorie =3,088 foot-pounds 

1 British thermal unit =251.996 small calories 

1 British thermal unit =1,054.9 joules 

1 British thermal unit =778.1 foot-pounds 

1 kilowatt-hour =3,600,000 joules 

1 kilowatt^hour =2,655,400 foot-pounds 

1 horsepower-hour =2,684,300 joules 

1 horsepower-hour =1,980,000 foot-pounds 

22. Power, — Power is defined as the time rate of doing work, 
or as the time rate of change of energy ; the two definitions are 
equivalent. 

When an amount of energy dW is transferred in an infinitesimal 
interval of time dt, then the corresponding power is 



' dt (17) 

When this rate of transfer of energy is constant, then the power 
may be defined as the amount of energy transferred, or the 
work done, in unit time. It should also be noted that since energy 
or work is the product of force and displacement, power may ako 
be defined as the product of force and velocity. 

In the c. g. s. system the unit of power is the power required 
to do work at the rate of one erg per second. This unit is seldom 
used as it is an extremely small quantity; instead is employed 
a unit which is 10,000,000 ergs per second, called the watt; one 
watt ia therefore equal to one joule per second. Other common units 
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of power are related to o 
1 kilowatt 
1 megawatt 
1 metric horeepower 
1 metric horsepower 
1 horeepower 
1 horsepower 



e another and to the watt as follows: 
= 1000 watts 
•=1000 kilowatta 
=75 kilogram-metera per second 
=0.735448 kilowatt 
=33,000 foot-pounda per minute 
=0.74565 kQowatt 
It is to be noted that torque multiplied by angular velocity ' 
(in radians per unit time) gives the power of a rotating body ex- 
pressed in the corresponding units. In stating the performance 
of electric machines use ia frequently made of the expression 
" torque at one-foot radius "; this is equivalent to expressing the 
torque in pound-feet. (In the expression " torque at one-foot 
radius," the word torque b incorrectly used, since torque is in- 
dependent of the radius — what is meant is the " force '* at one 
foot radius.) The following are useful relations: 

Power in kilowatts =1.4197XlO'*Xtorque in pound- 

feet X revolutions per minute. 
Power in horsepower »1.9040Xl0''Xtorque in pound- 

feet X revolutions per minute. 
23. Harmonic Motion. — A particular type 
of motion which is not only of considerable 
importance itself, but also serves as a useful 
analogue in the discussion of electric circuits, 
is that known as harmonic motion. Harmonic 
motion is defined as motion such that the 
acceleration of the moving body is propor- 
tional to, and in the opposite direction to, 
the displacement of the body from its position 
of etiuilibrium. (The equilibrium position of a 
body is that position in which the resultant 
force acting on the body is zero.) Harmonic 
motion is illustrated by the motion of a pen- 
dulum, the motion of a weight attached to a 
spring, the motion of each particle of a tuning 
fork, the motion of the balance wheel of a 
watch, etc. The first three are examples of harmonic motion of 
translation, the latter of harmonic motion of rotation. 

Consider the case of a simple pendulum. Let B be the bob 
of the pendulum and let it be so small that it may be considered 
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as a sii^le particle of mass m, and let this bob be suspended by 
a weightless thread of length { from a fixed polat P. Let the 
bob be displaced from its. position of equilibrium and at any 
time t let its displacement, measured aloi^ the arc in which it 
moves, be X = ore OB. The linear velocity at which the bob 

dx 
is moving at any instant 13 then -j- and its kinetic energy is 



dt 



therefore 



*-(f)" 



The potential energy of the bob at this instant is 
Ttig OQ=mgl(l — cos fi) 

where fi =— and g is the acceleration due to gravity. The total 
energy of the bob is then 

W=im(—y+tngl(l~co3fi) 

and if there is no friction this energy must be constant, and there- 
fore the rate of change of this total energy with respect to time 
must be zero. Hence 

dW dx d'x 



dS 1 dx 

whence, smce -;- = — —• 

dt I dt 

d'x 

For ^ small, «n /3 = /3 when jS is expressed in radians ; whence 
■ and therefore 

d'x_ g 

dt'~ I (18) 

Equation (18)* tells us that the linear acceleration of the bob 
along its path of motion is proportional to, and in the opposite 
direction to, its displacement ; hence this b a case of harmonic 
motion. 

♦This equation may also be deduced directly from a conaidemtioii of the 
forces acting on the bob at any instant. 
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The aolution of any differential equation of the form 

— -, = - ax 

dC 

where ai is a reai constant, is 

x=X,sin{<al+e) (19) 

where X^ is the maximum value of x, and d is a constant angle 
determined by the value of x for (—O and the maximum value 
Xa of the variable x. Let !„ be the value of x for ( =0, then 



»■'© 



This angle 6 is called the phase angle of x, and measures the degree 
of "fullness" of x when i==0, just as the phase of the moon 
represents its degree of fullness. When ^=0, x starts off with 

its zero value and increases ; when 0= — , x starts off with its 
2 

maximum or full value and decreases. The constant a> depends 
upon the value of ( required for x to pass through all possible 
values which it may take and back again to its original value; 
the amount by which ( must increase in order that x may pass 
through all its possible values and back again is 

r=~. (21) 

Thb value T is called the period of x. The number of periods 
corresponding to an increase of unity in I (cff-, if ( represents 
time in seconds, the number of periods per second) ia called the 
frequency of x; that is, the frequency is 

l=r^- or o,^2Tf. (22) 

Equation (19) may be represented by a sine curve, Fig. 9, 
where abscissas are oi t and ordinatcs x; the distance along the 
axis of at between the pointe where the curve cuta this axis in 
the sanu direction is equal to 2ir radians or 360 degrees. The 

curve marked "x" in the figure is plotted for the case when = ~ 

that is, for x a maximum and decreasing at ait=0. The cur\'e 
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marked " v" is for =ir. Note that the angle in any case 
b also equal to the distance to the left of the origin at which 
the curve first crosses the base line in the posUive direction. 
A function of the form X„ sin ((ol + 0), that is, ^ function which 
can be represented by a single sine wave, is sometimes called 




a simple harmonic function, or briefly, a harmonic function. Other 
periodic functions are called non-ha-mumic functiona. 

In the case of the simple pendulum let the bob be held out 
a distance A from its equilibrium position, and at a given instant 
let it be released. Let time be counted from this instant; then 
for t =0 we have , 



and the velocity at this instant is 
dx 
dt' 



= 0. 



Substitution of these values in (19) gives 
A =A'o «in 
=A', cos 

whence = ~ and Xa = A. Therefore the displacement of the 
bob from its equilibrium position at any instant is 
x = A sin (ft)( + — I =A cos at 

and its velocity at tliis instant is 

dx , . 

11=—- = — Q}A sin lat 
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where <a=-Jy. Note tbafc the dbplacement has ita first positive 
maximum after the start for {at= 2ir and the velocity its fit^t 
positive maximum for <u( = — ; hence the velocity reaches a pos- 
itive maximum a quarter of a period ahead of the displacement, or 
the velocity leads the displacement by 90° (see Fig. 9). Two sine 
waves of the same frequency which reach their positive maxima 
at different times are said to differ in phase by the angle corre- 
sponding to the time interval between successive positive maxima 
of the two waves. When both waves are expressed as ^ne 
functions, the difference in phase is the difference between the 
phase angles of the two functions. In the above example 

x=A sin ((^t + --\ 

v=(i>A sin i(i>t + ir) 
whence the phase angle of :e is — and the phase angle of v is ir; 
therefore the difference in phase between the two is 

IT- s = 9 or 90 degrees. 

The function with the larger (algebraically) phase angle always 
' leads. Note that the leading curve ia to the left. 

24, Temperature. — The physical properties of any piece of 
matter depend, among other things, upon its temperature, i.e., 
upon its relative hotnees or coolness referred to some standard sub- 
stance under standard conditions. The idea of temperature is 
familiar to every one, and one's so-called temperature sense en- 
ables one to form a rough judgment of the relative hotness or cool- 
ness of two or more bodies. For scientific purposes, however, a 
more reliable and more delicate means of " measuring " tem- 
perature is desirable. Any device which serves this purpose is 
called a thermometer.* 

The standard temperature-measuring device is the constant 
%'olunie hydrogen thermometer, which consists essentially of a 
suitable receptacle containing a constant mass of hydrogen gas 
kept at constant volume, with means provided for measuring any 

*A tbennometer designed to measure very high temperatures ia called a 
"pyrometer," 
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variation that may be caused to take place in the pressure of the 
gas. The numerical value of the temperature of any subetance 
is then defined in terms of the relative pressure of this gas when the 
receptacle ia immersed in the substance, referred to the presBure 
of this gas when the receptacle ia immersed in melting ice at a pres- 
sure of 760 ram. of mercury, the pressure of the gas in each case 
being measured after it has reached a constant value. The tem- 
perature of melting ice at a pressure of 760 mm. of mercury is 
arbitrarily taken as zero degrees, and the temperature of saturated 
steam at a pressure of 760 mm. of mercury is taken as 100 d^rees. 
Calling p, the pressure of the hydrogen gas when the receptacle ts 
immeised in the melting ice and p, its pressure when immersed 
in the saturated steam, and p its pressure when immersed in any 
given substance S (the pressure in each case being measured after 
the lapse of a sufficient time for it to reach a constant value), the 
numerical value of the temperature of the given substance ia 

defined as ( = ^XlOO d^rees centigrade. 

P.- Pi 
The Fahrenheit scale of temperature is derived in the same 
manner, except that the temperature of the melting ice is taken as 
32 degrees and that of the saturated steam as 212 d^rees. A 
temperature of tf degrees Fahrenheit is then equal to 

'e=^ (^-32) degrees centigrade. (23) 

For practical purposes, the volume expansion of mereury in 
glass, or of alcohol in glass, is used as a measure of temperature. 
For strictly accurate measurements, such mercury-in-glass or 
alcohol-in-glass thermometers should be calibrated by comparison 
with a standard hydrogen thermometer, but for ordinary work it 
is sufficient to determine the two points on the thermometer scale 
corresponding to the temperature <rf melting ice and saturated 
steam under standard conditions, and to assume that the volume 
expansion of the thermometer fluid is proportional to the tem- 
perature. 

26. Heat Enei^. — All known experiments lead us to believe 
that whenever the temperature of a body increases, energy is 
transferred to it, and that whenever the temperature of a body 
decreases energy is traiLsferrcd from it; further, that there is 
a fixed numerical relation between the quantity of energy trans- 
ferred to a given body and its change in temperature. This nu- 
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merical relation can be determined directly only in case the 
change in temperature is produced by mechanical work, since, 
by definition, the measure of energy is the product of a force 
by a distance. Careful experiments have shown that the work 
required to raise the temperature of one gram of water from 
0** to 100" centigrade is 418.6X10' ergs. We may then take as 
the unit of heat energy the one-hundredth part of the work 
required to raise one gram of water from to 100 degrees centi- 
grade. This unit is known as the mean small calorie, and in 
terms of it, the amount of energy involved in various heat effects 
may be measured with comparative ease. It should be noted 
that the work required to raise one gram of water one degree 
is different at different tempwatures; the variation ia negligible, 
however, except in the most refined work. 

The above numerical relation between the mean small calorie 
and the erg is called the mechanical equivalent of heal on the c. g. s. 
system. Another way of expressing the mechanical equivalent 
of heat is, the number of foot-pounds of work required to raise 
the temperature of one pound of water one degree Fahrenheit 
or at near its maximum density (39.1° Fahrenheit) ; this may 
likewise be used as a unit of heat energy, and b known as the 
" British Thermal Unit." See Article 21 for the relations between 
the various units of heat energy. 

Practically every phenomenon in nature is accompanied by a 
change in temperature of one or more bodies. In certain cases 
the entire amount of energy transferred in the process may be 
caused to appear as heat energy, and when this can be done the 
total amount of energy transferred can be measured with a fair 
degree of accuracy. Usually, the heat energy developed in any 
process is not in a useful form; in such cases the heat energy 



26. EflSciency and Losses. — In any machine or apparatus 
which is employed for transforming energy from one form into 
another or for transferring energy from one place to another, 
a certain amount of energy is always converted into forms which 
cannot be readily utilized. In general, this useless energy appears 
as heat energy. The rate at which energy is put into a machine 
is called the power input into the machine and the corresponding 
rate at which the machine gives out iiseful energy is cft]le<l the 
power tmtpul, or the load on the machine. The difference between 
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the power input and the power output ia called the power loa. 
The ratio of the output /"„ to the input P( for any given output 
of a machine is defined as the efficiency of the machine at -this 
output; this ratio is usually expressed as a percentage. The 
per cent efficiency e is then 

e=100^". (24) 

The ratio of the difference between the input P^ and the output 
Pg to the input P^ expressed as a percentage, is called the per cenl 
power loss p; that is, 

p=100 *~ g = 100-e. (25) 

Sometimes it is more convenient to express the power loss as a 
percentage of the output Pg. Let j/ be the percentage loss 
expressed in this manner ; then 

^ P„ 100-p 

The efficiency of a machine varies as a rule with the load 
or output. For no load, i.e., no output, the efficiency b zero, 
since in general energy must be supplied to the machine to operate 
it, even though the machine does no useful work; as the load 
comes on the efficiency increases up to a certain output, depend- 
ing on the design of the machine, and then decreases. 

The rated load or rated power output of a machine which 
is designed for continuous service is the maximum rate at which 
useful energy may be transferred through the machine con- 
tinuously without injury to any of its parts. In most electric 
machinery this ia determined by the rise of temperature pro- 
duced by the energy dissipated or " lost " in the windings and 
iron cores. As a rule, the insulation of the windings will deterio- 
rate if the temperature of the machine exceeds 75" centigrade. 

27. ITewtoii's Law of Gravitation. — From the observations by 
various astronomers of the revolution of the planets about the sun, 
and of the revolution of the moon about the earth, Newton was 
led to the belief that every particle of matter in the universe 
attracts every other particle with a force proportional to the pro- 
duct of the masses of the two particles, and inversely proportional 
to the square of the distance between them, namely with a force 

/"V (27) 
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where fc ia a constant depending upon the units in which m, m', r, 
and / are measured. Further obaervations and careful laboratoiy 
experiments by Cavendish and others have confirmed this belief 
which is now accepted as one of the fundamental " laws " of 
nature. The constant k has been detennined by experiment to be 
6.66x10^ when m and m' are expressed In grams, r in centi- 
metera, and / in dynes. For small masses, therefore, such as one 
ordinarily deals with in the laboratory, this force is extremely 
small, and can be detected only with the most delicate instruments. 
As we shall see presently, the mTUual aitradion or repulsion 
bdween magnetic -pales and also Ae mviual attraction or repuU 
sion betiDcen electric charges obey a law of exactly the same form. 
Hence the study of forces which obey this law becomes of prime 
importaace. It should be borne in mind that any conclusions 
derived from this law of force action will apply to any one of the 
three agents, gravitational masses, magnetic poles, and electric 
charges. In order to express such deductions in terms of physical 
quantities, we shall consider first the forces produced by magnetic 
poles. 

PROBLEMS 

1. Find the speed in meters per second and in feet per second 
of an electric locomotive travelling at a uniform speed of 60 miles 
per hour. If tbfe locomotive is travelling at this speed around 
a curve of 1000 feet radius, what is the direction and amount 
of the acceleration in feet per second per second and in miles 
per hour per second? 

Atts.: 26.8 meters per second ; 88.0 feet per second ; 7.74 feet 
per second per second ; 5.28 miles per hour per second. Accelerar- 
tion toward center of curvature. 

2. In Problem 1, if the distance between rails is 4 feet, 8.5 
inches, how many inches would the outer raQ have to be elevated 
above the inner rail in order that the flanges of the locomotive 
wheels exert no side thrust on the rails? 

Ans.: 13.60 inches. (In practice the elevation would bo 
about half this ; that is, the actual force on the outer roil would 
be about half what It woidd be were both rails in the same hori- 
zontal plane.) 

3. If in Problem 1 the outer rail of the curve is elevated 6 
inches and the locomotive weighs 100 tons, what will be the 
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average shearing force exerted on each of the spikes holding 
the rails to the ties? Assume the total force to he exerted against 
15 spikes, and neglect the friction of the rail against the ties. 
Gauge of track 4 feet, 8.5 inches. 
Ans.: 1794 pounds. 

4. A man stands on the floor of a trolley car which is travelling 
at the rate of 20 miles an hour around a curve of 100 feet radius. 
How many degrees from the vertical must the man lean to prevent 
his falling over? Assume the man may be represented by a 
rod standing on its end. Draw a complete vector diagram of 
the forces acting. 

Ana.: IS.O." 

5. The tangential force exerted by a brake on a pulley which 
is rotating at a speed of 500 revolutions per minute ia 200 pounds. 
If the diameter of the pulley is one foot, calculate the torque 
in pound-feet developed by the pulley, and the amount of work 
in horsepower-hours done by the pulley in 10 minutes. 

An».: 100 pound-feet; 1.587 horsepower-hours. 

6. The radius of gyr&tion of a cylinder about its own axis 

ia equal to — where D is the diameter of the cylinder. What is 

the moment of inertia of an iron cylinder 5 feet in diameter and 
4 feet long? Specific gravity of iron 7.7 ; give answer in pound- 
foot units. , 

Ana.: 59,100 pound-foot. 

7. If the cylinder in Problem 6 is rotating at a speed of 1000 
revolutions per minute what is its kinetic energy in foot-pounds 
and in horsepower- hours? 

Ana.: 324,000,000 foot-pounds; 163.6 hotsepower-hoUrs. 

8. If the force driving the cylinder in Problem 7 is removed, 
how many hours will it take the cylinder to come to rest if the 
opposing torque due to friction is constant and equal to 300 
pound-feet? 

Ana.: 5.73 hours. 

Note: The data given in Problems 6 to 8 are fairly representa- 
tive of a large turbo-generator, except that the friction torque 
is not constant. Unless a brake of some kind is used the rotating 
part of such a machine will continue in motion for several 
hours after the steam b shut off. 

9. A weight of 500 pounds falls from rest a distance of 100 
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feet into a tub of water. If the tub containa 10 gallons of water, 
and all the kinetic energy lost by the weight wheo it is brought 
to rest goes into beating the water, what will be the rise in the 
temperature of the water produced thereby, assuming no radia- 
tion of heat energy? Give answer in degrees centigrade and 
degrees Fahrenheit. 

Ans.: 0.430° centigrade ; 0.774° Fahrenheit. 

10. The thermal efficiency of the best modem boiler is about 
65 per cent ; i.e., of the total energy in the coal 65 per cent can 
be transferred to the steam. The efficiency of a modern steam 
engine working under the best conditions is about 20 per cent; 
i.e., of the total energy in the steam which passes through the 
engine only 20 per cent is converted into mechanical energy. 
A pound of high-grade coal contains 14,000 British thermal units 
of energy. Assuming a boiler efficiency of 65 per cent and an 
engine efficiency of 20 per cent, how many pounds of coal will 
be required to produce one horsepower-hour at the engine shaft? 
What is the over all efficiency of boiler and engine? 

Ans.: 1.40 pounds of coal per horsepower-hour; 13 per cent. 
(In practice a considerably greater amount of coal is required 
per horsepower-hour, due to the fact that an engine seldom 
works at full load all day and the efficiency is less for light loads. 
A large steam plant developing from 10,000 to 40,000 horsepower 
maximum load uses about 2 pounds of coal per horsepower hour; 
small plants of a few hundred horsepower capacity use about 6 
pounds of coal pet horsepower hour.) 

11. If the efficiency of a water wheel is 80 per cent, how many 
cubic feet of water per second falhng through- a distance of one 
foot will be required to develop energy at the rate of one horee- 
power? Let Q be the number of cubic feet per second, H the 
" bead " or distance through which the water falls, and P the 
horsepower ; what is the relation between P, Q, and // for a 
wheel of 80 per cent efficiency? 

ATt£.: 11 cubic feet per second; P= t" 

12. A lead ball which has a mass of 1 pound is suspended 
by a light string from a fixed support; distance from center of 
moss of ball to support 1 yard. The ball ia displaced a horizontal 
distance of 3 inches from the vertical and then let go. What is 
the expression for the displacement (in inches) of the ball from the 
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vertical t seconds later, neglecting the effect of friction ; what will 
be ita maximum velocity in inches per second and what will be 
lis displacement from the vertical at this instant; what will 
be the frequency of the pendulum? 

Ana.: x=3 cos (3.27() inches; 9,81 inches- per second every 
time the displacement from the vertical is zero; 0.52 cycles per 
second. 

13. Plot to scale the values of the dbplacement, velocity, 
and acceleration of the vibrating bob in Problem 12. What 
are the phase relations between the velocity and the displace- 
ment; between the velocity and the acceleration? 

Ans.: The velocity leads the displacement by 90° and lags 
90° behind the acceleration. 

14. What will be the kinetic energy of the ball in Problem 12 
when it b half way between ita equilibrium position and its point 
of maximum deflection? What will be ita potential energy at 
this instant? Give answers in joules and in foot-pounds. 

^ns,; Kinetic energy 0.251 foot-pounds or 0.340 joules ; 
potential energy 0.084 foot-pounda or 0.114 joules. 

15. Two lead spheres each 1 foot in diameter are placed near 
each other with their nearest points 1 inch apart. The density 
of lead is 11.3. Calculate the force (gravitational) in dynes with 
which the two spheres attract each other, assuming the total 
mass of each sphere concentrated at its center. 

Anx.: 1.73 dynes. 
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MAGNETISU 

28. Hagnets. — Magnetic Poles. — It has long been known 
that a certain mineral, called the loadstone, has the property of 
attracting piecee of iron or steel with a readily perceptible force, 
even though the loadstone and the piece of iron or ateel be com- 
paratively small. In other words, between loadstone and iron or 
steel there is a force of attraction many times greater than the 
force of attraction between like masses of ordinary matter. It 
has also been known for many centuries that a steel bar can be 
given this same property by stroking it lengthwise with a piece of 
loadstone, and that when the bar thus treated is freely suspended, 
it takes up a definite position with respect to the earth, one end 
of the bar pointing approximately toward the north geographical 
pole and the other end toward the south geographical pole. A 
steel bar having this property is called a magnet, the north pointing 
end b called its nortft or posUive pole and the south pointing end its 
south or negative pole. In general, a magnet may be defined as a 
body which possesses the property of attracting with a readily per- 
ceptible force pieces of iron or steel, and which, when freely sus- 
pended, takes up a definite position with respect to the geographical 
meridian. As we shall see later on, it is possible to " magnetise " 
a steel bar in other ways than by stroking it with a piece of load- 
stone; in particular, when an insulated wire is wrapped around 
such a bar and an electric current is established in the wire, the 
bar becomes magnetised; thia is the modern way of making a 
magnet and the only way of making a powerful one. 

39. Paramagnetic and Dlamagnetic Substances. — It is found 
by experiment that a magnet attracts not only iron and steel, but 
to a less extent nickel and cobalt. Bismuth, on the other hand, is 
repelled by a magnet. Substances which of themselves are not mag- 
nets but which are attracted by a magnet are called paramagnetic 
svbgtancee, or simply magnetic substances; substances which of 
themselves are not magnets but which are repelled by a magnet are 
called diamagnetie su&sfances. Except in the case of iron, steel, 
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nickel, and cobalt, the force of attraction for paramagnetic bodies 
is extremely small; of the diamagnetic substances bismuth is the 
only one which is strongly repelled by a magnet, and the repul- 
sion even of bismuth is weak compared to the attraction of iron. 

Whether or not a substance is attracted or repelled by a 
magnet depends upon the nature of the medium surrounding the 
magnet and the substance. For example, it is found by experi- 
ment that a solution of perchloride of iron is attracted by a magnet 
when the solution and the magnet are surrounded by air. On the 
other hand, if the magnet is immersed in the solution and a bubble 
of air formed in the latter, the air will be repelled by the magnet. 
Therefore perchloride of iron is paramagnetic with respect to air,- 
and air is diamagnetic with respect to perchloride of iron. In 
other words, paramagnetic and diamagnetic are purely relative 
terms. It is customary to take air as the standard of reference, 
although in certain cases it would be preferable to take free space 
or the " ether " as the standard. However, the difference be- 
tween air and free space in respect to their magnetic qualities is 
practically inappreciable, so that a body which is magnetic with 
respect to air is likewise magnetic with respect to free space. In 
the following discussion, when the terms paramagnetic and dia- 
magnetic are used, air is to be understood as the standard of 
reference; i.e., air is assumed to be non-magnetic. 

30. Attraction and Repulsion of Magnetic Poles. — A piece of 
iron or other magnetic substance which of itself is not a magnet, 
will be attracted by either pole of a magnet when placed near this 
pole. However, when two magneta are placed near each other, 
the mutual force between the two may be either an attraction or a 
repulsion. When the two like poles of the two magnets are 
nearer together than their unlike poles, the force is a repulsion; 
when the unlike poles are nearer together, the force is an attraction. 
This is readily tested by suspending one of the magnets by a thread 
attached to its middle point and bringing the two ends of the 
second magnet succ^sively near one end of the suspended magnet. 
We therefore conclude that like magnetic poles repel each other 
and unlike poles attract each other. Experiment also ahows that 
the force of attraction or repulsion of two magnets falls off rapidly 
as the distance between them is increased. 

31. Magnetic Charge.^ A Magnetic Pole as a Force-Productng 
Agent. — It is found by experiment that the forces produced by 
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magnets on one another and upon magnetic bodies placed In their 
vicinity may be accounted for In terms of a something confined 
solely to the external surfaces of such bodies. In the case of a 
long, slim magnet this force-producing agent is confined almost 
entirely to the ends of the magnet. Since the two ends of a mag- 
net possess opposite properties, it is necessary to look upon this 
force-producing something as different at the two ends of the 
magnet. This something at the north pointing end of a magnet 
may be caUed a " positive magnetic charge," and the something 
at the south pointing end a " negative magnetic charge." How- 
ever, it is customary to use the expression " north (or positive) 
magnetic pole " to signify this something at the north pointing 
end of a magnet and the expression " south (orn^ative) magnetic 
pole " to signify this something at the south pointing end. When 
used in this sense, the word " pole " signifies the force-producing 
agent associated with the surface of a magnet rather than the 
particular part of the magnet at which this force-producing agent 
is located. 

It is to be noted that although the external forces produced by 
a magnet may be accounted for in terms of a something confined 
solely to its external surface, there is also a change produced 
throughout the substance of a body when it is magnetised. For, 
when such a body is broken in two, the two broken ends are 
found to be the seat of equal and opposite magnetic poles. 
There are also certain very special cases in which the poles of a 
magnetised body must be considered as distributed throughout 
its interior, but the theory developed below for surface poles may 
be readily extended to such cases. 

32. Induced Uagnetisation. — In order to express in an exact 
quantitative manner the value of the mutual forces produced on 
one another by magnetic poles it is always necessary to take into 
account the effect of any magnetic bodies which may be in their 
vicinity. As we have seen, when a magnetic body which Itself is 
not a magnet (a small rod of soft iron, for example) is placed in 
the vicinity of a magnetic pole, this substance is attracted whether 
the pole is a north or a south pole. In fact, the body acts exactly 
like a magnet, except that the strength and position of its poles 
depend on its position with respect to the magnet attracting it. 
The magnetic body is therefore said to be magnetised by " induc- 
tion." Since the magnetised body is always attracted, the loca- 
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tion of the poles induced on it is always such that two of the unlike 
poles on the attracting magnet and on the magnetised body re- 
spectively are nearer together than the like poles on these two 
bodies. A diamagnetic body placed in the vicinity of a magnet . 
is similarly magnetised by induction, except that in this case, 
since there is a repulsion between the inducing magnet and the 
diamagnetic body, the like poles are nearer together. For 
example, a small rod AB of soft iron placed in the vicinity of a 
magnet in the various positions shown in Fig. 10, is magnetised as 
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indicated. When the rod is removed from the vicinity of the 
magnet the induced poles disappear almost entirely. In case a 
hard steel rod, originally unmagnetised, is placed near the mag- 
net, it becomes likewise magnetised by induction, though to a 
lees extent than the soft iron. If, however, the steel rod is removed 
from the vicinity of the magnet it is found to retain to a consid- 
erable d^ree its magnetisation, that is, the rod becomes a " per- 
manent " magnet. 

The phenomenon of induced magnetisation b a most important 
one both in practice and in theory, and we shall return to this sub- 
ject for a more detailed study. The chief fact to be borne in mind 
for the present is that any magnetic or diamagnetic body placed in 
the vicinily of a magnet has magnetic poles induced on Us surface, 
and that these induced poles produce forces on every magnetic pole, 
permanent or induced, which may be in the vicinity. For example, 
when two magnets are separated from each other by a given dis- 
tance and there are no magnetic or diamagnetic bodies in the 
vicinity, they will exert a certain force upon each other. When a 
magnetic body, such as a piece of unmagnetised soft iron, is placed 
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near them (see Fig. II), the force acting on each magnet will 
evidently be changed, since the poles a and n induced on the 
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soft iron also exert forces upon each magnet. In the case illus- 
trated, the resultant force acting on each magnet will be increased 
and also changed in direction. Again, when the entire region 
around the two magnets is filled with a magnetic liquid (per- 
chloride of iron, for example), magnetic poles are induced on 
the surface of the liquid where it comes in contact with the poles 
of the magnets, Fig. 12, and these , 
induced poles are of the opposite 
sign to those of the magnet at 
this surface. The effect of these 
induced poles in this case is to 
decrease the resultant force on 
each magnet, Art. 66. The as- 
mtmplion tluU air ia rum-vuignetic 
itequivaleTUto assuming tfuU there 
are no -poles, either -permanent 
or induced, produced on the air 
in contact with a magnet. fib. 12. 

33. Point-Poles. — Experiment shows that it is physically im- 
possible to have a magnetic " charge " or pole of finite amount con- 
centrated in a point. However, for the purposes of mathematical 
analysis of the forces produced by magnets, it is frequently con- 
venient to consider a magnetic pole as occupying but a point in 
space. We may call such a pole a point-pole. A physical 
approximation to such a point-pole is the pole on a very small area. 

34. Properties of M^netic Poles. — We are now in a position 
to state the properties which must be attributed to magnetic 
poles in order to account for the experimentally observed facts 
concerning their mutual action. When the induced magnetir poles 
as well as the permanent poles arc taken into account, and air is 
aatumed to be non-magnetic these properties are the following : 
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1. Like poles repel each other; unlike poles attract each other. 

2. Whenever a magnetic pole of one sign exists on a body there 
is always an equal pole of the opposite sign on some other part of 
the same body. Neither kind of pole can be produced by itself. 

3. Two point-polesof "strengths" mandm'respectivelylocated 
a distance r apart repel each other with a force proportional to the 
product of the strengths m and m' and inversely proportional to the 
square of the distance between them; but independent of the 
medium between them; that is, with a force 

,,mm' (1) 

'~ r* 
where i is a constant depending upon the units in which m, m', r, 
and / are measured. 

Since we have not as yet specified what we shall take as a 
measure of the strength of a magnetic pole, we may select the unit 
of pole strength so that this constant k is unity when r is measured 
in centimeters and / in dynes. Equation (1) then becomes 

>.^ 

In this expression for the force between two magnetic poles 
the strengths of the poles m and m' are to be expressed as positive 
numbers when they are north or positive poles and as negative 
numbers when they are south or negative poles. Hence when m is 
a north pole and m' a south pole, or vice versa, the force of reput- 
sion f is likewise negative, that is, the force / is an aUraction; this 
is in accord with the first property attributed to these poles. The 
expression (la) as thus imderstood may be looked upon as a 
definition of the measure of the strength of a magnetic pole. For, 
in accordance with this law of the mutual action of two point-poles, 
we may define the strengths of two such poles m and m' as equal 
when each repels witli the same force /, a third point-pole m' 
placed at the same distance from each. A unit point-pole is then 
a poinir-pole which repels with a force of one dyne an equal point-pole 
placed one centimeter avmy. This unit is called the c. g. 3. electit>- 
magnetic unit of pole strength. 

The above law of mutual action of two magnetic poles appli^ 
directly only to point-poles, for when the poles are extended over 
a surface the distance r between the poles has no definite meaning, 
since the distance between every pair of points taken respectively 
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in the two surfaces will be difTereat. However, we may readily 
obtain an expression for the mutual action of two such polee in the 
following manner. Each pole may be considered as divided into 
a lai;ge number of areas so small that they may be considered as 




Fig. la 
points, and we may call the pole strengths of these areas m„ m„ 
etc., for the first pole and m'„ m'„ etc., for the second pole, and 
r,„ r,„ etc., t„, r„, etc. the distances between wt, and m\, m, 
and m'„ etc., and m', and m'„ m, and m'„ etc., respectively. 
The total force exerted by one pole on the other will then be 

f-^' + ^- + v^_^m^.^ J 

where the terms of the right-hand side of the equation are added 
vcctoriaUy. 

36. Pole Strength per Unit Area. — In order to calculate the 
actual value of this force it is of course necessary to know the value 
of the pole strength of each of these elementary surfaces; or, what 
amounts to the same thing, the pole strength per unit area at each 
point of the surface. Calling da the area of any elementary sur- 
face and dm the pole strength of this Surface, the pole strength per 
unit area, is then 

o-=— (2) 

da 
or the pole strength of this area is 

dm=(rd3 (2a) 

There are experimental methods for determining the value of 
the pole strength per imit area of a magnetised surface; one 
method is described in Article 37. 

36. Hagnetic Field of Force. — Field Intensity or Magnetising 
Force. — A magnetic pole placed anywhere in the region of space 
occupied by, or surrounding, a magnet, or in the vicinity of an 
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slectric current (see Chapter III), will have b. force exerted upon it; 
the r^on of space in which a magnetic pole is acted upon by a 
force is therefore called a magnetic field of force. In general, when 
a magnetic pole Is placed in the vicinity of a magnet or of a mag- 
netic body this pole will induce new poles on the magnet or mag- 
netic body. Again, in order to place a magnetic pole inside a 
magnet it is necessary to cut a hole in the magnet, and, as pointed 
out in Article 46, whenever a hole or gap is cut in a magnet, 
magnetic poles in general appear on the walls of this gap. Hence, 
when a magnetic pole is placed near or inside a magnet or magnetic 
body, new poles will in general be formed. However, the force 
which would be exerted by the poles originally in the field on a pole 
placed at any point in the field, whether inside or outside the mag- 
net, may be calculated from the fundamental law of the mutual 
action of two magnetic polea (equation la). Similarly, the force 
exerted by an electric current on a magnetic pole may be calcu- 
lated from the fundamental law of the mutual action of a current 
and a pole (see Chapter III). The force in dynes which would be 
exerted on a unil north potnir-pole placed at any point in a magnelic 
field, due solely to the poles and currents originally in the field, is 
defined a« the intensity of the magnelic field at that point due to these 
agents. The field intensity at any point is also called the mag- 
netising force at that point. 

It should be noted that the unit of field intensity is not the 
dyne, but is a dyne per unit pole; compare with power, the unit of 
which is not the erg, but is an erg per second. No specific name has 
been given to the c. g. s. unit of field intensity, but it is usually 
expressed as so many " gilberts per centimeter," the meaning of 
which expressionisexplaincdinArticle 60. Magnetic field intensity 
or magnetising force is also expressed in terms of " ampere-turns 
per centimeter " or " ampere-tums per inch," the meaning of 
which expressions is explained in Chapter IV. The relations be- 
tween these various units are 

1 c. g. s. electromagnetic unit ="1 gilbert per centimeter 
1 c. g. s. electromagnetic unit =0.79578 ampere-tums per 

centimeter 
1 c. g. s. electromagnetic unit =2.0213 ampere-tums per 
inch 
Since the force in dynes produced by a magnetic point-pole of 
strength m at a distance r centimeters away on a point-pole of strength 
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distance of r centimetem from a point-pole of strength m, due solely 
to this pole, is 

whether this point be outside or inside a magnet. The field in- 
tensity H will be in the direction of the line drawn from m to P 
where m is positive, and in the direction of the line drawn from P 
to m when m is negative. Field intensity is therefore a vector 
quantity. 

The field intensity at any point due to any number of point- 
poles is then the vector sum 

where the symbol % with a line over it is used to represent a vector 



ant intensity, where m is the strength of this pole and r is its 
distance from the given point. 

The force exerted on any point-pole of strength m in a magnetic 
field is 

F-'TtiH (4) 

where H is the field intensity at the point occupied by the pole 
m due to all the poles in the field except the pole m. The field due 
to any given pole can of course produce no mechanical force on this 
pole itself; " a man cannot lift himself by hia bootr^traps." 

When the field intensity has the same value at every point 
throughout a given region, the field is said to be uniform through- 
out that region; we shall find several examples of practically imi- 
form magnetic fields. 

37. Example IHuBtrating the Application of Above Definitions. — 
The following example will serve to illustrate the ideas just dis- 
cussed. The problem chosen is to find the field intensity 
at any point on the axis of a magnet having the shape of 
a long right cylinder and having its poles confined entirely to 
the end surfaces of the cylinder and of the same strength per unit 
area at each point of these end surfaces. Let a- be the strength 
per unit area of the north pole of this magnet and-o- the pole 
strength per unit area of its south pole. Consider first the field 
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intensity due to its north pole. Let the point P, Fig. H, at which 
the intensity is to be determined, be at a distance a from this pole, 
and let the radius of the magnet be r. Consider a ring drawn in the 
end surface with itB center at JV on the axis of the magnet, and 
let the radius of this ring be x and its width be dx. The elementary 
pole at any small area ds of this ring will produce a field intensity 
at P, and this force will have a component in the direction NP and 
a component perpendicular to NP. The elementaiy pole on an 
equal small area ds' diametrically opposite ds will likewise produce 
a field intensity at P numerically equal to that produced by the 




pole at ds, but in the direction shown, Hence the components of 
the field intensities, due to the poles at ds and ds', perpendicular to 
N P &Te exactly equal and opposite, and therefore exactly neutral- 
ise each other ; simOarly for any other two diametrically opposite 
points in this ring. Hence the resultant intensity due to the 
entire ring is in the direction N P and is equal to 

<rX2-7Txdx a 



For 2 TT xdx is the area of the ring, and therefore o* X 2 jr xdx is the 
total pole strength of the ring; a'+i" is the square of the distance 

of the point P from each element of the ring, and — , is the 

\/a'+x' 
cosine of the angle between the field intensity at P due to each 
point in the ring and the line NP. The total field inten- 
sity H„, at P, due to the entire north pole of the magnet is then 
the sum of the field intensities due to all the contiguous elemen- 
tary rings into which the pole face N may be divided. Hence 
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=2TT(r(l~c08$) (5) 

where 6 is the angle between the axis of the magnet and the line 
drawn from P to the edge of its north pole. The field intensity 
due to the south pole of the magnet is similarly 
H, = -2wa-(l-cos6') 
where 6' is the angle between the axis of the magnet and the line 
drawn from P to the edge of its south pole. 

Consequently the total field intensity is 

H=H„+H,=2Trir(co8e'-cosd). (5a) 

Each end of this magnet is a circular disc over which is uni- 
formly distributed a magnetic pole. It is interesting to note 
what are the limiting values of the field intensity due to a single 
magnetically charged disc* when the point Pis(l) very close to the 
disc, and (2) when the point P is at a considerable distance from 
the disc. In the first case, cos ^becomes negligibly small in compari- 
son with unity, since $ becomes practically 90°. Hence at the 
point on the axis of a uniformly magnetically charged disc at an 
infinitesimal distance from its surface, the field intensity due to this 
disc alone is 

H=2ira- (5&) 

and is independent of the size of the disc, but depends only upon 
its pole strength per unit area. 

It can also be shown that a magnetic pole distributed in any 
manner over any flane surface, produces a field intensity at a 
point just outside this surface which has a component normal to 
this surface at this point equal to 

H„=2ircr C5c) 

independent of the shape or size of the surface, where a- is the pole 
strength per unit area of the surface directly opposite this point. 
In general, however, there will also be a tangential component to 
the field intensity, that is, a component parallel to the surface ; also 
the other pole of the magnet will be sufficiently close to produce a 
field intensity at this point, which intensity may have both a 
norma) and a tangential component. 

*e. g., the end of a very long cylindrical magnet when the other end is so 
remole that it produces do appreciable effect. 
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When the point P is at a great distance from the pole face, so 
that a is large compared with r, the angle 6 becomes very small 
and therefore this angle in radians is equal to its tangent, i.e.. 



Whence, expanding cos 6 into a series and n^lecting all terms 
of a higher order than the second, we have 



'0" 



whence 

l-cos 0^— 
2a' 
and therefore equation (5) becomes 



H 



TrT^a-_tn (5d) 



where m =ir r' o- is the total pole strength. 

Hencethefieldintensityatapointontheaxisof a magnet a con- 
siderable distance from the magnet may be calculated approximate- 
ly by assuming the poles concentrated in points at the ends of the 
magnet. In most practical problems a sufficiently accurate value 
of the Geld intensity at any point due to a bar ma^et may be 
obtained by considering the poles of the magnet to be concentrated 
in points at its ends, except when the point under consideration 
is very close to a pole, but the limitations of this assumption should 
always be borne in mind. 

38. Force Required to Separate Two Equal and Opposite Poles 
in Contact. — A useful application of equation {5b) is the calcu- 
lation of the force required to separate two equal and opposite 
poles distributed uniformly over plane surfaces, such as the two 
poles of two equal bar magnets placed end to end. Call the two 
surfaces A and B and let them be separated by an in&utesimally 
narrow gap. Then, if tr is the pole strength per unit area of the 
north pole on the wall of the gap, the field intensity inside the gap 
produced by either surface is H=2 n c, and therefore this sur- 
face attracts each unit pole on the other surface B with a force of 
2 IT o" dynes. Hence, calling S the area of each surface, the total 
pole strength of the surface B is ~<rS and consequently the sur- 
face A attracts the surface B with a force of 

F=2wa^S (6) 
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dynes. This formula is deduced on the assumption that the only 
forces acting are those due the two poles which are separated; if 
there are any other forces present (for example, the forces due to 
the other ends of the magnete and to the direct action of the 
electric current in the coil surrounding the magnets if the latter are 
electromagnets) their effect also must be taken into account. The 
formula is also based upon the assumption that the poles are con- 
fined solely to the end surfaces and are uniformly distributed over 
these end surfaces, which is practically never realized. The 
formula does give a rough means, however, for determining the 
average value of the pole strength per unit area, since both the 
force F and the area 5 are readily measured. 

39. The Earth's Hagnetic Field. — Since a magnet suspended 
at any point near the earth's surface tends to point in a definite 
direction, indicating the existence of a force acting on the magnet, 
the region of space in the vicinity of the earth is a magnetic field of 
force. For points at a considerable distance from any large masses 
of iron or wires carrying electric currents, the intensity of the 
earth's field is practically uniform over a large area, though there 
is a considerable variation in both the magnitude and the direction 
of the earth's field with longitude and latitude, and also a small 
variation from day to day and from year to year. The earth's 
field at any point in general has both a horizontal and a vertical 
component (downwards in the northern hemisphere, approxi- 
mately). The horizontal intensity of the earth's field in the longi- 
tude of Washington and at latitude 45° north is roughly 0.2 c. g. s. 
electromagnetic units (defined above) and the vertical component 
0.55 c. g. 8. electromagnetic units. In any laboratory, however, 
particularly in the vicinity of electric trolley lines, the value of 
the magnetic field may differ considerably from this and varies 
continually, 

40. Magnetic Moment. — Equivalent Length of a Magnet. — 
To hold a magnet in a uniform magnetic field in any other direction 
than that which it would take if acted upon only by the forces 
due to this field, requires a certain torque or moment, and the 
maximum value of this moment will correspond to a position of 
the magnet at right angles to its equilibrium position when acted 
upon only by the forces due to the field. The ratio of the value of 
the maximum moment which can be exerted by a uniform mag- 
netic field on a given magnet to the value of the field intensity, is 
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called the magnetic moment of the ma^niet. In the ideal case of a 
ma^et which has its poles concentrated in two points a distance / 
apart, the magnetic moment ia equal to ml where m is the strength 
of the north pole of the magnet. For, the total force acting on 
each pole of such a magnet when placed in a uniform field of inten- 
sity H is mH, and when the magnet is at right angles to this field 
the moment acting on it is m HI, whence the ratio of this maximum 
moment to the field intensity H is ml. The equivalent length of 
any magnet is defined as the ratio of its magnetic moment to the 
total strength of its north pole. 

41. Equality of the Poles of a Hagnet. — Equilibrium Position 
of a Magnet in a Uniform Magnetic Field. — When a magnet of any 
shape is siipported in a uniform magnetic field, for example, that 
due to the earth, in such a manner that it is free to move {e.g., 
floated on a piece of cork) . the magnet takes up a definite position 
and remains at rest. Hence the two poles of the magnet must be 
of equal and opposite strength; for, calling H the intensity of the 
field and m and m' the total strengths of the two poles respectively, 
the force acting on one pole of the magnet is mH and the force 
acting on the other pole is m'H, and therefore the .total force 
on the magnet is (rn + m') H. But since there is no motion of the 
magnet relative to the earth, which produces the field, this total 
force must be zero; hence m = — m'. Further, since there is no 
rotation of the magnet, its position of equilibrium must be such 
that the line of action of the two forces mH and m'H coincides. 
Hence, when the magnet is in the shape of a long rod or needle, a 
line drawn from its south to its north pole will give the direction 
of the field. This fact is usually expressed by saying that the 
needle points in the direction of the magnetic field. When the 
motion of the magnet b limited to a definite plane, for example, 
when it is floated on a piece of cork or mounted on a pivot of the 
kind used in a magnetic compass, it will point in a direction cor- 
responding to the component of the field intensity in this plane. 

12- Measurement of the Horizontal Component of the Intensity 
of aMagnetic Field. ^ When a bar magnet or magnetic needle is sup- 
ported in a magnetic field in such a manner that it is free to vibrate 
about a vertical axis, and is set vibrating about this axis, it ivill oscil- 
late with a definite period depending upon the horizontal compo- 
nent of the intensity of the magnetic field; due to the friction of the 
air and of its support it will ultimately come to rest in line with 
the horizontal component of the field intensity. Let this hori- 
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zontal component be H (Fig. 15), 
and let the magnet be so small 
that the intensity H is constant 
over the space occupied by it. Let 
the magnetic moment of the mag- 
net be M, and the angular displace- 
ment of the magnet from its posi- 
tion of equiUbrium (the direction cf 
H) at any instant be ft Let m be 
the numerical value of the strength / 
of each pole of the magnet, and i its ^'*- '^■ 

equivalent length. Then the torque acting on the magnet, neglect- 
ing the friction of the air and the support, tending to bring it 
back to its position of equilibrium is ml H sin 0. When 
is small, ain 6 is approximately equal to 0, and the torque is then 
approximately mlHS or MHO. This torque is in such a 
direction as to oppose an increase in the anguUr displacement of 
the magnet, consequently the angular acceleration of the magnet 
about the vertical axis, neglecting the damping effect due to 
friction, is 

dtf" MM . 

-^,= y— ^ 

where / is the moment of inertia of the magnet (see Article 19) . 
This equation shows that the motion of the magnet is harmonic 
(see Article 23) i.e., the magnet will oscillate about its equilib- 
rium position with a period equal to 



'^1^ 



The frequency with which the magnet vibrates is then 

, L ITTB" 

'-2W T— 

whence the intensity of the horizontal component of the field is 

«- Tf- C) 

Note that the intensity H is proportional to the square of the 
frequency of vibration of the magnet. Hence, if the frequencies 
of vibration of the same magnet when suspended successively in 
two magnetij; fields are /i and /,, the ratio of the horizontal in- 
tensties of these two helds is 

H^ ft 
which gives a simple method of comparing the horizontal inten- 
sities of two magnetic fields. 

In order to calculate H from the formula (7), it is necessary to 
know in addition to the frequency of vibration f, the moment of 



c,..i,.ej,,Ct)l>^Ic 



52 



ELECTRICAL ENGINEEEING 



inertia / and the magnetic moment M of the magnet. The 
moment of inertia / can be readily calculated when the magnet is in 
the form of a bar of rectangular cross section or in the form of a 
right cylinder, or it may be determined experimentally. A second 
relation between the moment M and the field intensity H can be 
obtained from the following experiment. Remove the bar magnet 
from the point P and suspend in its place a small magnetic n^le 
(Fig. 16). Place the bar mbgnet with its center at a distance a 
from P with its axis perpendicular to the direction of H and in 
the same horizontal plane as the point P. The magnetic needle 
will now be acted upon by two magnetic fields, the original field H 
and the field due to the magnet. The intensity of this latter 
field will be 



'Hr («4)' 



'M0] 




When a is chosen large in comparison with -^ then 1^1 will be 



practically negU^ble in comparison with unity; hence to a close 
approximation 

^ 2ml 2M 



where M is the moment of the bar magnet. When the magnetic 
needle is taken sufficiently small the value of the field intensity at 
the needle due to the bar magnet will be practically uniform over 
the space occupied by the needle, and therefore the resultant field 
intensity at the needle will also be uniform and will malce an angle 

$=tan'' -yr with the direction of the original field H. This angle 

may be readily measured by noting the deflection of the needle 
when the bar magnet is removed to a great distance, for when 
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the bar magnet is present, the needle points in the direction 
of this resultant field intensity, k+ H, and when the bar magnet 
is removed the needle points in the direction of the original in- 
teosity H. Hence, the value of h in terms of 6 and H is 

h^Htand 
whence 2M „ , « 

— p =H tan 

or M = \a' Htand 

which substituted in the above equation for H gives 

_2jrl r^r C!a) 






and all the quantities in the right-hand member can be measured 
or calculated. Similarly, the substitution of this value for H in 
the equation just deduced for M gives 

M = naj V2allan0 (7b) 

from which the magnetic moment may tie calculated. 

When the horizontal component of the field intensity has thus 
been determined, the direction and numerical value of the result- 
aat intensity can be found by placing at the point P a magnetic 
needle which can turn only about a horizontal axis (a so-called 
" dip circle "), and setting this horizontal axis perpendicular to 
the norizontal component to the field. This needle will then point 
in the direction of the resultant field intensity, and if the angle it 
makes with the horizontal be a, the value of the resultant inten- 
sity is 

H -JL^ <'"' 

'' COS a 
It should be noted that there are other and more convenient 
methods for the measurement of the intensity of a magnetic field, 
based on the measurement of an elec- 
tric current. But since as the measure 
of an electric current is taiten the force 
produced by a magnetic field on a wire 
in wliich the current is established, it ia 
necessary to start with an independent 
method for the measurement of mag- 
netic field intensity. 

43. Flux of Magnetic Force Due 
(0 a Sngle Pole. — IJnes of Magnetic 
Force Ihie to a Sngle Pole. — Con- 
i'iiler a point-pole m at any point P 
(Fig. 17). The field intensity at any 

point Q at a distance r from t 
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when the pole is positive or in the direction QP when the pole 
is negative. Consequently at every point in the surface of a 
sphere of radius r drawn about m as a center the field intensity 

will have the same value — and will be normal to the surface of 

the sphere. Hence the product of the area of this sphere and 
the field intensity at its surface is 



which is independent of the radius of the sphere but depends only 
upon the strength of the pole m. The product of the area of any 
sphere drawn about a point-pole as its center and the field intensity 
at the surface of this sphere is called the flux of force due to this 
pole, and this flux of force is said to be outward from the pole when 
the pole is positive and inward towards the pole when the pole is 
negative. A magnetic pole of strength m then produces a flux of 
fo™ i/,=4 7rm (S) 

outward. (When m is negative the flux outward is also negative, 
which is equivalent to a positive flux inward.) 

The flux of force from a magnetic point-pole can be represented 
graphically in a simple manner. Imagine the surface of any 
sphere surrounding the pole divided into 4 tt m equal areas and 
cones drawn with these areas as their bases and their common 
vertex at the pole m, and let the lateral walls of these cones extend 
out indefinitely. The number of these cones then represents the 
flux of force from the pole m. Each of these cones may be repre- 
sented by a lino coinciding with it« axis, and the number of these 
lines will also represent the flux of 
force from the pole m, and these 
lines will coincide in direction with 
the field intensity at every point in 
their path. Such lines are calle<l 
magnetic lines of force. 

From the definition of these 
lines of force, it follows that the 
number of these lines per square 
centimeter of area normal to their 
direction at any point will be equal 
to the field intensity at that point; 
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for the unit area normal to their direction at any point Q at a distance 
r from the pole will be unit area in the surface of a sphere of radius 
rjiand since a total of 4 tt m equally spaced lines are considered as 
radiating out from the pole m, the number crossing this unit area 
is equal to the total number of these lines divided by the total 

surface of the sphere, that Is - — — =— . Hence the lines of force 

■iirr r 
due to a point-pole m coincide in direction at every point with 
the direction of the field intensity at that point due to this pole 
and the number of these lines crossing unit area at right angles to 
their direction is equal to the field intensity at this area due to 
the pole m. The lines due to a single north pole radiate out to 
infinity; those due to a south pole radiate in from infinity. 

It should be borne in mind that these lines really represent 
cones, and therefore it is entirely logical to speak of a fraction of 

a line of force. For example, from a pole of strength — there 

An 
would be but a single cone, which would fill all space; that is, 
the cone would be a sphere with m at its center. A unit area 
normal to the direction of the field intensity at a distance of 10 

centimeters from this pole would cut out 



4TrX10' 1 
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this cone of force, which, from the manner in which these cones 
are drawn, is equal to the field intensity at this point. 

A simple relation abo exists between the number of these lines 
of force crossing' any area and the field intensity normal to that 
area. Let ds ( Fig. 19) be any plane area at any point P taken 



\ I 
\ 1 


x; 






^ \ 
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\ 





so small that the field intensity at every point in this area may be 
considered as having the same value and the same direction, and 
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let the norm&l to this area make the angle a with the direction of 
the field intensity, that is, with the direction of the lines of 
force through da. I^t da' be the projection of c^ on a plane 
through P perpendicular to the direction of the field intensity. 
Thea the number, d0, of lines of force crossing da' must be the same 
as the number crossing ds, since the perpendiculars dropped from 
the periphery of ds on the plane of da' are parallel to the 
lines of force. But the field intensity H at the point P is equal 
to the number of lines of force per unit area crossing da', that is 

Ik . 

But (is' =ds. COS a, hence 

ds. COS a 

ds 
Therefore the number of lines of force per tmit area at any point iu 
a magnetic field, due to a point-pole of strength m, is equal to the 
component of the field intensity at this point rwrmal to this area. 

An important point to be noted in regard to a line of force is 
that a line crossing a surface in the direction from the side A to the 
side £ b to be considered as equivalent to a ncfjalive line crossing 




Pis. 20. 

this surface in the direction from the side B to the side A. For, 
calling a the angle between the direction of the field intensity // 
and the normal drawn outward from B, then the angle between 
the direction of the field inten.sity and the normal drawn outward 
from A is 180°— a. Hence the number of lines of force crossing 
the surface ds v^ (H cos a) ds in the direction from A to B, or Is 
[H cos (180° ~ a)] ds = — {H cos a) da in the direction from B to A. 
M. Gauss's Theorem. — An extremely useful relation in the 
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theory of magnetism is that the algebraic sum of the lines of force 
outward across any closed surface of any shape whatever is equal 
to 4tt limes the algebraic sum of the strengths of all the poles 
inside this surface. This follows immediately from the fact 
that from any north pole of strength m there radiate out iv m 
lines of force and therefore all these ivm lines of force from 
a north pole Inside such a surface will cut this surface in the direc- 
tion from the inside outward, while to a south pole of strength m' 
there radiate iniirm' lines of force, and therefore alt these 4 tt m' 
lines of force radiating into a south pole inside such a surface cut 
this surface in the direction from the outside inward. Also, the 
lines of force due to any pole outside this surface, whether the pole 
be a north or a south pole, will either not cut the surface at all or 
will cut it an even number of times, as many times in the direction 
from outside inward as in the direction from inside outward. 
Since a line of force inward is equivalent to a negative line of force 
outward, in calculating the algebraic sum of the lines of force out- 
ward the lines of force due to the south poles inside the surface are 
to be subatracted from the lines of force due to the north poles in- 
side the surface; the lines of force due to any pole outside the sur- 
face contribute nothing to the algebraic sum of the lines of force 
outward, since each line leaves the surface as many times as it 
enters it. Hence the algebraic sum of the lines of force which cut 
a closed surface in the direction from the inside outward is equal 
to 4 TT times the algdrraic sum of the strengths of all the poles inside 
this surface. 

46. lines of Force Representing the Resultant Field Due to 
any ITumber of Magnets. — So far we have been considering the 
lines of force due to each point-pole as a separate set of lines, there 
being as many sets of these lines as 
there are individual point-poles. In 
any actual case, however, whenever 
there is one magnetic pole there 
must be somewhere else in the field 
an opposite pole of equal strength. 
That is, in any actual case, the sum 
of the strengths of all the north 
poles in the field is equal to the sum 
of the strengths of all the south * 
poles in the field. A field due to 
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any number of such equal and opposite poles may also be repre- 
sented by a single set of lines, drawn out from the north poles in 
the field, 4 ir of these "resultant" lines being drawn from each unit 
north pole, and each line coinciding in direction at each point 
with the resultant field intensity at that point. All of these lines 
will also end on south poles, 4 tt of them on every unit south pole. 
Also, the number of these resultant lines of force per unit area 
crossing any elementary area ds at any point in the field is equal 
to the component H^ of the resultant field intensity normal to 
this area, i.€. 

H J^ <^^ 

" ds 
when the area ds is taken normal to the direction of the field in- 
tensity the number of lines of force per unit area is eciual to the 
resultant intensity H, since in this case the normal component is 
equal to the resultant. 

Consider first the number of lines of force, considered as sepa- 
rate sets of radial lines from each pole, which cross any elemen- 
tary area ds'm& magnetic field due to any number of poles. In 
Fig, 21 let H, H, etc., be the field intensities at ds due to the in- 
dividual poles producing the field, and let a,, a„etc., be the angles 
between the normal to ds and the directions of the respective field in- 
tensities at ds. Then the number of lines of force crossing ds in the 
direction of this normal to ds due to the first pole is (//[ cos a,) 
ds; the number of lines of force crossing ds in this same direction 
due tci the second pole is {H, cos a,) ds; etc. Therefore the total 
number of these lines of force crossing ds in direction of the normal 
is 

diji={H,cosa,+ H,a>sa, + — — —)ds 

But H,cosat+ HfCos a, + — — =H cosa 

where H is the resultant field intensity at ds and a is the angle 
between the normal to ds and the direction of this resultant field 
intensity. Hence the net number of lines of force crossing ds in 
this direction may also be written 

d^'=iHcosa)ds (10) 

and therefore the net number of lines of force crossing any 
surface iS is n 

^= \ iHcosa)ds (lOa) 

where H is the resultant field intensity at any element ds of this 



surface and a is the angle between the outward normal to thb sur- 
face at ds and the direction of the resultant field intensity at ds, 



-I 



and j indicates the sum or integral of {H cosdjds for all the 

elementary areas ds into which the surface ia divided. 

To prove that the resultant field intensity H may be repre- 
sented by a single set of lines, let a closed surface A (Fig, 22) be 
drawn in the field in such a manner that it encloses all the north 
poles but none of the south poles. Then, by Gauss's Theorem, the 
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algebraic sum of the lines of force coming out from this surface is 
4 IT times the total strength of all the north poles inside this sur- 
face. Hence, calling M the total strength of all the north poles in 
the field, we have from equation (10a) that 



J. 



( H cos a) ds =4 TT M. 

A. 

Divide this surface A into 4 x Af areas such that the integral of 
( H cos a) da over each of these areas is equal to unity, that is, such 
that the net number of lines of force coming out through each of 
these areas is unity. Through the perimeters of these areas draw 
tubes in such a manner that the lateral walls of each tube are 
tangent at each point to the direction of the resultant field intensity 
at that point. These tubes will fill all space. No tube can cross 
another since the resultant field intensity can have but a single 
direction at any one point, and by hypothesis the walls of these 
tubes are tangent at every point to the resultant field intensity at 
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that point. Ijet a second surface B be drawn in the field in such 
a manner that it encloses all the south polee but none of the north 
poles. Let S be the area cut out of the surface A by any one of 
these tubes, and iS' the area out out of B by this tube. 

Consider the closed surface formed by the lateral walls of this 
tube and the two areas iS and S'. Since there are no poles between 
S and S', we have from Gauss's Theorem that the net number of 
lines of force leaving this closed section of the tube is zero. But 
the net number of hnes of force crossing the lateral walls of this tube 
is zero, since for each area da in these lateral walls (H cos a) rfs = 
{H cos 90°) ds =0. But this tube is drawn in such a manner that 
entering it at S the net number of lines of force is unity, since the 
integral of ( H cos a) ds over this surface S is unity, where a ia the 
angle between the direction of the resultant field intensity at ds 
and the normal drawn from da into the tube. Hence the net 
number of lines of force leaving the tube at S' must abo be unity. 
Consequently the number of these tubes entering the closed sur- 
face B surrounding all the south poles is equal to the net number 
of lines of force (considered as individual sets of lines) entering 
this closed surface. But since the total strength of all the south 
poles inside this surface B is equal to the total strength of all the 
north poles inside the surface A, the total number of these tubes 
entering the closed surface B is equal to 4 a- M, Hence all the 
tubes leaving the closed surface A surrounding the north poles 
enter the closed surface B surrounding the south polee. This 
same relation holds when the two surfaces A and B are drawn 
infinitely close to the north poles and south poles respectively ; 
consequently 4 » of these tubes must originate at every unit 
north pole m the field and 4 » of them end on every unit south 
pole in the field. Also, the net number of lines of force cross- 
ug any surface in the field other than that on which there is a 
pole, is equal to the number of these tubes crossing this surface. 

Hence these tubes are mathematically identicaJ with the lines 
of force considered as separate sets radiating from or to each 
individual point-pole in the field, and therefore if we represent each 
of these tubes by a line coinciding with its axis, we may consider 
these latter lines as " resultant " lines of force. From equation 
(10) the number dip of these resultant lines of force per unit area 
crossing any elementary area da at any point in the field is equal 
to the component of the resultant field intensity nonnal to this 
area, that is 

Hcoaa='^ (iOb'i 

da 

where H is the resultant field intensity and a is the angle betweeQ 
the normal to this area and the direction of the resultant field 
intensity at this point. When the elementary area ia taken normal 
to the direction of these lines the resultant field intensity is equal 
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to the number of these lines per unit area crossing this elementary 
area, that is 

hJI (lOc) 

rfs„ 
where rfs„ represents an elementary area normal to the direction 
of these resultant lines of force. 

It should be noted that the idea of lines of force is based upon 
the idea of field intensity, and consequently the statement that 
the number of resultant lines of force per unit area perpendicular 
to their direction is equal to the field intensity is not a dejin-Uion. 
A definition presupposes a knowledge of all the terms in it, and 
consequently the use of this statement as a definition is a species 
of " arguing in a circle." The definition of field intensity at any 
point is the force in dynes due to the agents producing the field 
that would be exerted upon a unit north point-pole placed at that 
point (see Article 36). These reault&nt lines of force are simply 
a convenient means of representing the resultant magnetic field, 
these lines being drawn in such a manner that their direction at 
each point coincides with the direction of the resultant field in- 
tensity at that point and their number per unit area at that point 
crossing a surface perpendicular to their direction is equal to the 
resultant field intensity at that point. 

A rough picture of the direction of the lines of force represent- 
ing the horizontal component of the resultant field outside any 



number of magnets can readily be obtained by placing the magnets 
on a table and sprinkling fine iron filings over the table in their 
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vicinity. When the table is tapped lightly, the iilinga arrange 
themselves in the direction of the horizontal component of the 
field intensity. This is due to the fact that the filings are mag- 
netised by induction and each then acts liiie a small magnetic 
needle, setting itaelf in the direction of the component of the field 
intensity parallel to the surface of the table. It should be noted, 
however, that in general the field intensity has a value iriside the 
magnets also and that therefore there are lines of force inside the 
magnets as well as outside. 

In Fig. 23 are shown the lines of force due to a north point- 
pole and an equal south point-pole considered as two separate sets 
of lines, one set radiating out from the north pole and one set 
radiating into the south pole, and in Fig. 24 are shown the result- 
ant lines of force due to these same two poles. In each case the 
lines are drawn so that their number per unit area at any point 
perpendicular to their direction is proportional to the field intensity 
at this point. 

From the definition of the lines of force representing the re- 
sultant field, it follows that where 
the field intensity is great these lines 
of force will be close together, and 
where the field intensity is weak 
"these lines of force will be far apart. 
Again, since 4ir of the lines originate 
\from each unit north pole and end 
on each unit south pole, it follows 
that these lines will be close together 
*'*■ ^^ where they enter or leave a surface 

on which the pole strength per unit area is large, and will be far 
apart where they enter or leave a surface on which the pole strength 
per unit area is small. Again, since a surface has two sides, these 
lines will in general leave both sides of a surface on which there 
is a north pole and enter both sides of a surface on which there 
is a south pole. 

46. bitensity of Magnetisation. — When a narrow gap is cut in 
a magnet, either permanent or induced, it b found that in general 
poles appear upon the walls of this gap and that these poles are 
equal and opposite, a north pole appearing on the wall of the gap 
nearer the south pole of the original magnet, and a south pole on 
the wall of the gap nearer the north pole of the original magnet. 
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The strength per unit area of the poles which appear on the wall 
of such a gap is found to depend upon the direction in which the 
gap is cut. There is one direction at each point in the magnet 
for which this pole strength per unit area is a maximum, and 
when the gap is cut perpendicular to this direction no poles appear 
on its walls. (In the case of a long bar magnet, a gap cut ^t 
\ta center perpendicular to its axis will have maximum pole 
strength per unit area, while on & gap cut at this point parallel 
to its axis there will be no poles formed.) 

A magnetised body may then be considered as made up of 
magnetic filaments such that were the lateral walls of any one of 
these filaments separated from the rest of the magnet by a narrow 
air gap, no polea would be formed on these lateral walls. The 
two ends of any such filament where it terminates in the surface 
of the magnetised body must then have equal and opposite mag- 
netic poles; if the filament is cut transversely by a narrow air gap 
at any point, equal and opposite poles will be formed at the two 
walls of this air gap, and these poles will in turn be numerically 
equal to the poles at the ends of the filament in the original sur- 
face of the raagnetiacd body. (For, since each filament is a mag- 
net, it must have equal and opposite poles, and by definition each 
filament has no poles on its lateral walls.) Such a filament is con- 
sidered as existing only in a magnetised body; the filament is 
broken by the transverse air gap just as a string is brolten when it 
is cut in two. 

Consider such a filament cut at any point by an air gap per- 
pendicular to its axis, and let ds^ be its cross section at this point, 
and let dm be the pole strength of the north pole formed where it 
ends in the gap. Then the [>ole strength per unit area of this pole 
is 

dm 
(7=1 — 

or vice versa, the strength of 
the pole dm formed where the 
filament is cut by the gap is 

dm=a-„dsa 

If the filament is broken at ^^^ ^^* 

any other point, poles of exactly the same strength will be formed 
on the broken ends, a north pole on the end nearer to the original 
south pole of the magnetised body and a south pole on the 
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opposite end. Also, the strength of the poles where this filament 
ends in the original surface of the magnetised body will be 
numerically equal to dm. Consequently where the croes section 
(fs„ of the filament is great the strength per unit area of the pole 
which would be formed were it broken in two is small, and where 
the cross section is small the pole strength per unit area is large. 
The strength per unit area of the pole which would be formed on 
the walls of a gap cut at any point in a magnetised body perpen- 
dicular to the direction of the magnetic filaments of which the 
body may be considered as made up is defined as the inlensily of 
magneliaalion* of the body at this point, and may be represented 
by the symbol J. That is, 

j.^-„. (11) 

where <fs„ is the cross section of the filament at the point under 
consideration an<l dm is the strength of the north pole which would 
be formed on one wall of a narrow gap coinciding with the cross 
section rfs„. The direction of the intensity of magnetisation J is 
chosen arbitrarily as the direction of the magnetic filament at 
this point and the positive sense of ^ is chosen as the sense of the 
line drawn into the gap from the wall of the gap on which the north 
pole is formed. 

When a magnetic filament is cut by a gap ds which b not at 
right angles to the axis of the filament, the numerical value of the 
strength of the pole formed on either wall of the gap must be equal 
to the strength of the pole which would be formed on a gap de„ 
cut normal to the filament, since the pole formed on either gap 
must be equal to the strength of the pole at either end of the fila- 
ment in the original surface of the magnetised body. Let tr be the 
pole strength per unit area of the north-pole end of the filament 
in the surface of the gap, let a be the angle between the direction 
of this filament and the normal drawn outward into the gap from 

'Intensity of ma^etisation at any point may also be de6ned aa the mag- 
netic moment per unit volume of an inlinitesimal length of the magnetic 
filament pasging through that point. For, calling cfs„ the cross suction of 
the filament, a'f^ the numerica! value of the pole strength per unit area at 
each end of the infinitesimal length dl of the filament, the magnetic moment 
of thia element of the filament is ((r„ ilii„) ill and the volume is da„dl, whehce 
the magnetic moment per unit volume is cr„ ; anil therefore this definition is 
equivalent to that given above. 
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this north pole, and let da^ be the projection of (f« on a plane 
normal to the direction of the filament. Then from (11) 

dm=a-ds=Jds„ 
But 

de„ =ds cos a 
whence 

<T=Jco8a (Ud) 

That is, the pole strength per unit area which would be formed on 
the wall of a narrow gap cut in any direction at any point in a 
magnet is equal to the component of the intensity of magnetisa- 
tion in the direction of the normal drawn outward from this wall 
into the gap. 

Intensity of magnetisation may be represented by lines just 
as magnetic field intensity may be represented by lines. This is 
done by choosing arbitrarily the size of a unit magnetic filament 
and representing each unit filament by a line coinciding with its 
axis. As the unit magnetic filament is taken a filament such that 
were it cut by a narrow air gap at any point, the strength of the 

pole formed on either wall of the gap would be equal to The 

4jr 
line representing such a filament is called a line of magnelimlion; 
the direction of this line coincides with the direction of the inten- 




Fig. 24. Liaca □( Hicaetiution io ■ Bar MacneL 

sity of magnetisation. Hence from every unit south pole in the 
surface of a magnetised body 4 w lines of magnetisation originate, 
these lines run through the magnetised body to the surface over 
which the north pole is distributed, 4jr of them ending in every 
unit north pole in the surface of the magnet. 

The reason for introducing the factor — is to have number of 

47r 

these filaments leaving a south pole equal to the lines of force 

entering that pole and the number of these filaments CTiimnjanorth 

pole equal to the lines of force leaving that pole. It should be 
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noted that these filaments are confined entirely to magnets or 
magnetised bodies, while lines of force in general exist in all the 
space surrounding a magnetic pole, whether this space be occupied 
by a non-magnetic or by a magnetic body. 

The relation between the number of lines of magnetisation dN 
crossing any elementary surface ds and the intensity of magnetisa- 
tion at da is given by the formula 

dN=4irCJcoaa)ds (12) 

where a is the angle between the direction of these lines at da and 
the direction of the normal tods. J coa a is the component of the 
intensity of magnetisation normal to the surface da. Compare 
with the mathematical expression (10) for the number of lines of 
force crossing an area. 

Since in the case of a long bar magnet the poles are confined 
almost entirely to its ends, the lines of magnetisation inside the 
magnet near its center must be parallel to the sides of the magnet. 
When such a magnet is cut in two by a plane surface perpendicular 
to its axis, the magnetic poles which appear on the walls of the 
gap thus formed must then, from equation (11), have astrength per 
unit area equal to the intensity of magnetisation at this surface. 
(This is strictly true only in case the gap between the two parts of 
the magnet is of infinitesimal width.) 

This fact suggests a method for the experimental determination 
of the intensity of magnetisation of a bar which can be separated in 
two parts. For, by equation (6), the force required to separate the 
two equal and opposite poles which appear on the walls of the gap 
formed by separating the two parts of the bar is 

where S is the cross section of the bar and a the strength of these 
poles per unit area, which may be assumed constant over each wall 
of the gap. Hence in this case the intensity of magnetisation is 
/=cr=JZ£ (13) 

^ 2irS 
and both F and S are readily measured. In employing this 
method certain corrections have to be made for the effect of the 
action of other forces on the poles which are separated. A 
description of the method and apparatus will be found in Foster's 
Pocket Book, p. 94. 

(In the above discussion the matter forming a magnet is con- 
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Bidered as abeolutely cotitinuoits, and qo hypothesis is m&de as to 
ite molecular structure, juat as in the ordinary theory of the elastic 
properties of matter a beajn or column is considered as made up of 
continuous fibers and no account is taken of the molecular struc- 
ture of these fibers. 

The modem theory of the molecular structure of a magnet 
assumes that each molecule of the magnet contains one or more 
electrically charged particles, which by their motion give rise to 
lines of magnetic force which form closed loops threading the 
molecules of the magnet. Inside the magnet these lines of force 
are in the direction from the south pole of the magnet to ite north 
pole and outside in the direction from its north pole to ite south ; 
the pole of a magnet is then simply an apparent property possessed 
by the surface of the magnet where it is cut by these lines. These 
closed lines of force are then identical with what will be defined 
presently as lines of induction. This hypothesis, while probably 
correct, can be fully understood only after one has become thor- 
oughly ac(]uainted not only with the facte concerning magnetism, 
but also with the phenomena of electric currents and ^ectrostatics. 
We shall therefore still continue to consider a magnetic pole as an 
actual entity which has the properties which have been assigned 
to it, and to avoid confusion, shall distinguish carefully between 
lines of force, lines of magnetisation and lines of induction.) 

47. Lines of Magnetic Indaction. — Fhiz of Indoction. — We 
have seen that a magnet may be considered as made up of a 
number of magnetic filamente, or lines of magnetisation, at the 
ends of which are located the poles of the magnet, and that these 
poles in turn give rise to lines of force equal in number to the 
number of lines of magnetisation in the magnet. The lines of 
magnetisation are confined entirely to the substance of the magnet 
and are considered as originating at its south pole and running 
through the magnet to ite north pole. Lines of force exist both in 
the magnet and in the surrounding space and are considered as 
originating at the north pole of the magnet and running through 
both the medium surrounding the magnet and the magnet itself to 
ite south pole. In the substance of the magnet there are therefore 
both lines of magnetisation and lines of force, but the lines of force 
in a magnet due solely to the poles of thtx magnet are in the opposite 
direction to the lines of magnetisation. In the case of an induced 
magnet, e.g., a piece of soft iron in a magnetic field produced by 
some other agent, the reauitant lines of force are in general in the 
same direction as the lines of magnetisation. In any case the 
algdfraic sum of the lines of magnetisation and the lines of force 
crossing any surface in space, whether this surface be in a magnetic 
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body or a Don-tnagnetic body or in free space, is defined aa the 
number of lines of magnetic ijiduclion crossing that surface, or the 
fiux of magnetic induction across that surface. The unit of flux of 
magnetic induction is called the maxvieU, that is, 1 maxwell = 
1 c. g. s. line of magnetic induction. 

From equations (10) and (12) the mathematical expression for 
the number of lines of magnetic induction crossing any elementary 
area (fs is 

d<ft=(iwJcos a, + H cos a,) da (14) 

where / and H are the intensity of magnetisation and the field 
intensity respectively at ds and a, and a, are the angles between the 
normal drawn to ds and the directions of the intensity of mag- 
netisation and field intensity respectively. The direction of the 
lines of induction through the elementary area ds is taken as the 
direction of thevectorwhichbequal to the vector sum of 4 ir J and 
H. As a rule, in all practical applications when the field inten- 
sity and intensity of magnetisation are due to the same cause 
(e. g., when a piece of soft iron is magnetised by the action of an 
electric current), these two quantities are in the same direction, 
and this expression may then be written 

d<f>=iiwJ+ H) cosa-da. (14a) 

where a is the common angle made by J and H with the normal 
to da; in this case the lines of force, lines of magnetisation, and 
lines of induction all coincide in direction. 

From the definition of lines of magnetisation, there can be no 
lines of magnetisation in air or in any other non-magnetic sub- 
I stance. Hence in air or in any other 

non-magnetic substance the lines of 
force and the lines of induction are iden- 
tical, but this is never the case in a mag' 
netic or diamagnelic siibslance, for when 
such a substance is placed in a magnetic 
F«. 27. field it becomes magnetised by induction 

(see Article 32) and consequently lines of magnetisation, as well 
as lines of force, are produced in the substance. 

Consider first the lines of magnetisation in a single magnet and 
the lines of force due to its poles. Let N be the total number of 
lines of magnetisation in this magnet, *^„ the number of lines of 
force outside the magnet, and i/i, the number of lines of force inside 
the magnet. Outside the magnet the total number of lines of in- 
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duction B thea simply tj/a. Inaide the magnet, across the section 
A taken perpendicular to its axis at its middle point, pass all the 
lines of magnetisation N and the i/i, lines of force, the former in 
the direction S io N and the latter in the direction from N to S. 
Hence the total number of lines of induction through the magnet 
across this area A is 

But since the total number of lines of magnetisation is equal to 
the total niunber of lines of force, we abo have 

whence ^a^N-^,. 

But <j»o is also equal to the total number of lines of induction out- 
aide the magnet. Hence the total number of lines of induction 
passing through a pennanent magnet from its south to its north 
pole is equal to the total number of lines of induction passing back 
ovtKtde the magnet from its north to its south pole. Therefore each 
line of induction must be a closed loop, part of which lies inside 
the magnet and part outside. The magnet may then be looked 




Fig. 28, Llne9 at 



upon as a sheath which binds these lines of induction closely 
together(Fig. 28); these lines spread out from one end of the sheath, 
bend around and re-enter the sheath at the other end. Fig. 28 
should be compared with Fig. 29 which shows the lines of force due 
to & single magnet. It should be noted that since some of the lines 
of magnetisation end in the lateral walla of the magnet, part of 
these lines of induction pass through its lateral walls. In the case 
of a long slim magnet, however, practically all the lines of induc- 
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tion pass through its ends. In general, wherever there is a mag- 
netic pole on the surface of a magnetic substanse there must also 




Fie. 2B. Mianelic Lloea of Force due 



be a line of induction passing through this surface; or, vice 
versa, wherever a line of -induction passes through the surface of 
a magnetic substance there must be a pole on its surface. 

Since each line of induction due to a single magnet forms a 
closed loop it follows that such a line of induction will always cut 
a closed surface an even number of times, as many times in the 
direction from the outside to the inside as in the direction from 
the inside to the outside. Hence, adopting the same convention as 




Flc. 30. 

in the case of hnes of force, namely, that a line entering a surface is 
equivalent to a negative line leaving that surface, it follows that the 
algebraic sum of the lines of induction outward across any closed 
surface ia always zero, even though this surface encloses the pole of 
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a magnet. The difference in this respect between lines of foi-ce and 
lines of induction should be carefully noted; 1, lines of force 
ertd on magnetic poles, whUe lines of induction jxus through mag- 
netic poles; 2, the lines of force due to a magnet therefore have 
CTids, while the lines of induction are closed curves; 3, the alge- 
braic sum of the lines of force outward across a closed surface is 
equal to 4 ir times the algebraic sum of the magnetic poles enclosed 
by this surface, while the algebraic sum of the lines of induction 
across any closed surface is always aero. 

48. FIui Density. — We have seen that the number of lines of 
force per unit area crossing any elementary surface rfs is equal to 
the component of the intensity of the magnetic field normal to this 
area (equation 10). We shall also find that the number of lines 
of indwition per unit area crossing any elementary surface plays 
a very important role in the theory of magnetism and electro- 
magnetism. When the surface is taken normal to the lines of 
induction through it, the number of these lines of induction per 
unit area crossing this surface is called the density of the lines 
of indiictitm at the point occupied by this elementary surface or 
simply the flux density at that point, and the direction of this 
flux density is defined as the direction of the lines of induction at 
this surface. Flux density is therefore a vector quantity, since 
it has both magnitude and direction. The symbol usually em- 
ployed for flux density is the capital letter B. 

The mathematical expression for the flux density in terms of 
the intensity of magnetisation J and the field intensity H when 
both J and H are in the same direction is therefore 

B=iwJ+H (15) 

See equation (14a), 

When / and H are not in thesame direction 47r J and H must 
be added vectorially ; see equation (14), Thb can be done by re- 
solving J and H along two mutually perpendicular axes, adding 
the components of 4 nJ and H along these respective axes, and 
taking the square root of the sum of the squares ; see Article 9. 

The unit of flux density on the c. g. s. system is one line of in- 
duction per square centimeter, or one maxwell per square centi- 
meter; this unit is called the gauss. Flux density may also be 
expressed as so many c. g. b. lines per square inch, or so many 
thousands of c. g. s. lines per square inch. A thousand lines is 
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called a kilo-line. Hence the following relations between the 
various units of flux density : 

1 gauss = 1 maxwell per square centimeter 

1 gauss =1 c. 9. 8. line persquare centimeter 

1 line per square inch =0.15500 gauss 

1 kilo-line per square inch = 155.00 gausses 

From the definition of flux density, the number rf^ of lines of 
induction crossing any elementary surface da may be expressed in 
terms of the flux density by tbe formula 

d^=(Bcosa)ds (15) 

where B is the flux density at ds and a the angle between the 
direction of the lines of induction through ds and the normal to 
dt; this follows immediately from equation (14). Compare this 
with the expression for the number of lines of force across any 
elementary surface ds (equation 10). 

The above definition of flux density and equations (14) and 
(15) are applicable to any magnetic field, no matter how this field 
may be produced, whether by a single permanent magnet, by any 
number of magnete, or by an electric current. Moreover, just as 
the separate sets of hnes of force due to any number of magnete 
may be represented by a single set of " resultant " lines of force, 
so the separate sets of lines of induction due to any number of mag- 
nets may be represented by a single set of " resultant " lines of 
induction, and these resultant lines of induction always form 
closed loops, just as the lines of induction due to a single magnet 
are closed loops. 

For, let ds be any elementary surface in the field, Si Bt etc., 
the flux densities at ds due to the respective magnets, and a,, a,, 
etc., the angles between the normal to ds and the directions of the 
lines of induction through ds due to the respective magnets. Then 
the number of hnes of induction across ds due to the first magnet 
is (Bx cos oi) ds; the number of lines of induction across ds in the 
same direction due to the second magnet is (B, cos a,) ds; etc. 
Hence the net number of lines of induction across ds in the same 
sense due to all the magnets is 

dif>= (_B,cosa,+ B,a>sa,+~-)ds=(Bcosa)ds 
and the total number of lines of induction across any finite surface 
is then 
^= r (B, cos a,) ds + r (B, cos a,) ds + — = f (B cos a) ds 

•' S '' S '' s 

where B is the resultant or vector sum of B, B, etc., and a. is the_ 
angle between the normal to ds and the direction of the resultant' 
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flux density B. Hence we may look upon the independent sets of 

lines of induction f C^i f^o^ o.<.) ^, f (B, cos oj ds, etc., as combin- 

J s J s 

ing and forming one set of lines equal in number to f (Bcos a) ds, 

: ^ . 
the direction of each of these lines at each point in its path 
coinciding with the direction of the resultant flux density at that 
point. 

Since the net number of lines of induction due to a single mag- 
net outward across any closed surface is zero (Article 47, last para- 
graph), the algebraic sum of the lines of induction due to any 
number of magnets, outward across any closed surface, must also 
be zero, that is 
r {Bcoa<L)da = C (B, cos a,) ds + f {B, cos a,) ds+ = 

since each term of the middle member of this equation is zero. 
Hence the lines of induction due to any number of magnets, 
whether these magnets be permanent or Induced, must form closed 
loops, and therefore the number of these lines coming up to any 
surface on one side must always be equal to the number of these 
lines which leave the other side of this surface. When we come 
to the study of electric currents we shall also see that the lines of 
induction produced by an electric current are also closed loops. 
Hence a line of indvclion always farms a closed loop, no matter how 
it may be produced. 

49. The Nonnal Components of the Fhix Density on the Two 
Sides of any Surface are Equal. — The fact that the number of lines 
of induction coming up to one side of a surface must equal the 




number of these lines which leave the other side, is a very impor- 
tant one in the theory of magnetism, and may be expressed mathe- 
matically as follows. Let Bi and B^ be the flux densities on the 
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two sides of any surface directly opposite any point P in this sur- 
face, and let ai and a, be the angles between the direction of the 
normal drawn through the surface at this point and the directions 
of these flux densities. Let ds be any elementary area of the sur- 
face at P. Then the number of lines of induction coming up to 
ds on one aide is ( Bt coa a,) ds, and the number of lines of induction 
leaving ds on the other side is (Bt cos a,) da. Therefore, since the 
number of lines of induction coming up to ds must equal the num- 
ber leaving de, 

(B,coa a,)ds={B^co8a^ds 
or 

B^cos a,=B,cos a, (17) 

That is, the normal components of the flux densities on the two sides 
of the surface are equal, and this is true even though the surface is 
the seat of a magnetic pole. When there is no pole at the surface, 
the tangential components of the flux densities (flj sin 0[ and B, 
sin o,) are also equal, but when there is a pole at the surface, the 
tangential components will not in general be eoual. In the latter 
case the Unes of induction make an abrupt cnange in direction. 
See Article 54. 

60. The Tangential Components of the Field Intensity on ttie 
Two Sides of any Surface are Equal. — While lines of induction are 
always continuous lines forming closed loops, and therefore always 




pass through any surface in their path, lines of force originate at or 

end on magnetic poles. Hence the normal components of the field 
intensities on the two sides of a surface on which there are mag- 
netic poles are not equal ; the tangential components of these field 
intensities are however always equal, even though the surface be 
magnetised. This may be proved as follows. I,et AS he the 
normal through the surface at any point Q and let /*, be a point on 
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this normal just outside the surface on one side and Pt a point on 
this normal just outside the surface on the other aide, and let 

QPi and QP, be equal. Then the field intensities at Pi and P, 
due to any pole at any point X other than Q will differ in mag- 
nitude and direction by an amount depending upon the distance 

QPi and QP% and in the limit, when Pi and P, coincide with Q, 
these field intensities due to the pole at X will be exactly equid 
both in ma^tude and direction. Hence both the normal and 
the tangential components of the field intensities at P\ and Pi 
due to a pole at any other point than Q will be respectively equal 
when Pi and P, coincide with or are infinitely close to Q. If, 
however, there is a magnetic pole at Q, this pole will produce egu^ 
and opposite field intensities at Pi and P,, and these intensities 
will still be-equal and opposite when Pi and Pj are Infinitely close to 
the surface. But since by hypothesis Pi and Pj are on the normal 
to the surface at Q, the field intensities at these two points due to 
the pole at Q will also be normal to this surface and therefore have 
no tangential components. Hence the pole at Q has no effect 
upon the tangential components at Pi and Pj. Therefore, since 
the tangential components at Pi and Pa due to all the other poles 
in the field are also equal, the resultant tangential components at 
Pi and P» due to all the poles in the field are equal. The resultant 
normal components of the field intensities at Pi and P, are how- ' 
ever not equal when there is a pole at.Q, since the field intensity at 

Pi due to the pole at Q is opposite to the field intensity at P, due 
to this pole. 

Calling oi and u, the angles between normal drawn through any 
point of a surface and the directions of the field Intensities Hi and 

Ht on the two sides of this surface, we then have that 

//, sin a, = H,sina, (18) 

51. Conditions which must be Satisfied at every Surface in a 
Magnetic Field. — The above deductions concerning lines of mag- 
netic induction and lines of force hold whether the magnets pro- 
ducing the field are permanent or induced. The two surface con- 
ditions just deduced hold for every surface in the field, and 
consequently must hold at the surface of any magnetic body placed 
in the field. By taking this fact into account one can calculate in 
certain simple cases the exact distribution of the magnetic poles 
induced on the surface of a magnetic body when placed in a 
magnetic field, and alio the distribution of the lines of force and 
the lines of induction. (See J. J. Thomson, EI. of Elec. & Mag. 
p. 257ff.) These surface conditions may he summed up; 

1. The normal components of the flux densities on the two 
sides of any surface are always equal. 

2. The tangential components of the field intensities on the 
two sides of any surface are always equal. 
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62. Induced Magnetisation. — We have seen that when a mag- 
netic body which itself is not a magnet is placed in a magnetic 
field, this body becomes a magnet; this phenomenon is de- 
scribed by saying that the body becomes magnetised by in- 
duction. To fix ideas, let this field be that in the vicinity of the 
northpoleofabarmagnet,andlet the magnetic body be a soft iron 



rod placed as shown. As we have already seen, the end A of 
this rod becomes a south pole and the end B a north pole. Con- 
sequently inside the rod AB there will be (1) a field of force due 
to the original field of the bar magnet in the direction from A 
to B and (2) a field of force due to the magnetic poles " in- 
duced " on the rod, which field will be in the direction from B to 
A. Let H be the numerical value of field intensity at any point 
P inside the rod due to the original magnetic field, H' tbe 
numerical value of the field intensity at this poifet due to the poles 
induced on the rod, and J the numerical value of the intensity of 
magnetisation of the rod at this point. The induced intensity of 
magnetisation J may be considered as produced by the original 
field H. The intensity H' which is due to the induced poles and 
which therefore is approximately in the opposite direction to the 
original field H, would of itaelf tend to magnetise a body in the 
opposite direction, and is therefore called the " demagnetis- 
ing force " due to the ends of the rod. Experiment shows that 
this demagnetising force ff' is always less than tbe magnetis- 
ing force H but is not negligible unless the field in which-the rod 
is placed is uniform and the rod itself is very long. The resultant 
field intensity at P will then be the vector difference 



When H and H' are in exactly opposite directions the resultant 
field intensity H^ is the arithmetical difference between H and 
^'o'" H,= H-ir 

This condition is approximately reahzed in the case of a long. 
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slim bar placed in a uniform ma^etic field parallel to the di- 
rection of the field. Experiment also shows that when a body 
which of itself is not a magnet {e.g., the aoft iron rod we are 
considering) is placed in a magnetic field, the inteneity of mag- 
netbation produced at any point in the body is in general in the 
direction of the resultant field intensity. (Certain exceptions will 
be noted later. Article 57). Consequently, across any elementary 
surface ds drawn normal to the direction of the resultant field in- 
tensity there will he H^ds lines of force and iir J ds lines of mag- 
netisation, both as a rule in the same direction, namely from A to fi 
(see equations 10 and 12). Hence the total number of lines of 
induction across this area will be (see equation 14a) 

d<^=(Hr + ivJ)ds 
and therefore the flux density at the point P, i.e., the number of 
lines of induction per unit area normal to the direction of these 
lines, wiU be * aA 

B = '^ = H^+4irJ (19) 

63. Magnetic Permeability. ^ The resultant intensity of mag- 
netisation J produced in a piece of iron or steel when it is placed 
in a magnetic field is in general ^any times greater than the 
original intensity of the field, and therefore the number of lines 
of iTtdudion through the space occupied by this piece of iron or 
steel is greatly increased by ite presence,* although the number 
of lines of force through this space is in general decreased (the 
latter is always true except when there are no poles produced on 
the surface of the body which is magnetised by induction — we 
shall see later when we come to the study of electric currents how a 
body may bemagnetised without producing any polee on its surface). 

Hence iron or steel, or in fact any magnetic substance, is said 
to be more " permeable" to lines of induction than a non-mag- 
netic body (diamagnetic bodies are less permeable), and the ratio 

The (act that when a magnetic body ia placed in a magnetic field tlie 
number of linea of induction through the space occupied by the body is in- 
CTCued, is frequently described by saying that tlie lines <rf induction tend 
to ctDwd into a magnetic body when placed in a magnetic field. In genera], 
however, the presence of such a substance in a magnetic field not only 
<»iiaefl the origiiial lines of induction to crowd into the substance, but also 
gives rise to an additional number of these lines. 'DiiB is particularly true 
in the oue of an iron rod placed in the magnetic field produced by an elec- 
tric cuirent flowing in a coil of wire. 
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of the resultant flux density at any point of the body to the result- 
ant field intensity is called the permeaMlily of the body at that 
point, and is usually represented by the aymbol ^i. That is 

„__? (20) 

where Hf is the reguUatii field intensity, which in case just con- 
sidered is equal to H-H'. Since there can be no lines of mag- 
netisation in a non-magnetic body, the flux density and field in- 
tensity in such body are numerically equal, and therefore for all 
non-magnetic bodies /i = l. For magnetic bodies /i is always greater 
than ] and for diamagnetic bodies less than 1. Strictly speaking, 
the permeability is unity only for, air, since all bodies are slightly 
magnetic or diamagnetic with respect to air. However, /i is 
practically unity for all substances other than iron, steel, nickel, 
cobalt and bismuth; for the last ;i is less than imity and for the 
rest greater than unity. 

The permeability of any of these substances is not a constant, 
but depends upon the intensity of the resultant magnetic field, 
and abo upon its previous history, whether it is already a magnet 
before being placed in the field of force and upon how the 
field of force inducing the magnetisation is estubliahed. In 
fact, the permeability may be negative, that is, the resultant flux 
density may be in the opposite direction to the resultant field 
intensity. This is always true of a single permanent magnet by 
itself. In practice, however, the permeability of a body is taken 
to mean the ratio of the fiux density to the resultant field intensity 
toAen the body ia originally unmagnetited and then placed in a fieid 
which is continuously increased from zero to its final value. 

H. Refraction of the Lines of Inductioi at the Surface ot 
Separation of Two Bodies of Different Permeabilities. — It can 
readily be shown, by making use of the surface conditions given 
in Article 51 , that wherever a line of induction crosses the surface 
of separation between two bodies of different permeabiUties, this 
fine is refracted toward the normal at this surface in the body 
of lesiST permeability. Let the permeabilities of the two bodies 
directly oppodte any point Q in the surface separating than be 
rt and fH respectively : let Hi and H^ be the field intensities in the 
two bodies respectively at points infinitely close to Q on the two 
ndes of the surface; let B, and Bj be the flux densities at theee two 
points and uiand oi the angles between the normal drawn through 
the surface at Q and the directions on the two sides of the surface 
of the line of induction through Q. The line of force through 
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Q will coincide in direction with the line 
of induction (provided the bodies are not 
crystals and are magnetised solely by 
induction), hence a, and a, will also be 
the angles between the normal at Q and 
the directions of the lines of force on the 
two sides of the surface. Hence from the 
surface conditions given in Article 51, 

Si cos di = Bi cos Of 

H, sin Oi 3= ff, sin a,. 



Hence 



Hi 



H,. 



ian ai=-p^ian o^ 



But B, = ft /f, and B, = ,!» //,. Whence 




tan Oi = — tan a,. 



(21) 



Hence if jU) b less than /i), then oi is less than a^; that is, the line 
of induction is bent toward the normal in the body of lesser per- 
meability. For example, the permeability of soft iron is about 
3000 under ordinary conditions. Hence a fine of induction coming 
up to the surface inside the iron at an angle of 45° say, comes out 
into the air at an angle of a= taw^ TifW with the normal, that 
is, comes out into the air practically at right angles to the surface. 
Therefore, when a piece of soft iron is placed in a magnetic Held in 
air practically all the lines of induction which pass through it enter 
and leave its surface approximately at right angles to the surface. 
U. Value of the Pole Strength per Unit Area Induced on tibe 
Surface of Separation of Two Bodies of Different Permeabilities. — 
From the surface condition that the number of lines of induction 
coming up to the surface is equal to the number of lines leaving 
the surface, can also be deduced an expression for the net pole 
strength per unit area induced on the surface of separation be- 
tween the two bodies. Let ds (Fig. 35) be an elementary area in 
this surface at Q and draw about dg a closed cylinder having the 
cross section da and its ends infinitely close to ds. Applying 
Gauss's Theorem (Art. 44) to this closed cylinder, we have 
4 w O" ds = /f , cos a, rfs — /f, cos a, d* 
H, \ 



whence 



"■?i{- 



H," 



where o" is the pole strength per unit area on ds. But since the 
number of lines of induction coming up to ds is equal to the num- 
ber of lines of induction leaving ds, we also have 

S] cos &[ = B, cos a, 
or, since B, =/i, Hi and B, =p, H, 
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Ht ft 

-=j-co8 as= —cos Oi 

the above equation, gives 

o-=-^Lf£i^ri-^'1 




Hence if the line of induction at Q passes from a medium of low 
to one of high permeability {i.e., ih>i^), the pole induced on the 
surface is negative, while if the line of induction passes from a med- 
ium of high to one of low permeability {i.e., ft </•)) the pole induced 
on the surface is positive. This explfuns the fact, noted in Article 
29, that the direction of the force produced on an originally unmag- 
netised body placed near a maznet depends upon the nature of the 
medium between the body and the magnet, and that whether this 
force is an attraction or a repulsion depends upon the relaiive per- 
meabilities of the body and the surrounding medium. When ft 
and IH are both different from unity there will be a pole induced 
on each of the substances in contact;equatioQ (22) g^ves the alge- 
braic sum of these pole strengths per unit area. 

56. Field Intensity at any Point In Magnetic Medium of Constant 
Permeability Completely Siurounding a Point-Pole and Filling all 
Space. — An important relation in the theory of magnetism is that 
the reauUaTit field intensity at any point in a magnetic medium 
of constant permeabiljty /* completely surrounding a point-pole 



of strength m is//(,= 



., where ] 



I the distance of the point 



from the pole. This is equivalent to stating that the pole 
m induces on the surface of the medium in contact with it 
a pole of oppoate sign, the numerical strength of which is equal 

to ( 1 - — ) m, for then the resultant field intensity will be 

^ "' ff._2-(,_>)2.i (23) 

r' \ /*/ r' fir' 
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To prove this, consider a magnetic filament of infinite length 
and infinitesimal cross section, and let the poles of this filament 
have the constant strengths m and —m. We may imagine the pole 
— m at infinity and therefore producing no field intensity at any 
point in the vicinity of m. Ag^n, since the filament is assumed 
to have infinitesimal cross section, we may neglect the non- 
uniformity produced by it in the medium surrounding m. The 
Unes of force due to the pole m will therefore be equally spaced 
lines radiating out from m in all directions. When the pole is 
surrounded by a non-magnetic medium, i.e., one having unit per- 
meability, the lines of induction in the surrounding medium will 
coincide with these lines of force; the lines of induction come up to 
the pole through the magnetic filament, as lines of magnetisation, 
and then radiate out from the pole, as lines of force, into the sur- 
rounding medium. Since the pole m is constant by hypotheaa, 
the intensity of magnetisation of the filament must also be con- 
stant; whence the number of fines of magnetisation, 4 7 m, in the 
filament is constant, and since the filament has an infinitesimal 
cross section, the lines of force inside the filament will be negligible 
in comparison with the number of lines of magnetisation. Hence 
the number of hues of induction coming up to the pole m through 
the filament must also be constant and equal to 4 ir m; con- 
sequently the number of lines of induction radiating out into the 
surrounding medium is 4»-m independent of the nature of the 
medium. 

When the pol4 is surrounded by a non-magnetic medium, the 

field intensity at any point is/f =— , and since the medium is non- 
magnetic the flux density is also B=-^. Since the fines of 

induction are the same whether the surrounding medium is 
magnetic or non-magnetic, the flux density at any point in any 
medium whatever completely surrounding a point-pole of strength 

mis B— J. Consequently, when the medium has a permeabifity^, 

the field intensity at any point in it due to the pole m must be 

H=—= — ,. The numtier of lines of force outward across the 



Gauss's Theorem this must be equal to 4 ir times the algebnuc 
sum of the poles inside this sphere; hence calUng vh the value 
of the strength of the pole induced by m on the surface of the 

medium in contact with it, we have, 4«-(m+mi)= and there- 
fore »»£=» — |l — j m. 

From the fact that the resultant field intensity at any point in a 
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medium of constant permeability completely surrounding a point- 
pole of Btrength m is —-,, it follows that the resultant force of repul- 
sion on a second point-pole of strength m' placed in the medium at 
any point is / = — j- , where r is the distance between the polea and /* 

is the permeability of the medium. It should be noted that this 
is the resultant force acting on m' due to both the pole m and the 

pole— II — jm induced by ffi on the surface of the medium in con- 
tact with it. The force due to m alone is — ^ — and is independent 

of the nature of the surrounding medium. 

The above deductions hold only when the poles are completely 
surrounded' by the medium of constant permeability ft. In any 
actual case this can never be true, since a magnetic pole can exist 
only where there is a surface of separation between two substances 
of different permeabilities. 

67. Magnetic Hysteresis. — As noted in Article 53, the flux 
density produced la a given piece of iron or other magnetic sub- 
stance by a given field intensity depends upon the previous his- 
tory of the sample. To make this fact clearer, consider the special 
case of an originally unmagnetised rod of soft iron placed in a uni- 
form magnetic field with its axis parallel to the direction of the field, 
and let this field be gradually increased from zero up to some maxi- 
mum value H„ and then decreased to zero, then increased in tiiis 
reversed direction to an equal negative maximum value — H„, de- 
creased to zero again and then again increased to the same maxi- 
mum value H^ in the original direction. It is found by experi- 
ment that the relation between the flux density and the field 
intensity during the various steps in this process may be repre- 
sented by a curve of the form shown in Fig. 36. (The experi- 
mental method of determining such a curve is described in Chapter 
IV.) From this curve it is seen that at first, when the field 
intensity is small, the flux density inoreaseu relatively slowly as the 
field intensity increases. When the field intensity is increased 
further, the flux density increases very rapidly; when the field in- 
tensity becomes still greater, the flux density increases more and 
more slowly, and finally any further increase in the field intensity 
produces only a comparatively slight change in the flux density. 
When the field intensity is now reduced the flux density instead 
of returning to the same values it had for the increasing values of 
the field intensity, decreases leas rapidly tlian it increased, that is. 
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the decreasing values of the flux density lag behind the values 
corresponding to an increasing fleld intensity. This phenomenon 
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has therefore been given the name hysUrtsis, a Greek word meaning 
" '^g">8 behind." 

When the field intensity is reduced to zero, the flux density still 
has a considerable value; this value is called the " remanent 
magnetism " of the sample. To reduce the flux density to zero, 
the field intensity has to be reversed and increased to a value 
corresponding to the abscissa of the point where the left-hand 
braach of the curve cuts the axis of field intensities. This value 
of the field intensity is called the " coercive force." When 
the field intensity is still further increased in the negative 
direction the flux density reverses in direction, increasing very 
rapidly at first and then more slowly. When the field intensity 
reaches the same value in the n^ative direction as its maximum 
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value in the positive direction, the flux density likewise reaches a 
maximum in the negative direction equal to the maximum value 
it had in the positive direction. When the field intensity is now 
reduced to zero and then increased again in the positive direction 
to its original maximum value, the flux density passes through the 
series of values represented by the right-hand branch of the curve, 
which is perfectly symmetrical with the left-hand branch. The 
closed curve fonned by these two branches is called the " hysteresis 
loop." 

It should be noted that when the sample is originally un- 
magnetised the curve giving the relation between the flux den- 
sity and the field intensity when the field intensity is first increased 
from zero up to the maximum value, does not coincide with either 
branch of the hysteresis loop, but is a curve which in general lies 
between the two branches of the loop. After the completion of a 
cycle of changes in the field intensity from a positive maximum to 
an equal negative maximum and then back again to the positive 
maximum, the field intensity may then be reversed back and forth 
any number of times between these equal positive and negative 
maximum values, and the relation between the fiux density and 
the field intensity will be the same for each cycle of changes in the 
field intensity as for the first cycle. If the iron is not originally 
unmagnetised, the first hysteresis loop will be shifted above or 
below the axis of field intensities, but after a number of reversals 
of the field intensity between given positive and n^ative values, 
the loop will become practically symmetrical with this axis, par- 
ticularly if the iron is continually jarred. In the armatures of 
electrical machines and the cores of transformers, in which the field 
intensity reverses a large number of times every second and the 
iron is continually jarred, the relation between Qux density and 
field intensity, after a short interval of time, is represented by 
a symmetrical loop of the form shown in Fig. 36. 

The area enclosed by the hysteresis loop depends upon the 
maximum value of the fiux density reached during the cycle, but 
the general shape remains about the same.' Fig. 37 shows a series 
of loops corresponding to various values of the maximum flux 
density. The area of the loop is also different for various kinds of 
iron or steel. As we shall see when we come to the study of electric 
currents (Chapter IV), the area of this loop represents a certain 
amount of energy dissipated as heat energy in the iron; in fact, the 
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ei^ of heat enei^ dissipated per cycle is equal to — times the 

area of this loop, when both the flux density and the field in- 
tensity are plotted to the same scale. 




On account of this energy loss due to hysteresis, it is desirable 
to have all parte of the magnetic circuit of an electric machine in 
which there is a varying magnetic flux made of iron or steel in 
which this hysteresis loss is a minimum. It has been found that in 
iron which contains about three per cent silicon this hysteresis 
loss is about half what it is in the beat grade of low carbon steel. 
This so-called " silicon steel " is now being extensively used in the 
construction of electric machines, particularly transformers. 

An examination of this hysteresis loop also makes clear how a 
bar of steel may be permanently magnetised by placing it in a 
magnetic field. For, when the bar is removed from the field it 
retains an intensity of magnetisation approximately equal to the 
flux density where the hysteresis loop cuts the axis of flux densities, 
that is, an intensity of magnetisation approximately equal to the 
remanent magnetism. Ex[>eriment shows that a hard steel bar 
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thus magnetised may be handled with comparative roughness 
without reducing to any considerable extent the strength of 
its poles, but in the case of a soft iron bar even the slightest jar 
will cause it to lose its magnetism almost entirely. The property 
possessed by a hard steel bar of retaining its magnetisation is 
called its " retentiveness." 

58. Nonnal B-H Curves. — Magnetic Saturation. —The curve 
giving the relation between the flux density and the resultant field 
intensity when the latter is increased from zero up to successively 
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Fis. 38.* 
greater values is called the " normal B-H curve." In Fig. 3S are 
given the normal B-H curves for cast iron, cast steel and annealed 
sheet steel (low carbon) such as is ordinarily used in the construc- 
tion of electric machines. In Fig. 39 are given the corresponding 
curves showing the relation between the intensity of magnetisation 
and the field inten.'^ity (calculated from the B-H curves by equation 
18), and in Fig. 40 the corresponding permeability curves (calcu- 
lated from the B-H curves by equation 19). It will be noted 
that the intensity of magnetisation corresponding to values of the 
flux density above the sharp bend or knee in the B-H curves, 

♦Standard curves used by General Electric Co. 
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increases very slowly and soon becomes practically constant 
independent of the value of the field intensity. In fact, experi- 
ment BhowB that it is impossible to produce an intensity of 
magnetisation in a given substance greater than a certain defi- 
nite value, which is diiTercnt for different substances. When 
a magnetic substance is thus magnetised to its maximum in- 
tensity of magnetisation it is said to be " saturated." Such a 
substance is practically saturated for any value of the field in- 
tensity well above the knee of the B-H curve. 

It should be noted that the B-H curves for iron and steel de- 
pend to a very great extent upon the physical structure and chemi- 
cal constitution of the sample, and the heat treatment to which 
it has been subjected. It has also been recently discovered that 
when iron is annealed in an alternating magnetic field, the per- 
meability is increased in certain cases as much as 50 per cent. The 
B-H curves of two samples taken from the same lot of material 
may even differ considerably. The curves also depend upon the 
temperature of the sample at the time the observations are taken, 
though the variation due to ordinary changes of temperature is 
slight. For very high temperatures, however, all magnetic sub- 
stances become practically non-magnetic. This temperature cor- 
responds to the major recalescence point, which is about 750 
degrees for steel of the quality used in armature and transformer 
punchings. When iron is kept continuously at a moderately high 
temperature (100°C), the hysteresis loop also gradually increases 
in size, and therefore the energy loss in the magnetic circuits of 
electric machines due to " hysteresis " increases with time. This 
effect is called " aging." There is practically no aging of silicon 
steel. 

68. "Magnetic Potential. — Whenever the position of a mag- 
netic pole with respect to another pole is changed, work must in 
general be done, either by the poles themselves or by the external 
agent which produces this change in the relative position of the two 
poles. For, every magnetic pole produces a force on every other 
pole, and consequently when one pole moves with respect to the 
other there is a force and a displacement, and, by definition, work 
is equal to the product of the displacement by the component of the 
force in the direction of the displacement (Article 21). The total 
work which two permanent poles of like sign at a given distance 
apart can do on each other, is the work done when the two poles 
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move from their original positions to an infinite distance apart. 
This amount of work may be looked upon as the relative potential 
energy of the two poles, since it is the work they are capable of, or 
have the " potentiality " of, doing on each other. Similarly, the 
work done by any nmnber of magnetic poles in moving a unit 
north point-pole from a given point to an infinite distance may be 
looked upon as the relative potential energy with respect to these 
poles of a unit north pole located at this point. This quantity 
ffi called simply the ■potential at the point; i.e., the potential 
at any point in a magnet field is the work done by the poles 
producing the field in moving a unit north poinl^polefrom that point 
to infinity, provided these polee remain constant in strength and 
their relative positions remain unaltered. Potential is then work 
divided by pole strength, and since both work and pole strength 
are scalar quantities, potential is also a scalar quantity. Hence 
potentials may be added algebraically. 

The potential at any point P due to a point-pole of strength 
ffi at a distance r away can be readily c^culated. Consider any 




point Q on the line drawn through the pole m and the point P; 
let this point beat a distance x from m. Then the force which would 



When the unit pole moves a distance dx along this line, the work 
done by ?n on it is — -. Consequently, when the unit pole 
moves along this line from P to infinity the work done is 
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I mdx I .1 m 

Jr-^—'l-d-T 

Hence the potential at any point due to a point-pole m at a dis- 
tance r away is 

F-!!! (24) 

r 

When m is a south pole, — is n^ative, which means that the 

r 
unit pole does work againat the force due to m, instead of this 
force doing work on the unit pole. It can readily be shown that 
the work done by the pole m on the unit north pole, when the latter 
moves from the point P to infinity, is independent of the path 
over which the unit pole moves. For, the work done on the unit 
pole when it moves a distance dl in any direction making an angle 

with the line from m to QiB —(dl cot 6). But dlcoa d ia equal 

to the projection of dl on the line from m to Q. Calling this 
projection dx, we have that the work corresponding to the dis- 



and a:™«, gives the same value of the potential as before. 
Hence the potential at any point due to a point-pole of strength 
m depends only on the position of this point with respect to m 
and the value of m. 

The potential at any point due to any number of point-poles 
m, m, etc., at the distances r, r, etc., from this point is then the 
algebraic sum 

y=!:L+^'+ (24a) 

r, r, 

and the potential at any point due to any magnetised surface is 



Ja^ds 



(246) 



where dt is any elementary area in this surface, <r the pole streng;th 
per unit area at ds, and r the distance of da from the point con- 
sidered, and fg indicates the sum of the expressions ^_£? for all 



the elements into which the surfaces are divided. 
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60. DifFerence of Magnetic PotentioL — The differoice of 
poteotial between any two points 1 and 2 in a magnetic field, or 




speciGcaUy, the drop in magnetic potential from the point 1 to 
the point 2, is equal to the work that would be done by the agents 
producing the field were a unit north point-pole moved from 1 to 
2. Let V, and V, be the potentials at the two points respectively, 
then the drop of potential from 1 to 2 ia F,— V,. Let dl repre- 
sent an elementary length in the path over which the unit pole 
moves, H the field intensity at dl and 9 the angle between dl 
and the direction of the field intensity at dl; then the work that 
would be done by the agents producing the fidd on a unit north 
point-pole when the latter moves from lto2is f*(Hcos0)dl 
where 

V,-V, = f* iHcosSjdl (25) 

When V, ia greater than V, the drop of potential from 1 
to 2 is negative, that is the integral J {Hcos 9) dlla & negative 
quantity. A negative drop of potential in any direction is equiva- 
lent to a positive rise in that direction. 

When the magnetic field is due solely to magnetic poles the 
drop of magnetic potential around any closed path is zero, since 
the magnetic potential at any point due to any number of poles 
can have but a single value. TWa, however, is not true when 
the path Unks an electric current (see Chapter IV). 

When the two points 1 and 2 are an infinitesimal distance dl 
&part, the drop of potential along dl is likewise an infinitesimal 
quantity and may be written —dV where dV stands for an in- 
finitesimal increase of potential along dJ and therefore ~dV for& 
decrease or drop of potential along dl. We then have that 
'-dV=(Hco8 6)dl 

or H cos u = 

dl (25a) 
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That is, the component in any direction of the field intensity at 
any point is equal to the negative of the " space rate" of change of the 
potential in that direction. When the elementary length is taken 
in the direction of the field intensity equation (25a) becomes 
H = ~-^ (256) 

where dli means an elementary length taken tangent to the line 
of force through this point. Hence a large field intensity cor- 
responds to a rapid fall of potential in the direction of the field 
intensity, and a small fidd intensity a gradual fall of potential in 
the direction of the field intensity. Consequently, the expression 
" potential gradient " is frequently used for field intensity, where 
by " potential gradient " is meant the drop of potential per unit 
length in the direction of the lines <rf force. The unit of magnetic 
potential difference in the c. g. a. system is called the ffilbert. 
Hence magnetic field intensity may be expressed as so many 
gilberts per centimeter. 

When th« magnetic field is produced by an electric current it 
is usual to express the drop of magnetic potential as so many 
" ampere-turns " (see Chapter IV,). The relation between gilberts 
and ampere-turns is 

1 gilbert =0.79578 ampere-turns. 
61. Equipotential Surfaces. — A magnetic equipotential sur- 
face is a surface drawn in a magnetic field in such a manner that 
the drop of magnetic potential along any path in the surface ia 
zero. Such a surface is perpendicular at each point to the line of 
force through that point, otherwise the field intensity at the 
point in question would have a component along the surface and 
consequently there would be a difference of potential between 
this point and the neighboring point in the direction of this com- 
ponent. The lines of force representing a magnetic field are 
therefore always normal to any equipotential surface which may 
be drawn in the field. Calling dn an elementary length measured 
outward along the normal to such a surface at any point, the 
field intensity at this point is 

dV (26) 

dn 

which is the same as equation (2^b), only expressed in a differ- 
ent form. 



ff = -3 
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SUMMARY OF IMPORTANT DEFINITIONS 
AND PRINCIPLES 

1. A unit point-pole ia a pole which repels with a force of one 
dyne an equal point-pole placed one centimeter away. 

2. Two pointr-poles of strengths m and m' at a distance r centi- 
meters apart repel each other with a force of 

/■= dynea. 

T' 

3. The field intensi^ at any point of a magnetic field is defined 
as the force in dynes which would act on a unit north point-pole 
placed at that point due solely to the agents (magnetic poles or 
electric currents) producing the original field. The unit of field 
intensity in the c. g. s. system is the gilbert per centimeter. 

4. The field intensity at a distance r from a point-pole of 
strength m is 

H =— gilberts per cm. 

5. The mechanical force exerted on a point-pole of strength m 
is 

F-=mH dynes 
where /f is the field intensity in gilberts per cm. at the point 
occupied by m due to all the poles (and electric currents) in the 
field except the pole m. 

6. The norm^ component of the field intensity at any point 
P just outside a magnetically charged surface due solely to the 
pole on this surface is 

H=2tr(T gilberts per cm. 
where <r ia the pole strength per unit area at the point on the 
surface directly op^oate P. 

7. The magnetic moment of a magnet is defined as the ratio 
of the maximum moment exerted on a magnet, when placed in a 
uniform magnetic field, to the intensity of this field. The magnetic 
moment of a bar magnet of length I with poles of strei^h m 
and— wi concentrated in points at its two ends is ml. 

8. The frequency of vibration of a magnetic needle suspended 
in a magnetic field ia proportional to the square root of the field 
intensity. 

9. Lines of magnetic force are lines drawn in a magnetic field 
in such a manner that they coincide in direction at each point P 
with the field intensity at P and their number per unit area at each 
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point P serosa a surface at right angles to their direction at P is 
equal to the field intensity at P. 

10. The number of lines of force, or flux of force, crossing any 
elementary area da is 

d^=(H cos oC) ds 
where H is the Seld intensity at da and a is the angle between the 
direction of H and the normal to da; or ^ cos a is the component 
of H normal to da. 

11. Gauss's Theorem: — The algebraic sum of the number of 
lines of force outward from any closed surface U equal to 4 ir times 
the algebraic sum of the poles inside this surface, i. e., 

/( H cos a) ds =i n "X m 
\s\ 

where / represents the surface integral over the closed aurface S. 
J \s\ 

12. A magnetised body is considered to be made up of mag- 
netic filaments such that were the lateral walls of any one of these 
filaments separated from the rest of the body by a narrow air gap, 
no poles would be formed on these lateral walls. 

13. The intensity of magnetisation J at any point of a mag- 
netised body is the value of the strength per unit area of the pole 
which would be formed on the walla of a gap cut in the body at this 
point perpendicular to the direction of the magnetic filament 
through this point. The direction of the intensity of magnetisa- 
tion is the direction of the filament, and the positive sense of the 
filament is the sense of the line drawn into the gap from the wall on 
which the north pole is formed. 

14. A line of magnetisation, or unit mapntitic filament, is a 
filament of such a size that were it broken by a narrow gap at any 
point, the strength of the pole formed on either wall of the gap 

would be 

47r 

15. The number of lines of magnetisation crossing any ele- 
mentary area ds is 

dN=iw{Jcos a) ds 
where J b the intensity of magnetisation at ds and a is the angle 
between the direction of J and the normal to ds. 

16. The number of lines of magnetic induction, or flux of in- 
duction, crossing any surface is defined as the algebraic sum of 
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the lines of magnetisation and the lines of force crosBing that 
surface. The direction of the line of induction at any point is 
the direction of the vector which is equal to the vector sum of 4 ir J 
and H at this point. The unit of flux of induction in the c. g. s. 
system b the maxwell; one line of induction is equal to one 
maxwell. 

17. The flux density B at any point is defined as the number of 
lines of induction per unit area crossing an elementary surface 
drawn at this point normal to their direction. The fiux density 
is the vector sum 

The unit of flux density in the c. g. s. system is the gauss. 

18. The number of lines of induction crossing any elementary 
area da is 

d<ft=(Bco3 a) de 
where a is the angle between the direction of B and the normal to 
rfs. 

19. A line of force originates at a north pole and ends at a 
south pole and may exist in either a magnetic or non-magnetic 
substance. A line of magnetisation originates at a south pole 
and ends at a north pole and exists in a magnetic substance only. 
.\ line of induction is a closed loop without ends and may exist in 
either a magnetic or non-magnetic substance. In a non-magnetic 
substance lines of force and lines of induction are identical, in a 
magnetic substance they are never identical. 

20. The ma^etic permeability ;i of a body is the ratio of the 
flux density B established in the body to the resultant field 
intensity H, when the body, originally unmagnetised, is placed in 
a magnetic field which is continually increased from zero to the 
value H; that is 

B 

The flux density is not a constant but depends upon the value of H. 

21. When the field intensity in a magnetic body is changed 
from one value to another and then back again to its original value, 
the flux density does not return to its original value. This phe- 
nomenon is known as magnetic hysteresis. As a result of this 
phenomenon a certain amount of heat energy is always dLssipated 
in a magnetic body when it is subjected to a varying magnetic field. 
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22. The magnetic potential V at any point in a magnetic field 
is the work which would be done by the agents producing the fidd 
in moving a unit north point-pole from this point to infinity. The 
unit of magnetic potential in the c. g. s. system is the gilbert. The 
potential at any point due to a point-pole of strength m at a dis- 
tance r centimeters away is 

y = - gilberts. 

r 

The resultant potential due to any number of poles is the algebraic 
sum of the potentials due to aU the individual poles. 

23. The drop of potential from any point 1 to any point 2 is 



F, - F, = jiH cos 0) dl gilberts 



where dl is the length in centimeters of any element of the path 
from 1 to 2, ^ the field intensity in gilberts per cm. at dl, and 
6 the angle between the direction of H and dl. When the field is 
due solely to magnetic poles the drop of potential is independent of 
the path from 1 to 2. This is not true when the path links an 
electric current. 

24. A magnetic equipotential surface is a surface drawn in a 
magnetic field in such manner that the drop of magnetic potential 
along any path in the surface is zero. Such a surface is per- 
pendicular at each point to the line of force through that point. 

PROBLEMS 
(Note; In calculating forces and field intensities when a slender 
bar magnet is specified, the poles are to be considered concentrated 
in points at its ends.) 

1. Two slender bar magnets each with poles of 100 c, g. e. units 
and 10 inches in length lie upon the same straight line with their 
centers 15 inches apart. What is the force in dynes exerted by one 
magnet on the other if the nearest poles on the respective magnets 
are of opposite signs? 

Ans.: 50.7 dynes, 

2. Two slender bar magnets A and B are placed parallel to 
each other and 10 inches apart with their centers on a line per- 
pendicular to their axes and with opposite poles on the respective 
magnets adjacent. The poles of ^4 are 50 c. g. a, units and the 
poles of £ are 30 c. g. s, units, .d is 20 inches in length and £ is 10 
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inches in length. What is the amount (in dynes) and the direction 
of the total force exerted by one magnet on the other? 

Ana.: 2.52 dynes in the direction perpendicular to the axis of 
each magnet. 

3. Find the amount and direction of the £eld intensity due to 
a slender bar magnet at a point 10 cm. from the magnet on a line 
normal to the axis of the magnet through its north pole. The 
magnet is 10 cm. in length and the strength of each pole isSOc. g. a. 
units. 

Ans.: 0.368 gilberts per cm. at an angle of 61,3° with the axis of 
the magnet. 

4. Aslender bar magnet with poles of 25 c. 9. s. units is placed in 
a uniform field the intensity of which is 100 gilberts per cm. What 
is the force in dynes acting upon each pole? What is the tot^ 
force acting on the magnet? 

Ana.: 2500 dynes on each pole ; total force zero. 

5. Two similar bar magnetB A and B are placed end on with 
their two nearest pole-faces ^ inch apart and of opposite sign. 
Each magnet is 20 inches long and the pole strength of each pole is 
100 c. g. 8. units uniformly distributed over the respective end sur- 
faces of the magnet. If the cross section of each magnet is 1 
square inch, find the force in dynes exerted on each other by the 
two adjacent poles. What is the force produced by one magnet 
on the other due to the action of the other poles? 

Arvs.: An attraction of 9736 dynes. A repulsion of 6.79 dynes. 
(Note that this latter force is less than 0.1% of the force due to the 
adjacent poles.) 

5. A slender bar magnet 30 cm. in length and with poles of 
80 c. g. s. units is pivoted at its center and placed in a uniform mag- 
netic field, the intensity of which is 300 gilberts per cm. What is 
the torque acting upon the magnet about its center, when the axis 
of the magnet is perpendicular to the field intensity? What is 
the magnetic moment of the magnet? 

Ans.: 720,000 cm-dynes. 2400 c. g. s. units. 

7. A slender bar magnet I centimeters long produces a field 
intensity of H gilberts per cm. at a point on a line through the 
axis of the magnet at a distance of 10/ centimeters from its center. 
.What b the field intensity produced by this magnet at a point on a 
line through the center of the magnet perpendicular to its axis and 
at the same distance I from its center? 
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In solving this problem note that I — \ is negligible compared 

with unity. 

Ana.: — gilberts per cm. Note: The ratio of these two 

intensities depends solely upon the exponent of r in the funda- 
mental formula, equation (1), for the mutual action of two poles. 
Gauss determined this ratio experimentally to be 2:1, which was 
the first accurate experimental proof of the inverse square 
law. 

8. A slender bar magnet 5 square centimeters in cross section 
and 30 centimeters in length has a pole strength of 1500 c. g. s. 
units. Find the field intensity and the flux density at the center 
of the magnet; state the direction of each. 

Ans.: 13.3 gilberts per cm. in the direction from north to south 
pole of the magnet. 3757 gausses in the direction from south to 
north pole of the magnet. 

^ 9. A slender iron bar 3 sq. cm. in cross section and 40 cm. 
in length is placed in a uniform magnetic field, the intensity of 
which before the introduction of the bar is 160 ampere-turns per 
inch. After the bar of iron is placed in this field with its axis 
-parallel to the direction of the field intensity, a uniform intensity 
of magnetisation of 1000 c. g. s. units is established in the bar (i.e., 
the lines of magnetbation are to be assumed straight lines parallel 
to the axis of the bar). Calculate the field intensity in gilberts per 
cm. and the total flux of induction at the center of the bar; state 
the direction of each, 

Ans.: 64.2 gilberts per cm. in the direction from the south to 
the north pole of the bar. 37,773 maxwells in the same direction 
as field intensity. 

10. The field intensity at the center of a slender bar magnet 
100 cm, long and 4 sq. cm. in cross section is 500 gilberts per cm. 
If the flux density at the center of the magnet is 5000 gausses and 
is parallel to the direction of the field intensity, what is the strength 
of each pole, assuming the lines of magnetisation to be straight 
lines? What would be the field intensity in the region occupied by 
the magnet if the magnet were removed? 

Ans.: 1432 c. g. a. units. 501,15 gilberts per cm. • 

11. A slender magnet has a magnetic moment of 5000 c, g. s. 
units. The magnet is 50 cm, in length and 2 sq. cm. in cross 
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sectioD. Calculate the intensity of magnetisatioo and the Qux of 
magnetisation at the center of the rod. 

Atis.: 50 c. g. s. units. 1257 c. g. s. units. 
( 12. A slender bar of iron 50 cm. long and 5 sq. cm. in cross 
section ia placed in a uniform field the intensity of which is 50 
gilberts per cm., the axis of the iron bar being parallel to the 
direction of the field intensity. If the permeability of the iron at 
the degree of saturation attained is 300, find the intensity of mag- 
netisation and the flux density at the center of the bar. 

Ana.: 862 c. g. s. units. 10,870 gausses. 

13. Fig. 36, p. 83, represents the hysteresis loop for a sample 
of iron. Calculate the torque required to revolve a sample of 
this iron having a volume of 50 cu, cm. at a unifolro speed of 300 
revolutions per minute in a uniform magnetic field which has an in- 
tensity of 12 gilberts per cm. The demagnetising action of the 
poles induced on the iron and mechanical friction are to be 
n^ected. 

To solve this problem equate the energy dissipated per second 
in the iron due to hysteresis to the mechanical power expressed 
in terms of torque and angular speed. 

Ana.: 1770 cm-dynes. (Note that this torque is independent 
of the speed, but depends only upon the area of the hysteresis 

loop, i.e., the torque is T=—~j. Hence the torque is propor- 
tional to the hysteresis loss per cycle of variation of field inten- 
sity. This is the principle of Ewing's hysteresis tester.) 

14. Three equal north point^oles of 25 c. g. a. units each 
are placed at the vertices of an equilateral triangle, each side of 
which is 5 inches in length. Find (1) the intensity of the field at 
the center of the triangle; (2) the magnetic potential at the center 
of the triangle ; (3) the intensity of the field at a point on a lino 
through any two poles midway between them ; and (4) the magnetic 
potential at a point^on a line through any two poles midway 
between them. South poles may be neglected. 

Ana.: (1) 0. (2) 26.0 gilberts. (3) 1.33 gilberts per cm. 
in the direction away from the third pole. (4) 25.8 gilberts, 

15. The numerical strength of each pole of a round bar magnet 
is 200 c, g. a. units, and these poles are upiformly distributed over 
its end surfaces. The cross section of the magnet b 1 sq. in. and 
ita length is 10 inches. Calculate the magnetic potential at the 
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center of the north pole of the magnet. In making this escalation 
find Eist the potential at this point due to the north pole con- 
sidered as a uniformly magnetically charged disc and then add 
(algebraically) to this the potential due to the south pole con- 
sidered as a point-pole. Why is this approximation justified? 
What is the drop of magnetic potential from one pole to the other? 
Is the drop through the magnet the same as the drop between these 
two points through the air around the magnet? 

Ans.: 1249 gilberts. Since the angle subtended by the south 
pole is small, see Article 37. 2498 gilberts. Yes, 
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62. The Electric Curreot. — When a strip of zinc is dipped 
into a dilute solution of sulphuric acid in water, hydrogen gas 
is given off from the strip, but if the zine ia pure, this action 
ceases almost immediately. A copper strip dipped into the 
same solution is not appreciably affected, provided the two strips 



do not touch each other. Now connect the ends of the two strips 
by a copper wire (Fig. 43); the following phenomena are then 
observed : 

1. The zinc gradually wastes away and hydrogen gas is lib- 
erated at Ike copper strip. 

2. The wire, the strips, and the solution all become heated. 

3. A magnetic field is produced around the wire, the strips and 
the solution. 

4. A magnet placed in the vicinity of the apparatus will exert 
a mechanical force on the wire, the strips, and the solution. 

5. When the copper wire connecting the two strips is broken in 
two and the two ends a and b (Fig. 44} are both dipped into a 
solution of copper sulphate, it is found that the wire a wastes 
away where it is immersed in the copper sulphate solution and 
copper ia deposited on the wire b where it is immersed in the solu- 
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tion. In addition, this soIutioQ becomes heated, haa a magnetic 
field produced around it, and a magnet placed near it exerts a 
mechanical force upon it. 

6. When the ends A and B of the copper wire are reveised, so 






that A is connected to the zinc strip and B is connected to the 
copper strip, all the phenomena remain the same as before except 
that 

a. The direction of the magnetic Held around th^ wire and the 
copper sulphate solution is reversed. 

6. The direction of the mechanical force produced on the wire 
and the copper sulphate solution by a magnet placed in their 
vicinity is also reversed. 

c. The end of the wire a in the copper sulphate solution now 
has copper deposited upon it, while the end of the wire 6 in the 
copper sulphate solution wastes away. 

These various phenomena are said to be due to a " currenl 
of elcclricity," or briefly, to an " electric current " in the wire, the 
strips and the solution. The various parts of the apparatus 
taken together are said to form a closed electric circuit, and any 
one of the parts is spoken of as part of an electric circuit. The 
combination of the copper and zinc strips and the dilute sulphuric 
acid solution is called an electric baliery, and the copper and zinc 
strips are called the poles of the battery. Experiment shows that 
when the phenomena just described occur in and around the wire, 
the battery loses chemical energy, consequently the battery is 
to be looked upon as the cause of these phenomena, and since the 
phenomena arc attributed to a flow of " electricity " through the 
various part* of the apparatus, tlie battery is said to produce 
an " electricity moving force " or, more briefly, an electromotive 
force. There arc other devices which are capable of causing 
these phenomena to occur in and around a wire connected to 
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them, and any such device is said to be the seat of an electro- 
motive force. The electric dynamo, the operation of wtiich 
will be described later, is a device which is capable of producing 
very powerful electromotive forces and electric currents thou- 
sands of times greater than the maximum current which can be 
produced by a simple battery of the form just described. But 
before we can speak accurately of the quantitative values of 
electric currents and electromotive forces, it is necessary to define 
what shall be taken as the measure of these quantities. 

ftS. Conductors and Insulators or Dielectrics. — First, however, 
it is important to note that the degree to which the effects described 
above are produced when different kinds of substances are used 
in place of the copper wire to connect the poles of the battery, 
depends to a very great extent upon the nature of these substances. 
For example, when there b nothing but air between the poles of 
the battery none of the effects described above are observed. 
Again, a dry silk string may be used to connect the poles of the 
battery, and no effects will be observed. When a moist string is 
used, the effects produced are similar to those produced when the 
poles are connected by the copper wire, but to a markedly le3.s 
d^ree. Any substance which, when connected to the poles of an 
electric battery, has a magnetic field produced around it as long as 
it remans in contact with these poles, is called a conductor of 
electricity ; if no magnetic field is established around the substance, 
it ia called an ir^ulaiar or dielectric. It should be noted, however, 
that when a battery of sufficiently high electromotive force is 
used, any substance connected to its poles will have a magnetic 
field produced around it, though to a far less extent than would 
be produced around a metallic wire connected to its poles. In 
fact, there is no known substance which is a perfect insulator, 
though the results of all known experiments lead us to believe 
that a perfect vacuum, if obtainable, would be such. However, 
for moat practical purposes, such substances as glass, glazed por- 
celain, rubber, ebonite, gutta-percha, paraffine, silk, cellulose and 
shellac may be considered as insulators, while all metals, carbon, 
fused salts and solutions of most mineral salts and acids are 
conductors. 

A conductor completely surrounded by insulators b said to be 
completely iTitulated. A wire is also said to be insulated when its 
lateral waHs only are surrounded by an insulator. That is, a 
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rubber-covered wire, for example, with its ends coanected to the 
poles of a battery, is spoken of as an " insulated wire connected 
to the battery," 

64. Electricity Analogous to an Incompressible Fluid Filling 
all Space. — The following analogies will be found helpful in 
understanding the significance of the various properties which 
experiment leads us to assign to the something called electricity. 
Id the first place, experiment shows that this something must 
have many properties anal- 
ogous to those which would 
be possessed by an incom- 
pressible fiuid Blling all space, 
including the space occupied 
by matter. In this analogy, 
the force of gravitation act^ 
ing on the fluid is to be neg- 
lected. The properties poe- 
*^«- ^- sessed by free space or any 

space occupied by a dielectric are found to be analogous to the 
properties which would be possessed by this space were the 
incompressible fluid in thb space enclosed in minute cells with 
elastic walla, forming a cellular or honey-comb structure with 
continuous walls completely filling this space; while the prop- 
erties possessed by a conductor are analogous to the properties 
possessed by a space in which the walls of the cells are completely 
destroyed. Any particle of this fluid in the apace corresponding 
to a dielectric can then move only as the result of a strain pro- 
duced in the elastic structure which enmeshes it, while any particle 
of the fluid in the space corresponding to a conductor can move 
freely throughout this space. A conductor may then be looked 
upon as analogous to an elastic sack (or tube, in the case of a wire) 
completely filled with this incompressible fluid, the elastic walls 
of the sack being formed by the walls of the cellular structure 
representing the dielectric surrounding the conductor. 

The property possessed by a battery of being capable of pro- 
ducing a " flow of electricity " is analogous to the pressure pro- 
duced by a pump. The analogy to a simple battery of the form 
described above is a pump which maintains a constant pressure 
(approximately) in the same direction whether or not there is a 
flow of the fluid through the pump. Since a battery is always 
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made of conductors, the walls of this pump must also be con* 
sidered as elastic. 

A conductor connected to the two poles of a battery is then 
analogous to the rubber hose completely filled with water (which 
may be taken as an approximately incompressible fluid) with 
its two ends connected respectively to the outlet and intake of the 
pump, which is also completely filled with water. The pump will 
tLen force a current of water through the hose, and the strength 




Fie. 46. 



of this water current (i.e., the quantity of water per unit time flow- 
ing through any cross section of the hose) will depend upon the 
pmsure developed by the pump and the resistance due to the 
friction of the water against the walls of the hose. The effects 
produced in and around the wire connected to the battery are 
similarly found to depend upon a property of the battery (called 
its electromotive force) analogous to the pressure developed by 
the pump, and upon a property of the wire (called its resistance) 
analogous in certain respects to the resistance of the rubber hose 
to a water current. 

When the current of water is established in the hose, a fall of 
pressure is produced in the hose in the direction of the flow of the 
water, and consequently the pressure acting on the walls of 
the hose will vary from point to point. Hence, near the outlet of 
the pump the walls of the hose will expand and near the intake 
the walls will contract. Consequently, there wDl be more water in 
the portion of the hose near the outlet of the pump an^ less near 
the intake, than there was in these portions of the hose before it 
was connected to the pump. Experiment shows that an analogous 
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phenomenon occurs when a wire is connected to an electric bat- 
tery. The portions of the wire near the two poles of the battery 
manifest propertiee which they did not poesesa before; these prop- 
erties are such that they may be attributed to an excess of 
electricity, or a " positive charge " of electricity on the portion 
of the wire nearer the pole of the battery from which the electric 
current is aaid to flow, and a deficit of electricity, or a " n^ative 
charge " of electricity, on the portion of the conductor nearer the 
pole of the battery toward which the current is said to flow. 

On account of the inertia of a mass of water, time is required to 
set the water in the hose in motion when the latter is connected to 
the pump. It is also found that time is reqtiired for the effects 
which we ascribe to the flow of an electric current to reach a steady 
state. As we shall see later, the property of electricity which is 
analogous to inertia may be expressed in terms of the magnetic 
field produced by electricity in motion. There is no experimental 
evidence to lead us to assign to electricity a property anfdogoue to 
weight. 

The expansion of the walla of the rubber hose by the pressure 
produced by the pump likewise produces a pressure on the cellular 
structure representing the dielectric surrounding the wire, and 
produces a displacement of the cells and the fluid (e. g., water) 
which they contain. When the current of water in the hose be- 
comes steady, the motion of these cells ceases, but while the cur- 
rent in the hose is being established, there is also a motion of these 
cells and the water they contaiD. As we shall see later, an effect 
ia produced in the dielectric while the current in the wire is being 
established or changes in any way, which may be attributed to 
a flow or displacement of electricity through the dielectric, anal- 
ogous to the displacement of the water in the cellular structure 
surrounding the rubber hose, which displacement ceases when the 
electric current reaches a constant value. 

The displacement of the cells of the structure surrounding the 
rubber hose produces a change in the shape of these cells, and 
therefore a strain in their waUs. Analogous effects are observed 
in the dielectric surrounding a wire connected to a battery or 
other device which is capable of producing the phenomena which 
we attribute to the flow of an electric current. Thb effect is pai^ 
ticularly noticeable when the " electromotive force " of the cur- 
rent-producing device is high, and may even cause a rupture of 



i,,Ct)i>^ic 



CONTINUOUS ELECTRIC CURRENTS 107 

the dielectric, i.e., an electric spark. A similar effect would be 
produced should the pressure developed by the pump produce a 
strain in the walls of the cells in the structure around the hose 
8uf5cient to break the walls of these cells. 

When the outlet and intake of the pump which we have been 
considering are closed, we have an arrangement analogous to an 
electric battery with its poles insulated from each other. Since 
our pump is assumed to maintain a constant pressure independent 
of the current flowing through it, and since the walls of the pump 
are elastic, near the outlet these walls will be stretched and near 
the intake contracted. Consequently there will be an excess of 
water near the outlet and a deficit near the intake, compared to the 
quantity of water that would be in these portions were there no 
pressure produced by the pump. The two poles of a battery poa- 
Bcss analogous properties, which may be attributed to an excess 
of electricity, or " p{»itive charge " of electricity, on the pole of 
the battery from which the current is said to flow, and a deficit of 
electricity, or a " negative chaise " of electricity, on the pole 
toward which the current is said to flow. The cellular structure 
surrounding the pump will likewise be in a state of strain, due to 
the pressure produced in it by the pump. Experiment shows that 
analogous effects are also produced in the dielectric surrounding 
the battery. 

Again, if a closed sack which has elastic wails is connected to 
the outlet of the pump, more water will be forced into the sack by 
the pump; while if this sack is connected to the intake of the pump 
water will be drawn out of it. These effects are analogous to the 
effects produced when a conductor is connected to one of the poles 
of a battery but not to the other. When the conductor is cou- 
□ected to one pole it manifests a new property which may be at- 
tributed to an increase of electricity on it, or to a " positive charge " 
of electricity gained by it, and when connected to the other pole it 
manifeste a new property which may be attributed to a drain of 
dectncity from it, or to a " negative charge " of electricity on it. 

It should be noted that the above discussion is merely a state- 
ment of analogies and does not explain anything. These analogies 
are useful as they enable one to form a picture of the way the ob- 
served effects might take place, but the exact mechanism of these 
effects may be entirely different. Like all other analogies, the 
above must not be pressed too far. For example, the elastic hose 
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or Back which we have considered as representing a conductor, 
changes in shape when connected to the pump, but there is no evi- 
dence that a wire or other conductor changes in shape when it 
manifests the properties which are attributed to a " charge of 
electricity " on it, 

66. A Wire as a Geometrical Line. — In the discussion of the 
phenomena which are attributed to the flow of an electric current 
s wire will usually be considered as equivalent to a geometrical 
line. This, of coutse, is not strictly accurate, since a wire always 
has a finite cross section. However, in many cases the error 
involved is practically inappreciable; when this is not so, atten- 
tion will be called to the fact. The exact expression for a wire 
of finite cross section may always be derived when we have 
deduced the relation which holds for a geometrical line, for we 
may express this same relation for the wire of finite cross section 
by considering the wire made up of an infinite number of fila- 
ments of infinitesimal cross section, each of which filaments is 
equivalent to a line, and then determine the resultant effect due 
to all these filaments. In general, such an expression is extrenaely 
difficult to evaluate; only in one or two simple cases will it be 
necessary to do this. 

66. Definition of the Strengtli of an Electric Current — Defini- 
tion of a Continuous Current. — The quantity of electricity that 
flows through any section of a wire in unit time may be called 
the strength of the current of electricity in this section of the 
wire, just as the quantity of water flowing through any section 
of a pipe in unit time may be called the strength of the water 
current in this section of the pipe. By " quantity " of water 
flowing through any section of a pipe is meant the volume of 
water flowing through this section; therefore quantity of water 
has a perfectly definite meaning and can be readily determined, 
either directly or by measuring its mass. There is no experi- 
mental evidence, however, to lead us to attribute to electricity 
either mass or volume, in the ordinary sense of these terms. To 
define the strength of an electric current in this manner, there- 
fore, it would be necessary first to define what is to be meant by 
" quantity " of electricity. It is more convenient, however, to 
define the strength of an electric current in some other way, 
and then to define " quantity " of electricity in terms of the 
electric current, particularly as thb method of procedure is in 
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accord with the usual experimental methods employed in engineer- 
ing work in the determination of the " quantity " of electricity. 
We might take any one of the effects described above as the 
measure of the strength of the current flowing in the wire. Scien- 
tists have agreed, however, to take as the measure of the strength 
of an electric current flowing in a 
wire, the mechanical force which 
is exerted on the wire when it is 
placed in a magnetic field. (This 
effect was illustrated above by 
the mechanical foice produced on 
the wire by a magnet placed i 
it.) When a constant magnetic / fic it, 

field is established at the wire by some external ag^t (for ex- 
ample, by means of a permanent magnet) it is found that in gen- 
eral the force exerted on the wire when it is connected to a bat- 
tery of the kind described in Article 62 remains constant (at 
least appreciably so for several seconds or more, though, unless 
special precautions are taken, this force will gradually change). 
The current in the wire is said to be continuous* as long as this 
force remains constant. This force is found to depend upon 
the flux density at the wire of the magnetic field produced by this 
external agent and also upon the direction of this flux density 
with respect to the direction of the wire, and upon the length of 
the wire. For a continuous current in the wire, the force dF 
produced on any elementary length dl of the wire (see Fig. 47) 
by a magnetic field when the flux density at tf^ is S and makes 
an angle with the direction of dl, is found to be proportional 
to the product of the flux density B, the sine of the angle $, and 
the length dl; that is, the mechanical force dF is proportional 
to (B sin 0) dl. The direction of this force is found by experiment 
to be perpendicular to the plane determined by the direction of the 
/fux density B and the direction of the length dl. 

Various modifications may be made in the rest of the circuit 
which will cause the force acting on a given length of wire to 
change, even though the flux density B and the angle at each 
point is kept unaltered. For example, another piece of wire may 
be inserted between one end of the original wire and the pole of 
•The following definitiona are those adopted by the American Institute 
of Electrcal Engineers. 
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the battery to wliich it was onginaUy connected, th&t is, placed 
" in Beriee " with the original wire; or a second battery may be 
connected in the circuit. An; modification which causes a change 
in the force acting on s given length of wire when the flux density 
B and the angle at each point is kept constant, is attributed 
to a change in the strength of the electric current in the wire. In 
short, the strength of the current in any section of the wire ia 
arbitrarily defined to be proportional to this force when the flux 
density B and the angle at each element of this section is kept 
constant. We then have that the force on any elementary length 
dl, besides being proportional to (B sin 0)dl is also proportional 
to the strength of the current; that is 

dF=kI(Bsin0)dt 
where I is the strength of the current in the elementary length dl 
of the wire, B is the flux density of the magnetic field at dl pro- 
duced by any external agent, the angle between the direction 
of this flux density and the direction of dl, and k is & factor 
of proportionality. Experiment shows that this quantity k is 
independent of the nature of the substances which form the wire 
and the medium surrounding the wrre, but depends only upon 
the units in which the force, the flux density, and the length are 
measured. The unit of current strength may therefore be choeen 
such that when the force dF is measured in dynes, the flux den- 
sity B ja gausses, and the length dl in centimeteis, this factor 
of proportionality k is equal to unity. The above equation then 

dF=liBsin0)dl 

, dF (1) 

(B sin 0) dl 



at dl, and that B sin ^ is the "component of the flux density at 
dl perpendicular to the wire at this point. Hence, as the measure 
of the strength of the electric current in a wire is taken the ratio 
of the force per unit length of the wire which w<ndd be produced 
by a magnetic field to the component of the flux density of this field 
perpendicular to the wire. This definition and its mathematical 
'*Thia relation is known aa Biol and Savart's Law. 
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expression, equation (1), applies to a variable as well as a con- 
tinuous current. 

When the force is expressed in dynes, the length in centimeters, 
and the flux density in gausses, the unit of electric current strength 
as thus defined is called the c. g. s. electromagnetic ■unit of current, 
or the absolute unit of current, or the abam-pere. One abampere 
is then equal to one dyne per centimeter per gauss. In practice, 
a unit of one-tenth the size of this unit is employed ; this practical 
unit is called the ampere. Hence 

I abampere=10 amperes. 

Instead of employing the expression " An electric current has 
a strength of so many amperes or abamperes " one usually says a 
current is so many amperes or abamperes. 

When the element d/ is in a non-magnetic medium, which is prac- 
tically always the case in any current-measuring instrument, the 
flux density at dl is equal to the field intendty at this element, 
and consequently in this case equation (1) bectanea 

j_ dF (la) 

(H aind)dl 

where H is the field intensity in gilberts per centimeter at the 
element dl. 

67. Definition of the Direction of an Electric Current. — Left- 
Hand Rule. — As noted in Article 62, when the ends of the wire 
connected to the poles of the battery are interchanged, the force 
produced by any external magnetic field on the wire also reverses. 
An electric current must therefore be looked upon as having 
direction as well as magnitude. We also saw in the last paragraph 
that the direction of the mechanical force on each elementary 
length of the wire, i-e., the direction in which this elementary 
length tends to move, is perpendicular to the plane determined 
by this elementary length and the direction of the flux density 
of the magnetic field at this elementary length. As the direction 
of the electric current (I) is taken arbitrarily the direction in 
which the middle finger of the left hand points when the thumb, 
forefinger and middle finger of this hand are held mutually pei^ 
pendicular, and the thumb is pointed in the direction in which 
the wire tends to move and the forefinger is pointed in the direction 
of the component of the flux density perpendicular to the wire. 
This rule is called the left-hand rule; it is readily remembered 
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by noting the corresponding letters in middle and I, thumb and 
move, forefinger and flux. 

68. Conductors in Series and in Parallel. — Experiment shows 
that when a number of conductors are connected end to end 
(Fig. 48} and are completely surrounded by insulators, then the 
8tren|rth of the current as above defined is the same in all these 
conductors, provided the current strength does not vary with 




Fit. *». 
time. Two or more conductors than connected end to end are 
said to be connected in seriea. 

Experiment also shows that when any portion of an electric 
circuit between any two points A and B is formed by two or 
more insulated conductors (Fig. 49), the strength of the current 
coming up to the junction point A or leaving the junction point 
B is equal to the sum of the strengths of the currents in the con- 



I, 
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doctors joining A and B, providetl the current strength does 
not vary with time. For example, in Fig, 49 

/=/, + /,+ /, 
and the conductors joining the two points A and B are said 
to be connected in parallel. 

When any portion of a circuit is made up of one or more con- 
ductors connected in series with one or more groups of conductors 
in parallel, this portion of the circuit is said to be connected in 
aeries-parallel. 
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89. Total Force Produced by a Magnetic Field on a VHre Cairy- 
ing an Electric Current. — From the above diacussioa and equa- 
tion (1), it foUowB that the total mechanical force F produced by 
any external magnetic field on an insulated wire carrying an 
electric current /, when the wire is of any length I and bent into 
any ehape whatever, ia equal to the rector sum 

p=if'^(B »in0)dl (2) 

where dl is any elementary length of the wire measured in the 
direction of the current, B the flux density of the field at dl, and 

8 the angle between dl and the direction of B and f indicates 
the vector sura of the expressions {BsinB) dl for all the elementary 
lengths into which the wire is divided. All quantities in this 
equation are in c. g. s. units. In general, the flux density and 
the angle $ will be different for each point of the wire. The 
direction of the mechanical force dF acting on each element will 
also be different for each element, since the plane determined by 
the direction of the flux density and the direction of the element 
will in general be different; hence the necessity for taking the 
Kecfor sum. 

70. Force Produced by a Unif oim Magnetic Field on a Straight 
Wire Carrying an Electric Current. — One of the simplest oases 
is that of a straight wire in a uniform magnetic field. Consider 
such a wire carrying a current /, placed at an angle $ with the 
direction of the lines of induction; let the flux density of this 
magnetic field be B. In this case B and 8 are constant for all 
points along the wire, and the mechanical force on all elements 
of the wire is in the same direction; the integration is then a 
simple algebraic one and therefore the total force on the wire is 

F=IBsi.ne {^dl=IBlxin 6. i2a) 
When the wire is perpendicular to the direction of the field the 
force acting on the wire is 

P = 1BI {2b) 

since tf =90°and sin 90° = 1. In case the wire is in a non-magnetic 
medium, equation (26) becomes 

F=IHl (2c) 

All quantities in these equations are in c. g. s. units. 

71. Magnetic Field Produced by an Electric Current in a 
Wre. — We have seen that when a wire carrying an electric cur- 
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rent is placed in a magnetic field, this field exerts a mechanical 
force on the wire. It is also found by experiment that an equal 
and opposite mechanical force is exerted on the magnet or other 
agent producing this field; this, of couise, is in accord with the 
general principle of nature that " action and reaction are equal 
and opposite." The region around a wire carrying an electric 
current is therefore a magnetic field of force, for by definition 
a magnetic field of force is any region in which a magnetic pole 
will be acted upon by a mechanical force. The intensity of the 
field of force due to a wire carrying an electric current may be 
readily determined from equation (1). 

Consider an elementary length dl of the wire in which the cur- 
rent is / abamperes and let this length be measured in the direction 

of the current. 
Let the magnet- 
ic field which 
produces the 
ij mechanical force 
dF on this ele- 
mentary length 
be that due to a 
unit north point- 
pole at any point 
P at a distance 
of r centimetera away. The flux density of the magnetic field at dl 

due to thh unit pole is then - independent of the permeability of the 

medium surrounding the pcAe and the wire (see Article 56). The 
angle $ between the direction of this flux den^ty and the length 
dl is the angle between the direction of dl and the direction of 
the line drawn from the pole to dl. The mechanical force exerted 
by the unit point-pole on the length dl is then 




dF=I\ 



{'^)dl 



and is perpendicular to the plane determined by the point P and 
the length dt. The direction of this force is determined by the 
left-hand rule, see Article 67 ; in the diagram this force is down 
into the plane of the paper. The current / in the elementary 
length dl exerts an equal and opposite force on the unit point- 
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pole at P. Ther^ore the intensity d Ht of the magnetto field at 
F due to the current I in the elementary length dl is 

independaU of the permeability of the syrnmrvUng medium, and is 
in the opposite direction to that of the force on dl due to the 
pole at P. All quantities in this equation are in c. g. t. units. 
A current / flowing in an elementary length dl therefore produces 
a field intensity at any point P equal numerically to that pro- 
duced by a pointpole of strength (/ stn $) dl coinciding with dl, 
where is the angle between the direction of the current in dl 
and the line drawn from P to dl, except thai this iviermty does not 
depend upon the permeability of the aurrminding medium, whereas 
the rexuUani intensity at P due to a point-pole at dl la inversely 
proportional to the permeability of the medium surrounding P 
and dl; see Article 56. The direction of this intenmty is also 
different from that of the intermty due to a pole at dl. The latter 
is in the direction from dl to P, while the intensity of the magnetic 
field due to a current in dl is perpendicular to the plane determined 
by dl and P. Equation (3) applies to a variable current as well' 
as to a continuous current. (In the ease of a rapidly varying 
current, however, the value of H at any instant does not coi^ 
respond to the value of 7 at that instant, but to the value of / at 
some previous instant, since time is required for the magnetic 
field to be propagated through space ; in free space the velocity 
(rf propagation b very great, being the same aa the velocity of 
light.) 

73. Directioa of the Lines of Force Produced by an Electric 
Current. — The linos of force dpe to the current / in the elementary 
length dl are circles 
which have their 
planes perpendicular 
to the straight line 
(OO' in ttie figure)' 
drawn through dl and 
which have tiieir cen- 
tera on this line. For, 
the circiunference c^ 
such a cirele is perpendicular at each point to a plane drawn 
through this point and dl; this circumference must therefore 
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coincide in direction with the field intensity at this point; see 
the preceding article. From the deductions of the preceding 
article it also follows that the positive sense of these lines of force 
is the same as that in which a right-handed screw placed along 
the wire at di must be turned to advance it in the positive 
sense of the current. When the positive senses of two quantities 
are thus related, the quantities are said to be in the right- 
handed screw direction with respect to each other. 

The current in every other elementary length of the circuit 
will likewise produce a magnetic field, the lines of force of which 
are circles which have a like relation to the current in the elemen- 
tary length which produces them. The lines of force represent- 
ing the resultant field due to a current in any finite length of wire 
will not in general be circles, but it can be shown that each of the 
resultant lines of force is a closed loop which " links " the wire in 
the right-handed screw direction ivitk respect to the current. 

Note an important difference between the lines of force due to 
an electric ciurent and those due to magnetic poles : the lines of 
force due to magnetic poles are not closed but end on the poles, while 
j^^ the lines of force due to an electric 

current are alvxiys closed loops, link- 
^j^. , ing Uie circuit whicJi produces them. 

%^ \ When there is any magnetic body in 

\ \ the vicinity of an electric current this 

body will in general have poles in- 
duced on it by the magnetic field 
due to the current, and part of the 
lines of force representing the result- 
ant field will end on these poles and 
the rest will be closed loops linking 
the electric circuit. The lines of 
induction are always closed loops 
whether or not there are magnetic 
poles in the field. 

73. Magnetic Field Due to a Cur- 
rent in a Long Straight Wire.— A. 
useful application of equation (3) is 
*^' *^' the calculation of the intensity of 

the magnetic field at any point due to a current in a long 
straight wire. 
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Id Fig. 52 let BA be a straight wire and let P be any point at 
a distance r from it (measured perpendicular to the wire), / the 
current in the wire from B to j1 in abamperes, dl any elementary 
length in the direction of / at a distance / from the point where 
the perpendicular from P cute the wire, $ the angle between dl 
and the Une from P to dl, and i the distance from P to dl. Each 
element of the wire will produce a field intensity at P perpendic- 
ular to the plane of the paper, downward, and therefore the field 
intensities at P due to all the elements of the wire may be added 
algebraically. The field intensity at P due to the current in the 
length dl is, from equation (3), 

(/ Hn $) dl 

and therefore the total field intensity at P due to all the elements 
of the wire b 

"''(f«»g) dl 



-r;^ 



where 1,^0 A and l, = OB. The simplest way to evaluate this 
integral is to express the different variable quantities in terms of 
the variable angle a (see Figure 52), From the figure we have 

sind=co8a- x= and It tan a. Differentiatiog the latter 

' cos a 

expression we get d/=> — ; — Let a, be the numerical value of 
^ ^ cos* a 

the angle OPA and a, the numerical value of the angle OPB. 

Substituting these values in the above equation we get 



(4) 



Ja,(Icoaa)da l[ >. // \ 
= - ain a =— I sin a, +sin a, I 
-a, ^ '^ L J-a. *■ \ / 
All quantities in this equation arc in c. g. s. units. 

When the wire is of infinite length (or practically, when the dis- 
tance of the point P from the ends of the wire is great compared to 
the perpendicular distance r) a, and a, become equal to 90°, and 
therefore sin a, = l and sin a, = l. We then have that the field 
mtensity at a distance r from a straight wire of infinite length 
carrying a current / is 

2 1 (4a) 
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All quantities in this equation are in c. g. a. unitB. The direction 
of the field intensity is perpendicular to the plane drawn through 
the wire and the point; the lines of force are therefore circles 
with their centers along the wire and their planes perpendicular 
to the wire. The relation between the direction of these lines 
of force and the direction of the current is conveniently remem- 
bered by the rule that the lines of force are in the direction in 
which a right-handed screw must be turned to advance it in the 
direction of the current. Equatiooe (4) apply to a variable as 
well as to a continuous current. 

The above formula has been deduced on the assumption that 
the wire may be considered as a geometrical line. It can also be 
shown that the field intensity at any point P at a distance from r 
from a long circular wire of finite cross section is also given by the 
above formula provided the point P lies outside the wire, and the 
current density is uniform over the section of the wire ; see Article 
104. At any point inxide such a wire the field intensity is also per- 
pendicular to the plane through the point and the axis of the 
wire but is equal to 

2 7r («) 

where r is the distance of the point from the center of the wire, a ■ 
is the radius of the wire and / is the total current in the wire, 
and all quantities are in c. g. s. units. Experiment justifies 
assumption that the current density in a wire is constant, pro- 
vided the wire b of uniform structure and the current is a con- 
tinuous current. This is not true when the current varies rapidly 
with time, but is approximately true for ordinary variable or 
alternating currenta used in practical work, provided the wire 
is non-magnetic and has a diameter less than one inch. The 
above formula for the field intensity outside a wire is also ap- 
proximately true for a wire which has a cross section of any shape, 
provided the distance of the point from the wire is great com- 
pared to the greatest diameter of the wire. 

74. Uagoetic Field Due to an Electric Current in a Circular 
Coil of Wire. — Another useful application of equation (3) is the 
calculation of the intensity of the magnetic field at any point due 
to a current in a circular coil of wire. The solution of this problem 
except for points on the axis of the coil is quite difficult; the 
solution for a point on the a^ of the coil is obtained as follows. 
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Let the coQ have but a single turn and let us consider the wire form- 
ing the coil as a geometrical line making a circle of radius r. Let P 
be any point on the axis of this coil at a distance a from the plane 
of the coil. Let I be the current in the wire, dl any elementary 
length in the circumference of the wire and dl' an equal elementary 
length diametrically opposite dl. The current in dl^ will be in the 
opposite direction from that in dl. In Fig. 53 \St the current be 




Fig. S3. 

up toward the reader at dl and down at dl'. (The standard con- 
vention for showing a current coming up is a circle with a dot 
in it, and for a current going down a circle with a cross in it.) 

The field intensity at P due to the current in if ^ is then, from 
equation (3), 

* Idl 

since the line drawn from P to di is perpendicular to dl, whence in 
equation (3) »»n ^ — 1 . This fidd intensity is perpendicular to the 
plane through dl and P, and is therefore in the plane of the paper 
in Fig. 53, perpendicular to the line from dl to P in the direction 
indicated. This field intensity dH may be resolved into two 
components, one parallel to the axis OP d the coil, and the other 
perpendicular to OP. Similarly, the current in dl' produces an 
equal field intensity dH' perpendicular to the line from dl' to P, 
which may also be resolved into two components, one parallel to 
and the other perpendicular to OP. The perpendicular com- 
ponents due to dl and dl' are equal; similarly for any other pair 
of equal elementary lengths diametrically opposite in the circum- 
ference of the circle. Hence the resultant field intensity at P is " 
the sum of the components parallel to OP of the field inten- 
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sitiee at P due to aU the elementary lengths in the circumference 
of the circle. The component parall^ to OP of the field intensity 
dH due to any element is 

Idl r 

which, integrated along the circumference of the circle, gives as 
the value of the resultant field intensity at P- 






i=(?T^i • <^' 



AU quantities in this equation are in c. p. s. units. 

The direction of the field intensity at any point along the axis 
is the direction in which a right-handed screw placed at this 
point advances when it is turned in the direction of the current. 

The field intensity at the center of the coil is found by putting 
a equal to zero in' the above equation, which gives 

jj J-LL (^) 

' r 
The fi^d intensity at any point on the axis of a circular coil 
which has any number of concentric turns may also be calculated 
from equation (5), by calculating the inten^ty due to each turn 
separately and adding these separate intensities. In the case (rf 
a circular coil with a concenlToled winding of N turns, i.e., when 
the N turns are so close together that they may all be considered 
as occupying but a single geometrical line, the field intensity at 
. the center of the coil is, from (5a), 

The winding of a coil may be considered as concentrated when 
the radius of the coil is large compared with the linear dimensions 
<rf the cross section of the winding. 

In Article 108 is deduced by a different method the field in- 
tensity for a point inside a long coil wound in the form of a long 
cylindrical helix or " solenoid." 

76. Absolute Heasoremeot of an Electric Cuireot. — When a 
current is established in an insulated wire wound into a circular 
coil of N turns, the strength of this current can be determined 
experimentally in terms of quantities which can be measured or 
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calculated. Lett such a coil (Fig. M) be Bet up with the plane of its 
windings parallel to the direction of the earth's magnetic field 
and let a small magnetic needle be suspended at the center of the 
coil in such a manner that it is free to turn about a vertical axis. 
When there is no current in the coil, this needle will then point in 
a direction parallel to the plane of the .coil. When a current is 
established in the coil, this current will set up a magnetic field at 
right angles to the plane of the coil, and therefore the direction 
of the resultant field at the center of the coil will be changed and 
the needle will .therefore be deflected a certain angle ^. This 
angle will be 6qual to the angle between the direction of the result- 
ant field and the direction of the horizontal component of the 
earth's field at the center of the coil. This latter field intensity, 
which we may call H„ can be determined by the method described 
in Article 42. The intensity of the field at the center of the coil 
Hf is given by equation (56), 



e ^y 9 1,^^ 1 




We then have that 



where all the quantities are in c. g. s. units. 

Since all the quantities in the right-hand member of this equa- 
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tion can be measured, the strength of the current / can be cal- 
culated. Such a device is called a tangent gatvanomeier. The 
accuracy of the instrument depends upon the accuracy with which 
the horizontal component of the earth's field may be measured, but 
an accurate measurement of the latter is difficult. Besides, in any 
ordinary laboratory or testing room the electric circuits in the 
building and the surrounding streets also produce magnetic 
fields which act on the needle, and these fields are continually 
changing. Such an instrument is therefore seldom used now- 
ftdayB. 

Amuch more accurate method of determining the absolute value 
of an electric current is to cause the same current to flow through 
two parallel coils, one of which is suspended from one arm of a 
delicate balance. The stationary coil then produces a magnetic 
field which produces a pull on the movable coil and the amount of 
this pull can be readily measured. From equations (2) and (3) 
the amount of this pull in terms of the current and the dimensions 
of the coils can abo be deduced, and since both the pull and the 
dimensions of the coil can be measured, the strength of the 
current can be calculated. Such an instrument is called an "ab- 
solute " current balance. This is also thp principle of the Kelvin 
current balances ; in the latter, however, the current strength is not 
determined directly from the pull and the dimensions of the coils, 
but ia calculated from the position of a " rider " on an arbitrary 
scale; the latter is "calibrated" by comparison either with an 
absolute balance or with a aflver voltameter (see Article 79). 

76. Comparison of the Strengths of Electric Currents. — Gal- 
vanometers and Ammeters. — We have just seen how the strength 
of an electric current flowing through the coils of a current balance 
may be measured in terms of the dimensions of the coils and the 
pull of the fixed coil on the movable coil. The accurate measure- 
■ ment of an electric current by this method requires a balance con- 
structed with great care and numerous precautions have to be 
taken in using it. Much simpler and cheaper instruments can 
be constructed which will indicate by the deflection of a needle 
or spot of light the relative magnitude of the electric currents which 
may be established in them. 

The simplest form of such an instrument is a device which 
consists essentially of a magnet suspended inside a coil of insulated 
wire which may be connected in series with the conductor in which 
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the current to be measured is established. The magnetic field 
produced inside the coil by the current produces a force on 
the needle and causes it to deflect from its position of equilibrium; 
this force, aud therrfore the deflection, varies with the current in 
the coil. A device of this kind is called a moving needle, or Thom- 
son, galvanometer. The value of the current corresponding to 
a given deflection can be determined once for all (provided the 
conditions of operation remain unchanged) by connecting in series 
with the galvanometer a standard current balance and noting 
the value of the deflection corresponding to various current 
strengths as indicated by the standard balance; that is, the gal- 
vanometer can be " calibrated " by comparing it directly with 
the standard balance. In practice, instead of using a standard 
balance, one ordinarily uses a " secondary " standard, that is, 
some other instrument which has been previously calibrated by 
comparison with a " primary " or absolute standard. 

The needle galvanometer just described does not " hold " its 
calibration for any great length of time, on account of the effects 
of temperature, moisture, etc., on the fiber supporting the mag- 
netic needle and also on account of the variation in the direction 
and intensity of the earth's magnetic field. A superior form of 
galvanometer for most practical purposes consists of a coil of fine 
insulated wire suspended by a metal fiber or thin metal strip, be- 
tween the two poles of a powerful permanent magnet made in 
the form of a horseshoe. The fixed end of the metal strip sup- 
porting the coil is connected to a suitable terminal or " binding 
post " on the frame of the instrument and the other end to one end 
of the wire forming the coil. The other end of the coil b con- 
nected through a second metal strip, visually wound in the form 
of a light spiral spring, to a second terminal or binding post. When 
the two terminals of such an instrument are connected in series 
with the circuit in which the current to be measured is established, 
the same current is also established in the wire forming the 
movable coil, and the force produced on this coil by the magnetic 
field due to the permanent magnet causes a deflection of the coil. 
(See equation 2.) This deflection can be read by noting the 
deflection of a spot of light reflected from a mirror attached to 
the coil. This type of galvanometer is called a moving coil, or 
D'Arsonval, galvanometer, from the name of the physicist who 
introduced it, A D'Arsonval galvanometer can be calibrated 
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by companng it with & standard instrument in the same 
way that a moving needle, or Thomson, galvanometer is 
calibrated. 

An instrument extensively used for the measurement of 
electric currents, and known as the Weston ammeter, is essen- 
tially a D'Arsonval galvanometer. In this instrument the 
movable coil, instead of being suspended by a metal strip, is pro- 
vided with a iine pivot which rests in a jewel bearing. The 
current is " led to and from " the instrument by means of two 
small flat spiral springs connected to the two ends of the coil 
respectively and also to the terminals on the outside of the case 
of the instrument. These springs also serve to hold the coil 
normally in a definite position. A light metal pointer is attached 
to the coil, and the position of the pointer is read off on a scale 
which is marked to read directly in amperes. The scale of such 
an instrument is seldom exactly correct, and for accurate work 
the instrument must be calibrated in the manner described above. 
There are other makes of ammeters based upon the principle 
of the D'Arsonval galvanometer, and still others in which the 
current in the coil of the instrument sets up a magnetic field which 
exerts a force on a piece of soft iron and thereby causes the de- 
flection of a pointer over a graduated scale. For a detailed 
description of ammeters, the reader b referred to any text-book 
on electric measuring instruments. 

77. Electrolysis and Electrolytes. — Raving now seen how 
the strength of an electric current may be measured, we are ready 
to investigate some of the other phenomena which are attributed 
to the flow of an electric current. An important group of phenom- 
ena are those which take place in a conducting solution when a 
current is established through the solution. In the first place, in 
any solution which is a conductor, chemical decomposition always 
takes place. The change that takes place in the copper sulphate 
solution described in Article 62 is an illustration. Any substance 
the constituents of which are separated when an electric current 
is established in it, is called an electrolyte, and the process of sepa- 
ration is called electrolysis. All conducting liquids other than 
molten metals are electrolytes; gases, when they become conduct- 
ing, are also electrolytes. Some solids are also electrolytes, an exam- 
ple of which is silver iodide. The decomposition that takes place in 
the electrolyte is found to be confined entirely to the portions of 



i,,Ct)i>^ic 



CONTINUOUS ELECTRIC CURRENTS 125 

the electrolyte in contact with the metal plates or wires (called the 
electrodes) which connect the electrolyte to the rest of the circuit. 
The results of the decomposition are therefore usually said to be 
deposited at the electrodes; though, of course, if the substance 
liberated is a gas, it will immediately escape through the surface 
of the liquid, or if the substance liberated ia soluble, it will go into 
solution, or if it is a solid which is not soluble, it may fall to the 
bottom of the vessel containing the electrolyte. In certwn cases 
when the result of the decomposition is a metal, the metal becomes 
firmly attached to the electrode where it is liberated. The copper 
deposited on the copper wire in the copper Sulphate solution in 
Article 62 is an example. The important industry of electroplat- 
ing is based upon this fact. 

The electrode through which the current enters the solution 
is called the anode, and the electrode through which the current 
leaves the solution is called the cathode. With very few exceptions, 
an element, or such a group of elements as is caUed a " radical," 
ia always deposited at the same electrode, no matter from what 
compound it may be liberated. Hydrogen and metals are always 
deposited at the cathode. 

As the result of a series of careful experiments Faraday found 
that a Hmple relation exists between the rate at which a sub- 
stance is deposited from an electrolyte,' when an electric current 
is established in it, and the strength of the current. This rela- 
tion is 

1. The rate (mass per unit time) at which a substance is de- 
posited from an electrolyte, when an electric current is establbhed 
ia it, is directly proportional to the strength of the current estab- 
lished. 

Faraday also found that a simple relation exists between the 
masses of the various substances deposited, when the same current 
is established in several electrolytes, and the chemical equiva- 
lents'" of these substances. This relation is 

2. When the same current is established through different 
*The chemical equivalent of an element or radical is the atomic weight 

of the dement or radical divided by its valence. By valence is meant the 
number o[ atoms of Itydrogen with which one atom of the element or radi- 
cal will form a stable combination. For example, the valence of oxygen is 
2, since 2 atoms of hydrogen combine with I atom of oxygen to form 
•rater. The valenc« of copper in cuprous compounds la 1 and in cupric 
nanpounds 2. 
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electrolytes the rates (mass per unit time) at which the various 
substances are deposited are directly proportional to the chemical 
equivalents of these substances. 

These two statements of experimental facts are known as 
Faraday's Laws of Electrolysis. 

78. Electrochemical Equivalent of a Substance. — Faraday's 
fint law may be expressed mathematically by the equation 

-=.*/ (7) 

where / is the current established in the electrolyte, m the 
mass of a given substance deposited in time (, and k a constant 
of proportionality, the value of which depends only upon the 
nature of the substance and the units in which m, I and / are 
measured. This constant is called the electrochemical equivalent 
of the substance. Its value for any substance may be readily 
determined experimentally by measuring the current / by means 
of an absolute current balance, and measuring the mass of the 
substance deposited when this current flows through the electrolyte 
for a given length of time. The values of the electrochemical 
equivalent for silver, copper, hydrogen and oxygen, when m is 
measured in grams, I in seconds and / in amperes, are 
SUver , 0.001118 

Copper (from cupric solutions) 0.0003293 

Hydrogen 0.00001044 

Oxygen 0.0000829 

In equation (7) the current b assumed to be continuous ; when 
the current varies with time the mathematical expression of 
Faraday's first law is 

dm , . 
dt 
or the total mass of the substance deposited in time t is 

(7(1) 

79. The Intanutioaal Ampere. — Knowing the value of the 
electrochemical equivalent of a given substance, for example, 
silver, one can readily determine the strength of the current flow- 
ing through an electrolyte from which this substance is deposited, 
by measuring the number of grams of this substance deposited 
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in & measured interval of t seconds. The only apparatus required 
is a suitable receptacle for holding the electrolyte and suitable 
eleetrodee for leading the current in and out. Such a piece of 
apparatus is called a voltanuier. From the ease and accuracy 
with which these measurements can be made, the International 
Congress of Electricians (Chicago, August 21, 1893) adopted the 
following as the definition of the ampere: 

" As a unit of current (shall be taken), the International 
Ampere, which is one-tenth of the unit of current of the C. G. &. 
system of electromagnetic units, and which is represented suiB- 
ciently well for practical use by the unvarying current, which, 
irhen passed through a solution of nitrate of silver in water, 
in accordance with the accompanying specification (vl) , deposits 
silver at the rate of 0.001118 gramme per second." 

The specification A referred to describes in detail the con- 
atniction of the voltameter and the method of using it. This 
specification will be found in full in Foster's Electrical Engineer's 
Pedtd Book, page 10. The above definition of the ampere has 
been l^alized by most of the civilized countries,* and is therefore 
sometimes called the " legal " definition of the ampere, 

SO. Quantity of Electricity. — In the case of a current of water 
flowing through a pipe, the strength of the water current is defined 
as the quantity of water which flows across any cross section of 
the pipe in unit time. In the case of what is called a current 
of electricity, we have found it convenient to define first 
the strength of the electric current. From the analogy which is 
found to exist between the properties which must be attributed 
to the something called electricity and the properties of an 
incompressible fluid, the quantity Q of electricity flowing across 
any cross section of a conductor in any time i may be defined 
as the product of the strength of the current / at this cross section 
by the time I, that is, 

Q=It (8) 

provided the current is a continuous current, i.e., does not vary 
with time. In case the current does vary with time the general 
definition of the quantity Q of electricity which flows across 
any ^ven cross section of the conductor in any interval of time t, 

•QermBny and Bwitierland are exceptions; in these counbies the electro- 
chnnioal definition is taken as the fundamental definition of cuirent atrengrth. 
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is the integral with respect to time of the variable current at 
that section, that is 



«-/>'" 



(80) 



where t represents the value of the current at any instant, di an 
infinitesimal interval of time measured from this instant, and t 
the total time during which the current flows. From the relation 
expressed by equation (7a) the quantity of electricity which 
fiowa through an electrolyte in any interval of time may be 
determined by measuring the mass of the substance deposited 
at either electrode in this interval. In Article 109 is described 
the method usually employed for measuring the quantity of 
electricity corresponding to a variable current. 

Since in the case of a continuous current the total current 
strength is the same at all cross sections of a given conductor, it 
follows that the quantity of electricity Sowing across each cross 
section of the conductor in any given interval of time must also 
be the same at each cross section. Note the analogy with an 
incompressible fluid. Hence the flow of a current of strength / 
through the conductor for t seconds may be looked upon as 
equivalent to the transfer of It units of electricity from one end 
of the conductor to the other, just as a current of ten cubic feet 
of water per second in a pipe for five seconds is equivalent to a 
transfer of 1 x 5 =50 cubic feet of water from one end of the pipe 
to the other. In the case of water fn a pipe the 50 cubic- feet of 
water which enter the pipe may not be the same as the 50 cubic 
feet which leave the pipe at the other end. In the same way, it 
is not necessary that we look upon the electricity which enters 
one end of a conductor as being the same electricity as leaves the 
conductor at its other end. 

The unit of quantity of electricity in the c. g. a. electromag- 
netic system of units is the quantity of electricity transferred by 
a current of one abampere for one second. This unit is called 
the absolute unit of quantity or the abcoulomb. Hie practical 
unit of quantity of electricity is the coulomb, which was defined 
by the International Congress of Electricians as follows: 

" As the unit of quantity (shall be taken), the International 
Coulomb, which is the quantity of electricity transferred by a 
current of one international ampere in one second," 

The ampere-hour, i.e., the quantity of electricity corresponding 
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to a current of one ampere for one hour is also employed in practice. 

In accordance with these definitions we then have 
1 abcoulomb »10 coulombs 
1 ampere-hour =3600 coulombs 

81. Electric Resistance. — Joule's Law, — One of the phe- 
nomena always associated with an electric current in a conductor 
is the dissipation of heat energy in the conductor. In the case 
of a wire of uniform structure kept at a constant uniform tempera- 
ture experiment shows that the rate at which heat energy b dis- 
sipated in a given length of the wire, between any two points 1 
and 2 say, when a continuous current is established in the wire, 
is directly proportional to the square of the strength of the current 
in this wire. That is, calling P^ the rate at which heat energy 
is developed in the wire between the points 1 and 2, and / the 
strength of the current in this portion of the wire, then 

P,-fif (9) 

where ii is a constant depending upon the dimensions and tem- 
perature of the wire, the nature of the substance forming the wire, 
and the units in which P^ and / are measured, but is independent 
of the current strength. This factor R is called the resistance of 
the wire, and the statement of the experimental fact represented 
by this equation is called Joule's Law, from the name of the 
scientist who first clearly enunciated the fact. The resistance 
of a given length of wire may then be defined as the ratio of the 
rale at which a anUintums current produces heal energy in the wire 
to the square of the strength of this current. When the rate P^ at 
which the heat energy is dissipated is expressed in ergs per second 
and the current / in abamperes, a resistance of one unit is equal to 
the ratio of one erg per second to one abampere-squared. This 
unit of resistance is called the c. g. s. electromagnetic unit of resist- 
ance or the abokm. When the rate P^ at which heat energy is dis- 
sipated is expressed in joules per second (one joule by definition is 
equal to 10' ergs) and the current / in amperes, a resistance of one 
unit is equal to the ratio of one joule per second to one ampere- 
squared. This unit is called the practical unit of resistance or the 
ohm. The relation between the ohm and the abohm is therefore 
1 ohm = 10" abohms. 

To express small resistances a unit one-millionth of the size 
of an ohm is ordinarily used; this unit is called the microhm. To 
express large resistances a unit one million times the size of an 
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ohm is frequently used; this unit is called the megohm. Hence 

1 ohm =10* microhms 

1 megohm = 10* ohms. 
The resistance of a wire to a variable current ia the same as 
its resistance to a continuous current provided the wire is small 
and the current does not vary rapidly with time. In the case of 
a large wire the resistance of any current filament (see Article lOI) 
is the same to the variable as to a continuous current, but the re- 
sistance of the wire as a whole is greater. The rapid variation 
of the current with time causes a different distribution of the 
stream lines of the current and thereby produces a greater heating 
than that which takes place due to a continuous current. See 
Article 121. 

82. Absolute Measurement of Electric Resistance. — The 
determination of the electric resistance in terms of the quantities 
specified in the above definition would require the measurement 
of the heat energy dissipated in the wire in a given interval of 
time when a continuous electric current of known strength is 
established in the wire and the wire kept at constant temperature. 
The interval of time can be readily measured, and the current 
strength may be determined directly by an absolute current bal- 
ance or by means of any kind of galvanometer or ammeter which 
has been calibrated. The heat energy dissipated in the wire 
could be determined by some calorimetric measurement. Calori- 
metric measurements, however, are difficult and at best are not 
susceptible of a high degree of accuracy. A much more accurate 
method of measuring the electric resistance of a wire in terms of 
quantities which may be measured or readily calculated, is the 
following, which is based upon the principle of electromag- 
netic induction (see Chapter IV), but the only quantities to be 
measured are those which have already been defined, A metal 
disc D, mounted on a metal axis coincident with the axis of a coil 
of wire C, is arranged so that it can be rotated with a constant 
angular velocity w. The coil C and the resistance R to be meas- 
ured are connected in series with a battery B. A galvanometer 
G has one of its terminals connected by a wire to the axis of the 
disc and the other terminal to one end of the resistance R, the other 
end of fi IS connected by a wire to a metal "brush" making 
contact with the rim of the disc. We have then two closed circuits 
in each of which the resistance R forms a part; one circuit is the 
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battery, the coil and the resistance R and the connecting wires, 
and the other circuit is the galvanometer, the disc, the resistance 
R and the connecting wires. When the diac ia set in rotation, it 
is found that the current through the galvanometer depends upon 
the angular speed at which the dbc is driven (due to the cutting 
by the disc of the lines of induction produced by the current in the 
coil, see Chapter IV), and as a result of thetwo principles known 
as Kirchhoff's Laws (see Article 98), it can be deduced that when 
the current in the galvanometer is zero, the relation between 




the value of the resistance R as above defined, in abohms, and 
the angular speed in radians per second, must be 

B-^-^ (10) 

where M represents the number of lines of induction threading 
the disc D due to the magnetic field set up by a current of one ab- 
ampere in the coil C. This quantity M can be calculated in terms 
of the dimensions of the coil, which can of course be measured, 
as can also the angular speed to. This method for determining 
the value of a resistance is known as Lorenz's Method, There 
are still other methods for determining experimentally the value 
of a resistance in terms of quantities which can be actually meas- 
ured or calculated, some of which are described in J. J. Thomson's 
Elements of Electricity and Magnetism, page 462 ff. 
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The results of a large number of measurements by these various 
methods show that a column of mercury 106.3 centimeteis long 
which has a unif onn cross section of 1 square millimeter has a resist- 
ance of one ohm at zero d^^ees centigrade. A column of mercury 
of these dimensions has a mass of 14.4521 grams. Hence the 
adoption of the following definition of the ohm by the International 
Congress of EUcctricians : 

"As a unit of resistance (shaU be taken), the International 
Ohm, which is based upon the ohm equal to IC^ units of resistance 
of the C. G. S. system of electromagnetic units, and is represented 
by the resistance offered to an unvarying electric current by a 
column of mercury at a temperature of meliing ice, 14.4521 
grammes in mass, of a constant cross sectional area, and of the 
length 106.3 centimeters." 

This definition, like that of the ampere, has been legalized by 
most civilized countries. 

Although the absolute measurement of a resistance is com- 
paratively difficult, the comparison of the values of two or more 
resistances is a very simple matter and can be carried out with a 
high d^ree of accuracy. All these methods of comparison are 
based upon Kirchhoff's Laws, (See Article 92.) 

83. Specific Resistance or Reststivity. — As already noted, the 
resistance of a conductor depends upon its dimensions. It b 
found by experiment that the resistance of a conductor of uniform 
cross section throughout its length, when the conductor is kept 
at a uniform temf)erature throughout and the current density 
(see Article 101) is uniform over its cross section, varies directly 
as the length of the conductor and inversely as the area of its 
cross section (perpendicular to its length), but does not depend 
upon the shape of its cross section. That is, calling I the length 
of the conductor, A the area of its cross section, and R the resist- 
ance of this conductor, then 

R-p-^ 

where p is a factor of proportionality which depends upon the 
Tiialerial of which the conductor is made and the temperature at 
which the -conductor is kept, and also upon the units in which 
R, I, and A are expressed. The value of this factor p for any 
conductor, at any temperature, is called the specific resOtatux 
or the reaiativiiy of the conductor at that temperature. When R 
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is expressed in microhms, I in centimeters and A in square centi- 
meters, this factor p is equal to the resistance in microhtus of 
a cube of the conductor 1 cm. on each edge, provided the stream 
linea of the current are parallel to four paraUel edges of the cube 
and the current density over the section at right angles to these 
stream lines is uniform (see Article 101). The specific resistance 
of the conductor may then be expressed as so many microhms 
per centimeter-cube. Similarly, when R is expressed in microhms, 
I in inches and A in square inches, this factor p is equal to the 
resistance in microhms of an inch-cube of the conductor; the 
specific resistance of the conductor may then be expressed as so 
many microhms per inch-cube. Again, when R is expressed in 
ohms, I in feet and A in circular mils* this factor p is equal to 
the resistance in ohms of a portion of the conductor one foot long 
and one circular mil in cross section; the speci&c I'esistance of a 
conductor may then be expressed as so many ohms per mil-foot," 
There is still another way of expressing the specific resistance 
of a conductor, which was formerly much used and is still em- 
ployed sometimes in wire specifications. The cross section of a 
bar or wire of uniform cross section is equal to the volume of the 
bar divided by its length, and the volume of the bar is in turn 
equal to its mass divided by the density of the material of which 
it is made. Hence, using the same symbols as above, and in 
addition calling m the mass of the conductor and 8 its density 
or specific gravity, we have 

.i4 =^— and therefore R=p — ~ph — 

For a given material at a given temperature p S is also constant, 

'"'°''° R-kl <"■" 

*A mil is defined as one-thousand tli of an inch and a eireular mU is da- 
fined as the area of a circle one mil in diameter. Since the area of a circle 
varies as tlie square of its diameter, the area of a. circle in drcular mila ia 
equal to the square of its diameter in mils. Tliis unit of area is therefore 
very convenient for expressing the area of the cross section of a circular wire, 
(ince the factor r is eliminated. The area of a circle one-thousandth of an 
inchindiameterisequol to ^ (0.001)' square inches or to j-(000lX2.M)' 
square centimeters; hence 

1 circular mil=0.78640xlO'square inches 
=5.0671 xlO-*squareo 
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where A: ia a coofitant (equa] to p 8) for a given material at a given 
temperature. The specific resistance of a conductor may then also 
be expressed indirectly in terms of this factor k. When R is ex- 
pressed in ohms, I in meters and m in grams, this factor k is equal 
to the resistance of one gram of the conductor made into a wire (rf 
uniform cross section and one meter in length ; this factor k is then 
said to be the specific resistance of the conductor in ohms per mtler- 
gram. It should be noted that this method of expressing the spe- 
cific resistance of a conductor involves the density of the conductor, 
while the other methods do not. The determination of the specific 
resistance of a conductor in meter-grams, however, does not 
require a determination of the density, but merely the measure- 
ment of the resistance, length and mass of a given wire of the 

conductor, since fc= — . However, to calculate from the value 

P 
of k the specific resistance in microhms per centimeter-cube, or 
per inch-cube, or ohms per mil-foot, does require a knowledge of 
the density of the conductor. 

The various units of specific resistance are related as follows: 
] microhm per inch-cube =2.5400 microhms per cenli- 

meter-cube 
1 microhm per centimeter-cube =6.0153 ohms per mil-foot 
1 ohm per meter-gram = '"^ microhms per centi- 

meter-cube 
1 ohm per meter-gram = ' - * g" ohms per mil-foot 

To calculate the resistance of a wire of uniform cross section when 
ite specific resistance is given, the formulas 

R=pL or R=k^ 

are directly applicable, but care must be employed to express all 
the quantities entering into the formula in the same system, of 
units. For example, the resistance in ohms of a wire which has 
a specific resistance of 1,6 microhms per centimeter cube, a 
length of 1000 feet and a cross section of \ square inch, is 

fl-1.6xlO-iyg- X'">'^-'" -0.0302 ohm.. 
0.25X (2.5-1)' 

Experiment shows that the resistance of a given length of 
wire of uniform cross section is indejjendent of the shape into 



.,Ct)i>^ic 



CONTINUOUS ELECTRIC CURRENTS 135 

vhich the wire is bent, provided the diameter of the wire is small 
compared to the radius of curvature of the curve into which it 
may be bent, which condition is equivalent to saying that the 
" stream lines " of the current are all of the same length (see Article 
101). This condition is almost always realized in practice, and 
consequently formulas (II) and (lla) are in general directly ap- 
plicable to the calculation of the resistance of a wire whether the 
wire be straight or curved or wound into a coil of any shape. 
These formulas are also applicable to the calculation of the resist- 
ance of a rod or bar, provided the rod or bar is not bent into a 
sharp curve and the distance between ita points of connection to 
the circuit is large compared to the linear dimensions of its cross 
section. When the stream lines of the current are not all of the 
same length, as, for example, when a current is established in a 
heavy short bar bent into a sharp curve, the resistance of the bar 
can be calculated only when the distribution of these stream lines 
is known. Again, when the stream lines of the current are not 
parallel, e.g., the leakage current through the insulation of a cable, 
these formulas are not apphcable (see Article 102). 

With the e.xception of silver, copper has the lowest specific 
resistance of any metal. The specific resistances of a few common 
metals at 0° centigrade are given below. 

Microhms Ohm* per Ohini per 

per Cm.-Cube Mil-Foot Ueter^Oruu 

Silver 1.49 

Copper (very pure, annealed) 1.56 

Aluminum (99% pure) 2.56 

Iron (very pure) 9.07 

Steel rails (average*) 14.00 

Silver is seldom used for electric conductors on account of its 
high cost. Copper is the metal most frequently used. Aluminum, 
although it has a greater resistance than copper 'for the same 
length and cross section (i.e., same volume), has, on account of its 
low density, a less resistance for the same mass or weight; its 
cost for the same resistance as that of an equal length of copper 
ia about 10% less. It i^ therefore used to a considerable extent 
for overhead transmission lines ; its mechanical strength, however, 
is inferior to that of copper. Pure iron is too costly for use as a 

■Ths recdstanoe of steel rails varies considenibly with their ohonical 
ctmporation. 
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practical conductor. Steel, however, in the form of track raik or 
." third " rails is largely used in railway work, but is seldom used 
as a conductor in the form of wires, except for short telephoiie 
lines, and even here it b being largely supplanted by copper. 

Any impurity in a metal increases its resistance. All alloys 
have a greater resistance than that of the best conductor in them. 
For certain purposes, particularly in the construction of " resist- 
ance boxes " and " rheostats," a high specific resistance is de- 
sirable. Various alloys are made for this purpose, the specific 
resistances of which can be found in any electrical engineer's 
handbook. For the resistance of copper and aluminum wires of 
various sizes see Appendix B. 

84. Electric Conductance and Cottductivity. — The reciprocal 
of electric resistance is defined as electric conductance. That 
is, when R is the resistance of a conductor, the conductance is 

where / is the continuous current established in the conductor and 
Pft the rate at which heat energy is developed in it. The unit of 
conductance on the c. g. e. electromagnetic system of units is 
one abampere-squared per erg per second; this- unit is called the 
absolute unit of conductance or the abmho. The practical unit 
of conductance is one ampere-squared per joule per second, or one 
ampere-squared per watt; this unit is called the mha. (Note 
that the word "mho" is simply the word ohm written backwards.) 

The reciprocal of specific resistance or resistivity is called 
specific condvciance or conductivUy. For example, a specific 
, resistance of 10 ohms per mil-foot is the same as a conductivity 
of 0.1 mhos per mil-foot. 

8D. HatthiesGen's Standard of Conductivity. — Matthiessen, 
about 60 years ago, found that the specific resistance of the 
purest copper at that time obtainable was 0.141729 ohms per 
meter-gram at 0" cent. Matthiessen, however, failed to state the 
density of his copper, bo that the exact value of this specific re- 
siBtance in microhms per centimeter-cube or in ohms per mil-foot 
is not known. However, assuming 8.89 as the probable value 
of this density, Matthiessen's value of 0.141729 ohms per meter- 
gram is equivalent to 9,5900 ohms per mil-foot. The corre- 
sponding value of the conductivity, namely 0.10427 mhos per 
mil-foot, has been adopted by electrical engineers in this coun- 
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try and in England as the " standard conductivity "; thia 
standard is usually referred to as Mattkiessen'a standard. The 
relative condnctivity of any conductor is then equal to the percent- 
age ratio of its conductivity per mil-foot at 0° centigrade to the 
conductivity (0.10427) of Matthiessen's standard; that is, the rela- 
tive conductivity of a conductor which has a resistance of 15.5 
ohms per mil-foot at 0° centigrade (i.e., 0.0647 mhos per mil-foot) 
is 62%, Note that the lower the relative conductivity the higher 
is the specific resistance. It is of interest to note that copper can 
be made at present of a greater purity than that used by Matthies- 
sen and consequently having a relative conductivity greater than 
100% of Matthiesaen's standard. Commercial copper wire usually 
has a conductivity of from 96% to 99% ; the " harder " the wire 
the lower its conductivity. Commercial ahiminum has a con- 
ductivity of about 62%. 

86. Temperature Coefficient of Electric Resistance. — It is 
found by experiment that the variation of the resistance of a 
conductor with temperature may be expressed by the formula 

R = R„{l+0t) (13) 

where Bo is the resistance of the conductor at any given " stand- 
ard " temperature, B the resistance of the conductor at a tem- 
perature t degrees above this temperature, and ^ a coefficient 
which is approximately constant independent of the temperature 
rise t, but does depend upon the temperature corresponding to R„. 
Zero degrees centigrade is usually taken as the standard tem- 
perature, and the value of this coefficient j8 when the rise <rf 
temperature is referred to 0° cent, is called the resixHviiy tem- 
peralure coefficient of the conductor, or briefly, the temparatvre 
coefficient of the conductor. The value of for commercially 
pure copper depends somewhat upon the purity of the metal 
and also upon the rise of temperature (. The American Institute 
of Electrical Engineers, however, has adopted the constant 
value 0.0042 as sufficiently accurate for all grades of commercially 
pure copper and for any value of the temperature rbe ordinarily 
met with in electric machinery, that is, for any rise of temperature 
not greatly in excess of 100° cent. The temperature coefficient 
of any other commercially pure metal, except the magnetic 
metals such as iron, nickel, cobalt and bismuth, has practically 
the same value. The temperature coefficient for iron is 0.00625 
per degree cent. 
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The temperature coefficient of carbon is negative and is not a 
constant. For example, the resistance of a carbon-filament lamp 
is less when the lamp is burning tluin when it is cold. The tem- 
perature coefficient of moat insulators is abo negative and verj' 
lai;ge; moreover, it is far from being constant. 

The temperature coefficient of alloys depends largely upon 
their constituents. It k possible to make alloys for which the 
temperature coefficient is zero over a considerable range of tem- 
perature. Such alloys are extremely useful in the construction 
of standard resistance coils, since the resistance of such a standard 
remains constant for any ordinary variation of temperature and 
consequently its resistance does not have to be " corrected " for 
temperature. 

Equation (13) enables one to calculate the resistance of a con- 
ductor at any temperature when its resistance at any other 
temperature and its temperature coefficient are known. For, 
calling Ri the resistance of the conductor at t° cent, and R,, its 
resistance at t' degrees centigrade, we have 

Hence, taking the ratio of these two equations, we have 
R,,_l+fit' 
R^'l+fil 

"' R,J.±^_R, . 03a) 

' 1+^ ' 
Substituting for the numerical value of 0.0042, and dividing 
the numerator and denominator of the fraction in the right-hand 
member by 0.0042, gives 

^ 238 + f^ 
238-l-( 
The operation expressed by this equation is readOy performed by 
one setting of a slide rule, when a temperature scale is marked 
off on the lower scale of the slide, marking 238 as 0°, 248 as 10°, 
258 as 20°, etc. Then, if the resistance at 25° cent, b 3 ohms, 
say, the resistance at any other temperature, say 60°, is found by 
setting 25 on this new scale oppasite 3 on the lower scale of the 
rule and reading ofT on the lower scale the number corresponding 
to 60 on the new scale, i.e., 3.4 ohms. 
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Equation (136) also gives a convenient method of determining 
the average temperature of a coil of copper wire when heated in 
any manner, as, for example, by the current established in it. 
For the resistance of the coil " cold," i.e., at room temperature, 
may be measured and also its resistance when heated. Knowing 
these two resistances K, and R^' and the room temperature (, the 
value of (' is readily calculated. For example, if the resistance 
of a coil at 20° cent, is found to be 5 ohms and its resistance 
when heated 6 ohms, then when 20 on the temperature scale of 
the slide rule is set opposite 5 on the lower scale, the reading on 
the temperature scale opposite 6 on the lower scale gives the 
average temperature, 71° cent. The rise of temperature due 
to the heating of the coil is then 71 — 20°=51°. This method 
of measuring the temperature rise of a coil is largely used in 
practice. 

87. Difference of Electric Potential.— Electric Energy. — When 
a steady current of water ia forced through a pipe, the work W 
(lone in any interval of time by this current in any length of the 
pipe (between the points 1 and 2, say) is equ^ to the drop in pres- 
sure V from 1 to 2, multiplied by the quantity of water Q which 
is forced across each section of the pipe between these two points 
in this interval, i.e., 

W = VQ 

or V= — 

Q 

la other words, the drop in pressure from 1 to 2 is equal to the 
work done by, or the potential energj' lost by, the current of 
water between the points 1 and 2 per unit quantity of water 
forced through the pipe. 

The drop of pressure between the two points may also be ex- 
pressed in terms of the quantity of water per second forced across 
each section of the pipe between these two points, i.e., the strength 
I of the water current, and the rate at which work is done by this 
current, i.e., the power P developed by the current. For the 
quantity of water forced across each section of the pipe in an 
interval of time ( is Q =/( and the work done \&W = Pdt. Whence, 
from the above expression for the drop of pressure 
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That is, the drop of pressure between any two points along a pipe 
through which a water current is flowing is equal to ratio of tie 
power developed by the current to the strength of the current. 
This relation holds for a varying current as well as for a steady 
current ; i.e., the instantaneous pressure drop is equal to the instan- 
taneous power divided by the instantaneous value of the current 
strength. 

When there is no pump or motor connected in this given 
l^igth of pipe, all the work done by the water current appears as 
heat energy, that is, the potential energy lost by the water in this 
length of pipe is converted into heat energy. When the water in 
going from 1 to 2 passes through a water-motor, part of the poten- 
tial energy lost by the water is converted into mechanical energy 
by the motor. Hence, when the same quantity of water per 
second as before is forced through the pipe^the water between the 
points I and 2 will lose potential energy at a greater rate, and 
consequently the drop of pressure between these points will be 
greater than before. Again, the water ia going through a pump 
has work done on it, and consequently the water in passing 
through the pump has its potential energy increased. Hence 
the drop in pressure through the pump in the direction of the 
flow of water is negative, that is, there is a rise of pressure through 
the pump in the direction of the current. In general, whenever 
the water does work, or loses potential energy, there is a drop of 
pressure in the direction of the current, and whenever work is 
done on the water, or the water gains potential energy, there is a 
rise of pressure in the direction of the current. 

In any given system of pipes connecting any number of pumps 
and motors, in which the pipes, pumps and motors are all com- 
pletely filled with water, the rate at which work is done by the 
water in driving the motors, in producing heat energy in the pipes 
and the water passages of the pumps and motors, and in accelerate 
ing itself, is exactly equal to the rate at which work is done on the 
water by the pumps. That is, the total amount of potential 
energy of the water remains unaltered ; the gain in potential enei^Qr 
by any particle of water as it is forced through a pump is exactly 
equal to the simultaneous loss of potential energy by some other 
particle of water somewhere else in the system. The water curreot 
then acts simply as a means for the transfer of energy ; the work 
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done on the water at each instant is exactly equal to the work 
done by it at that inataat. 

Since the pressure in a current of water has but a single value 
at each point in this current, it follows that the total drop of 
pressure around any closed path formed by auy number of such 
pipes, pumps and motors must be zero. Also, since the water is 
incompressible (at least, practically so) the quantity or volume 
of water flowing up to any junction of two or more pipes in any 
interval of time must be exactly equal to the quantity of water 
which flows away from this junction in this same interval of time. 
Or, calling the quantity of water which flows away from any given 
point equivalent to an equal negative quantity flowing to that 
point, an equivalent statement of this same fact is that the alge- 
braic sum of the strengths of the water currents flowing up to 
any junction of the pipes is always zero. 

Similarly, it is found by experiment that whenever there occur 
any of the phenomena which are attributed to the flow of an 
electric current, there is always a loss of energy by one or more 
parta of the circuit or by some body in the vicinity of the circuit, 
and a gain of energy by other parts of the circuit or by bodies in 
the vicinity of the circuit. For example, in the simple circuit 
formed by a wire connecting the poles of a battery, the battery 
loses chemical energy, and the wire and the conductors forming 
the battery become heated, or gain heat energy. The energy lost 
by any part of the circuit or by any body in its vicinity is said to 
result in a gain of an equal amount of electric energy by the electric 
current, and the energy gained by any part of the circuit or by 
any body in its vicinity is said to be due to the loss of an equal 
amount of electric energy by the electric current. That is, the 
electric energy gained by the. current in any portion of the circuit is 
defined as the amount of energy lost by this part of the circuit or 
by any other bodies as the result of the existence of the current in 
this part of the circuit; and the electric energy lost by the current 
in any portion of the circuit is defined as the amount of energy 
gained by this portion of the circuit or by any other bodies as the 
result of the existence of the current in this portion of the circuit.* 

*Electric energy as thux defined ia to be distinguished from electrostatic 
ener^; electric energy is the work done on or by electric currenls, while 
electroetatic eneigy is energy possessed by ebctrio charges. Electrostatic 
energy is discussed in detail in Chapter V. 



^dbyGoOgk' 



142 ELECTRICAL ENGINEERING 

Experiment shows that the net electric energy, as thus defined, 
gained by the electric current in any closed electric circuit in any 
interval of time is zero. (This is also true for any stream line of 
electric current, whether the current be continuous or variable.) 
That is, any electric energy gained by the current in any part of its 
path, e.g., the energy lost by a battery or other source of electromo- 
tive force, is lost by the current in some other part of its path, 
e.g., as heat energy, mechanical energy, chemical energy, or in the 
case of a variable current, as magnetic and electrostatic energy. 
The electric energy of an electric current is entirely analogous to 
the potential energy of a current of water in a pipe or system of 
pipes completely filled with water. The potential energy gained 
by the water in any part of its path, e.g., from a pump, is all given 
out by the water in some other form of energy, e.g., the heat energy 
developed in the pipe and the work done on any hydraulic motor 
that may be connected in the pipe. An electric current may then 
be considered as a means for the transfer of energy, just as a 
stream of water completely filling a closed pipe or sj^tem of pipes 
is a means for the transfer of energy. The net amount of potential 
energy in the water current remains constant; similarly the net 
amount of electric energy in the electric current reraaias coastant. 
We have seen how the rate at which potentiiil energy ia lost or 
gained by a current of water flowing through a given length of 
pipe (i.e., the power developed by this current) may be expressed 
in terms of the strength of the current and the drop of pressure 
along the given length of pipe. We are therefore led to the 
conception of electric pressure, or, as it is also called, electric 
potential, as a property of an electric current analogous to hydraulic 
pressure. As in the case of the flow of water, we are concerned only ■ 
with the difference of pressure and not with the absolute pressure of 
the water, so in discussing the flow of electric currents we need 
concern ourselves only with the difference of electric pressure 
or difference of electric potential. We may then define the 
drop of electric pressure, or the drop of electric potential, from any 
point 1 to any other point 2 along a wire carrying an electric cur- 
rent a.^ the ratio of the rate at which electric energy is lost by the 
current Itetween thcKe two points to the value of the current from 
1 to 2. That is, calling P the rate at which electric energy is lost 
by the current between the points 1 and 2 (i.e. , the power developed 
by this current) and / the value of the current from 1 to 2, the 
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drop of electric potential from the point 1 to the point 2 is defined 



which is a relation of exactly the same form as that between 
hydraulic pressure, the rate at which potential energy ia lost by 
the current of water through the pipe, and the quantity of water 
per second flowing through the pipe. Drop of electric potential, 
or potential difference, is frequently abbreviated " p.d." 

The unit of electric potential drop, or of potential difference, 
ID the c. g. 8. electromagnetic system of units is equal to one erg 
per second per abampere and is called the abvoU. When the rate 
at which energy is lost by the current is expressed in joules per 
second {i.e., watts) and the electric current in amperes, the unit 
of potential drop is one joule per second (i.e., one watt) per ampere ; 
this unit is called the voll, and is the unit almost invariably used 
in practice. There is still another unit of potential difference 
which is employed in discussing electrostatic phenomena. This 
unit is called the c. g. e. electrostatic unit. The relations between 
these various unita are 

I volt =IO^abvolts 

1 c. g. a. electrostatic unit =300 volts 

1 c. g. s, electrostatic unit =3X I0'° abvolts 

On the hypothesis that an electric current is an actual flow of 
an incompressible something, the above definition of drop of 
electric potential is equivalent to the definition that " the drop of 
electric potential from any point I to any point 2 is the work done 
by unit quantity of electricity when it moves from the point 1 
to the point 2." The definition given above, however, is prefer- 
able, since it does not involve any hypothesis. 

In designating the two terminab of any portion of a circuit 
that terminal which is at the higher potential b called the positive 
terminal and the terminal at the lower potential the negative 
terminal. 

When a potential difference b expressed in volts, the word 
" voltage " is commonly employed instead of the term potential 
difference. The word " tension " b also employed to mean the 
same thing as potential difference. For example, one speaks of 
the voltage of a generator, a high tension transformer, etc. 



^dbvCoO^^lc 



144 ELECTRICAL ENGINEERING 

88. Heasurement of Drop of Electric Potential. — Experiment 
shows that the drop of electric potential as defined by equation 
(14) 18 strictly analogous to the hydraulic pressure in a system 
of pipes, pumps and motors completely filled with water. In 
particular, it is found that the drop of electric potential around 
any closed circuit is always zero, whether this circuit be a simple 
circuit like that formed by a battery with its poles connected by 
a wire, or whether this circuit be part of any network of circuits, 
no matter how complicated the network may be. Hence, when 
a wire is connected between any two points 1 and 2 of any 
circuit whatever, the drop of potential from the point 1 to the 
point 2 through the wire will be exactly equal to the drop of 
potential from the point 1 to the point 2 through the conductors 
forming the original circuit. In general, when a wire is con- 
nected to an electric circuit, the current established in the wire 
will cause a change in the strength of the current in the original 
circuit, which will in turn cause a change in the drop of potential 
between the two points. Hence, in general, the drop of potential 
in a wire when it is connected to any two points of a circuit 
is not the drop which originally existed between these two points. 
However, by making the resistance of the wire sufficiently great, 
the current which is established in it can be made n^ligibly 
small, and the change produced in the current in the original 
circuit by the presence of the wire may be neglected. Again, 
(see Article 94) when any two dissimilar substances are placed 
in contact a small difference of potential is produced between 
them. Hence if the wire is made of a different material from 
that of the conductors forming the circuk, the difference of po- 
tential between the two ends of the wire will not necessarily 
be equal to the difference of potential between the two points of 
the conductor in contact with which the two ends of the wire 
are placed. This difference, however, is inappreciable in ordinary 
practical measurements. 

The fact that the drop of electric potential between any two 
points is the same over any path connecting these points, leads to 
a simple method of actually measuring the potential drop between 
any two points of an electric circuit in which is established a 
continuous current. For, experiment shows that when a continu- 
ous current is establiahed in a wire which is of uniform structure 
kept at uniform temperature in an unvarying magnetic field, then 
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the only form of energy produced in or around the wire is heat 
energy. Hence from the definition of electric energy given above, 
the total loaa of electric energy by the current in this wire is equal 
to the heat energy which is produced in the wire. But by Joule's 
Law (Article 81), the rate Pj at which heat energy is developed 
between any two points 1 and 2 of such a wire under these con- 
ditions, is equal to RI^, where R is the resistance of the wire be- 
tween the points 1 and 2, and / ia the current in the wire. Hence 
the drop of potential from the point 1 to the point 2 is, from the 
definition given above (equation 14), 

V=J^^RI. (15) 

That is, the drop of potential between any two points 1 and 2 
in the direction of the current in a wire of uniform structure and 
of uniform temperature throughout, when this wire is kept in an 
unvarying magnetic field, is equal to the product of the resistance 
of the wire between these two points by the strength of the cur- 
rent in the wire; this product RI is frequently called the " resist- 
ance drop " between the two points. We have already seen how 
the current strength and the resistance may be measured ; conse- 
quently the above relation gives a method for actually measuring 
the drop of electric potential between two points of such a wire. 

To measure the drop of potential between any two points 
1 and 2 of any circuit, it is then only necessary to connect 
to these points a wire of known resistance and measure the 
strength of the current established in it. Then, if the resistance of 
the wire is sufficiently high to make the current in the wire n^- 
ligibly small, the difference of potential between the two points 
13 equal to the product of the resistance of the wire by the current 
established in it. This is the principle of the ordinary continuous 
current voltmeter, which is simply an ammeter with a high resist- 
ance coil in series with it. The scale of the instrument is cali- 
brated to read directly in volts instead of in amperes; that is, 
the scale reads directly the product of the strength of the current 
through the wire forming the coils of the instrument and the high 
resistance coil in series with it and the value of the total resistance 
of this wire. For accurate measurements with such an instru- 
ment the effect of changes of temperature in changing the resist- 
ance of the coils has to be taken into account. Also, care must be 
taken not to place the instrument in a strong magnetic field, since 
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such a field may alter the magnetic field in which the coil of the 
instrument is designed to move. The effect of using wires of 
different materials in the various parts of the instrument, or for 
the connections to the instrument, is usually inappreciable in 
ordinary practical measurements. 

89. Ohm's Law. — Equation (15) may also be expressed in 
the form 

" I 

and in this form is known as Ohm's Law, from the name d the 
scientist who discovered the relation expressed by this formula. 
Id words, Ohm's Law b that, when a continuous current is estab- 
lished in a wire of uniform structure throughout, kept at a con- 
stant temperature in an unvarying magnetic field, then the ratio 
of the potential drop between any two points along this wire to 
the strength of the current established in the wire is constant, 
independent of the strength of the current. 

90. Electric Power and Electric Energy. — From the definition 
of drop of electric potential given in Article 87, it follows that the 
rate P at which electric energy is lt«t by an electric current of 
strength / between any two pomts 1 and 2 of an electric chcuit 
is equal to the drop in potential V from the point 1 to the point 2 
multiphed by the value of the current from 1 to 2", that is 

P=VI (17) 

When an electric current loses electric energy it is said " to develop 
an amount of power " equal to the rate at which it loses energj'. 
Hence the power developed by an electric current in any portion 
of an electric circuit is equal to the product of the strength of the 
current in this portion of the circuit by the drop of potential in 
this portion of the circuit. 

When the current / is measured in abampcres and the potential 
drop V in abvolts, the product VI gives the power in ergs per 
second. When / is measured in amperes and V in volts the prod- 
uct VI gives the power in watfa. Large amounts of electric power 
are usually expressed in kilowatts, i.e., thousands of watts. Sec 
Article 22 for the relation between the various units of power. 

Since both the current and the potential drop may be readily 
measured, the amount of power developed by a current can be 
readily determined ; in fact, electric power can be measured with 
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much greater accuracy than any other kind of power. It should 
be noted that an electric current can develop power only as the 
result of a loss of an exactly equal amount of power by some 
device associated with the electric circuit; that is, there must 
always be a generator of electric power somewhere in the circuit, 
e.g., a battery or a dynamo driven by some external source of 
energy. 

The relation expressed by equation (17) holds not only for a 
continuous current but also for the instantaneous values of the 
quantities involved, irrespective of how these quantities may vary 
with time. 

The amount of work done by the current in any portion of a 
circuit in which the potential drop in'the direction of the current 
is V, when the current is continuous for a time I and has a strength 
/,is 

W = VH (18) 

When the potential drop and the current vary with time, the 
total amount of work done by the current in the time ( is 



W^ I ^'idl 



(18a) 



When the voltage, current and tune are expressed in abvolts, 
abamperes and seconds respectively equations (IS) give the energy 
in ergs; when these quantities are expressed in volts, amperes, 
and seconds respectively these formulas give the energy in joules 
or watt-seconds; when these quantities are expressed in volts, 
amperes and hours respectively, these formulas give the energy in 
watt^hours. Large amounts of energy are expressed in kilowatt- 
hours, i.e., thousands of watt-hours. For the relation between 
the various units of energy see Article 21. 

91. The Wattmeter. — Instead of measuring the current and 
the potential drop separately by two different instruments, it is 
possible to measure the value of the product VI directly by moans 
of a single instrument. Such an instrument is called an eleclro- 
dijTiamometer or waUmeter, This instrument con-sists essentially of 
two coils, one of which is stationary and the other mounted inside 
the fixed coil on a suitable suspension or pivot in such a manner 
that the planes of the two coils are vertical and the movable coil 
can turn about a vertical axis. One coil C^, called the " voltage 
coil," is connected in parallel with, or " shunted " across, the 
terminals 1 and 2 of the circuit in which it is desired to 
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measure the power, and the other coil C^, called the " current 
coil," is connected in series with the circuit. The current coil 
is usually stationary and the voltage coil is movable. A high 
resistance R is connected in aeries with the voltage coil, so that 
only a very small current is established through this coil ; this 
current then depends only upon the diiference of potential be- 
tween the points 1 and 2. The current in the current coil, which 
is the same as the current in the line, sets up a magnetic field 
the strength of which is proportional to the strength of this cur- 
rent (see Article 67) ; this magnetic field produces a moment or 
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Fi«. 46. 

torque on the voltage coil, which torque is proportional to the 
strength of this magnetic field and to the strength of the current 
established in the voltage coil. Hence the torque produced on 
the movable coil is proportional to the product of the difference 
of potential from 1 to 2 and the current in the circuit between 
these two points. If the opposing torque produced by the sus- 
pension of the movable coil, or by a suitable spring attached to it, 
is proportional to the angular twist given the coil, its deflection 
will then be proportional to the power transferred to the circuit 
between these two points. A suitable pointer attached to the 
movable coil and arranged to move over a suitably graduated 
scale will then indicate directly the value of the power. 

92. Electromotive Force. — The heat energy developed in an 
electric circuit due to the resistance of the conductors forming the 
circuit, that is, the heat energy expressed quantitatively by the 
formula Ti\ — RPt, is only one of a number of forms of energy into 
which electric energy is converted. For example, electric energy- 
may manifest itself by producing chemical changes, that is, by 
being converted into chemical energy; or by producing a mag- 
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netic field, which in turn can produce mechanical motion, that is, 
electric energy may be converted into magnetic energy wtiicb in 
turn is converted into mechanical energy, etc. Ag^n, whenever an 
electric current is established some body or bodies lose some form 
of energy, which, in accordance with the definition of electric 
energy, is converted into electric energy. For example, when a 
wire is connected to the two poles of a battery, chemical changes 
take place in the battery which result in a loss of chemical energy 
by the battery; that is, the chemical energy of the battery is con- 
verted into electric energy. Again, It is found by experiment 
that work is required to change the number of lines of magnetio 
induction linking any part of an electric circuit; the work which 
is thus done is, by the definition of electric enei^, converted into 
dectric energy. 

In any portion of a circuit in which work is done on an electric 
current or in which the current does work, other than that done 
as a consequence of the resistance of this portion of the circuit, 
tiiere is said to exist an electromotive force. An electromotive force 
may then be looked upon as that which produces or opposes the 
Sow of electricity, other than the opposition due to the resistance 
of the conductor in which it flows. As the measure of the electro- 
motive force in any portion of a circuit ia taken the rise of poten- 
tial which it would produce in the direction of the current in this 
portion of the circuit were there no resistance drop in this portion 
of the circuit. As noted in Article 88, the resistance drop is 
always in the direction of the current; hence in any portion of a 
circuit in which there is a resistance drop the electromotive force 
is equal to the reauUarU rise of potential in the direction of the 
current in this portion of the circuit plus algebraically the resistance 
drop in this portion of the circuit. An electromotive force is then 
considered positive with respect to the current when it produces a 
rise of potential in the same direction as that of the current; 
negative when it produces a rise of potential in the opposite direc- 
tion to that of the current. An electromotive force in the opposite 
direction to that of the current is frequently called a back or 
counter electromotive force. From the definition of potential drop 
(Article 87) it follows that wherever the current and the electro- 
motive force are in the same direction there is a gain of electric 
energy by the current, or the current has work done on it ; wher- 
ever there is a back electromotive force the current loses electric 
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energy, or does work. Electromotive force is frequently abbre- 
viated e. m. /. 

An electromotive force is analogous to the pressure developed 
by a pump, while a back electromotive force is analogous to 
the back pressure due to hydrostatic head or to the back 
pressure due to an hydraulic motor. The resistance drop in a 
conductor is analogous to the drop of pressure, or " loss of head," 
due to the friction of a pipe. When the terminals of any device 
which develops an electromotive force are connected by a coit 
ductor, the electromotive force may be looked upon as the cause 
of the flow of the electric current, just as the pressure developed 
by a pump may be looked upon as the cause of the flow of the 
water current through a pipe connecting its outlet and intake. 
Just as the pressure developed by the pump is equal to the drop 
in pressure in the pipe and the water passages of the pump due to 
their frictional resistance {provided there is no acceleration of the 
water or other source of back pressure in the pipe), so is the electro- 
motive force developed by any device equal to the drop of electric 
pressure, or potential drop, due to the electric resistance of the 
conductors forming the electric circuit {provided the electric cur- 
rent is continuous, i.e., does not vary with time, and there is no 
back electromotive force in the circuit). Again, when the outlet 
and intake of a pump are connected respectively to the intake 
and outlet <rf an hydraulic motor, the pressure developed by the 
pump is no longer equal to the drop in pressure due to the fric- 
tional resistance of the pipe and water passages of the pump and 
motor, but is equal to this drop plus the back pressure due to the 
motor ; similarly, when any device which develops an electromotive 
force is connected by conductors to another device which develops 
a back electromotive force(e.?., an electric motor) the electromotive 
force of the first device is not equal to the resistance drop in this 
circuit, but is equal to this drop plus the back electromotive force 
developed by the second device. 

Since an electromotive force is measured by the difference of 
potential it produces, the units of electromotive force are the same 
as those of potential difference, namely, the abvolt, volt, and the 
c. g. s. electrostatic unit (see Article 87). 

93. Generalized Ohm's Law. —The relation between current 
strength, electromotive force, potential drop, and resistance in any 
portion of an electric circuit in which a continuous electric current 
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is established may be stated in a comprehensive manner in a 
single formula. Fig. 57 represents diagrammaticaliy any portion 
of an electric circuit ; the terminab of this circuit are designated 
by the numbers 1 and 2. An electromotive force developed in 
this rarcuit in the direction from 1 to 2 is designated by the symbol 
E„ and an electromotive force in the opposite direction by the 
symbol E„. Similarly, a current in the direction from 1 to 2 is 
designated by /„ and a current in the E„ 

opposite direction by /,i. The drop of 
potential from 1 to 2 is designated by 
V„ and a drop of potential from 2 to 1 
ia designated by F,„ The resistance 
of the conductors forming this part of 
the circuit to the current from one ter- 
minal to the other is represented by the 
Bymbol R; this resistance is, of course, Fi«. S7. 

independent of the direction of the circuit. Then, since Eu repre- 
sents a rise of potential in the direction from 1 to 2, and RI,, is a 
drop of potential from 1 to 2, the net rise of pot«ntial from 1 to 2 
is E„— RIi,. But the net rise of potential from 1 to 2 is equal to 
the net drop of potential from 2 io 1 ; hence 
V„=E„-RI,. 

or /i,=- — —— ^ ' 

R 
The net rist of potential from one terminal to another of any por- 
tion of an electric circuit is frequently called the terminal electro- 
motive force of this portion of the circuit, or the electromotive 
force impressed upon this portion of the circuit by the rest of the 
circuit. Hence, calling E'l, the terminal or impressed electromo- 
tive force in the direction from 1 to 2, we have that £' „ = — Vi, = 
V',1, and therefore equation (18a) may be written 

/ ^ ^"-E '» (186) 

R 
Equations (18a) and (18b) are two ways of expressing the same 
fact; they hold, of course, only when the current entering one 
terminal is the same as the current leaving the other. 

Equation (18&) is frequently called the Generalized Ohm's Law, 
since this expression reduces to the same form as the expression for 
Ohm's Law (equation 16) when no electromotive force is developed 
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E' V 
m the circuit, i.e., when E„ =0 then /„ = = — . Equation (186) 

is an extremely usdul one, eince it gives a simple and entirely general 
formula for c^culating the current in any portion of a circuit when 
the electromotive force developed in this portion of the circuit, the 
impressed or terminal electromotive force, and the resistance of 
this portion of the circuit are known. In applying this formula 
care must be taken in not confusing the electromotive force de- 
veloped in the given portion of the circuit with the electromotive 
force impressed across its terminals. 

When the generated electromotive force E and the current / 
are in the same direction, i.e., in an electric generator or in any 
other device in which electric enei^ is generated, equation (18b) 
may be written 

E'=E-RI (1&) 

In this case the terminal electromotive £* force is always lees than 
the generated electromotive force E. When the generated elec- 
tromotive force E and the current / are in opposite directions, i.e., 
in an electric motor or in any other device which absorbs electric 
energy, equation (186) may be written 

E' = E+RI (18rf) 

In this case the impressed electromotive force E' is greater than 
the back electromotive force E. 

For example, a continuous current dynamo may be used 
dther as a generator or a motor. If the electromotive foree 
generated by the machine is 110 volts in each case, and the resist- 
ance of its armature is 1 ohm, then when a current of 10 amperes 
is supplied by the dynamo running as a generator the terminal 
electromotive force is 110-(1X10)=100 volts; while if the dy- 
namo is running as a motor the impressed electromotive force 
must be 110 +(1X10) =120 volts. 

In employing the special forms (18c) and (ISd) of the general 
equation (186), the relative directions of the various quantities 
must not be lost sight of. In the generator equation (18c) the 
generated electromotive force E, the terminal electromotive force 
E' and the current / are all in the same direction. In the motor 
equation (18d) the generated electromotive force E and the cur- 
rent / are in opposite directions ; the impressed electromotive 
force E', considered as localized in the rest of the circuit connectii^ 
the terminals of the portion of the circuit under consideration, acts 



i,,Cot)^ic 



C»NTINUOU8 ELECTRIC CURRENTS 153 

around the closed circuit of. which the given portion is a part in 
the same direction as the current, and therefore in the opposite 
direction around the circuit to the back electromotive force E. 

The student should bear in mind that the various formulae 
given in this article are all simply different w&ys of expressing a 
single relation. This relation is that the current in any portion of 
a circuit formed by one or more conductors in aeries is equal to the 
algebraic difference between the generated and impressed electro- 
motive forces divided by the resistance of the given portion of the 
circuit. 

94. Contact Electromotive Force. — It is found by experiment 
that whenever an electric current is established in two or more 
conductor connected in series, the current always gains or losos 
electric enei^ at each point of contact between dissimilar con- 
ductors. For any given point of contact, it is found that whether 
there is a gain or loss of energy depends upon the direction of 
the current with respect to the two conductors. For example, 
ivhen a copper wire is connected to an iron wire and a current 
is established across the junction of these two conductors, the 
wires in the vicinity of the junction become cooled when the cur- 
rent is in the direction from the copper to the iron, while if the 
current is in the opposite direction, from the iron to the copper, 
the wires in the vicinity of the junction become heated. These 
effects as a rule are scarcely appreciable, but when special pre- 
cautions are taken they can readily be detected. In the first 
case, then, the current gains electric energy at the junction, and 
in the second case it loses electric energy at the junction. 

In general, then, at the junction between any two dissimilar 
conductors there is an electromotive force, and the direction of 
this electromotive force is independent of the direction of the 
current. Experiment also shows that the value of this electro- 
mtdive force of contact, as it is called, does not depend upon the 
strength of the current or upon the area or shape of the surface 
of contact between the two conductoi^, but depends only upon 
the nature of the two conductors in contact and upon the tem- 
perature of the junction. The value of this contact electromotive 
force between metallic conductors is quite small, only a small 
fraction of a volt (e.g., between copper and zinc at 25 degrees 
centigrade it is 0.00045 volt), and in practical work it is therefore 
usually negligible. However, in case of a metal conductor in 
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contact with an electrolyte the contact electromotive force may 
be several volts. In thb case, only a very small part of the 
electric energy absorbed by or given out by the current manifests 
itself as a loss or gain of heat energy at the junction of the two 
conductors, but the gain or loaa of electric energy by the current 
appears as a loss or gain of chemical energy at the junction of 
the two conductors. That is, the transfer of energy involved 
in the chemical changes which take place at the junction is many 
times greater than the transfer of heat energy from or to the 
junction between dissimilar metals. As In the case of two metals 
in contact, however, this contact electromotive force between 
conductOTs and electrolytes is independent of the strength or the 
direction of the current through the junction and is also inde- 
pendent of the area and the shape of the surface of contact, but 
depends only upon the .nature of the conductore in contact and 
the temperature of the conductors at the junction. 

It is found by experiment that whenever any number of 
conductors are connected in series, and there are no electromotive 
forces in this ch^n of conductors other than the dectromotive 
forces of contact at their junctions, then the net electromotive 
force between the ends of this series of conductors is the same 
as if the two end eonductora were connected directly to each 
other, provided all the conductors are kept at the same uniform 
temperature and the chemical action at the cathode in each electrolyte 
in the series is jv^t the reverse of the chemical action at the anode 
in this electrolyte. This fact is sometimes called the Law of Succes- 
sive Contacts. For example, if a copper wire is connected to 
an iron wire which in turn is connected to an aluminum wire, 
the net electromotive force between the free ends of the copper 
and the aluminum wire is the same as if the copper wire were 
connected directly to the aluminum wire. Similarly, when two 
copper wires are soldered together, the net effect of the solder is 
nil, whether the two copper wires are in actual contact or are 
joined only through the solder. (If the flux used in soldering acts 
chemically on the wires, an electromotive force may be produced 
at the junction ; this electromoti\G force, although small, may be 
sufficiently large to cause considerable trouble when delicate meas- 
urements are to be made.) Again, the net electromotive force of 
a silver voltameter is zero, since at the anode silver goes into solu- 
tion as silver nitrate and at the cathode silver is deposited from 
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the silver nitrate solution, that is, the chemical actions at the two 
electrodes are just the reverse of bach other. 

The two exceptions to this law of successive contacts are 

1. When the chemical actions at the two electrodes in any 
electrolyte in the series are not the reverse of each other, and 

2. When the conductors forming the series are not at the sune 
temperature. 

In either case, when the conductors forming the ends of the 
series are connected together, there will in general be a current 
established in this closed chain, since the net rise of potential 
due to the net electromotive force in the series must be balanced 
by an equal fall of potential, for the total drop of potential 
around any closed circuit is always zero. The value of the 
current established in the closed circuit thus formed will be 
equal to the resultant or net electromotive force divided by 
the total resistance of all the conductors in the aeries (see Arti- 
cle 98). 

9S. Chemical Batteries. — The action of all chemical batteries 
is based upon the first exception to the Law of Successive Con- 
tacts. For example, in the case of the simple copper-sulphuric 
acid-zinc battery described at the beginning of this chapter, the 
electromotive force of contact between the zinc and the sulphuric 
acid solution is in the direction from the zinc to the acid and 
is about one volt greater than the contact electromotive force 
between the copper and the acid. This latter electromotive 
force is in the direction from the copper to the acid; hence 
the net electromotive force of the battery from the zinc pole 
to the copper pole is about one volt. The copper pole is the piosi- 
tive pole and the zinc pole the negative pole.* That is, there is a 
net rise of potential through the battery from the zinc to the cop- 
per pole equal in value to about one volt. Consequently, when 
the two poles of the battery are connected by a copper wire, 
a current is established in this wire equal in value to this 
electromotive force divided by the total resbtance of all the 
conductors in series. For example, calling the electromotive 
force of the battery 1 volt, the resistance of the wire 1 ohm, 
♦The standard symbol for a battery is two parallel lines thus 

l| 

The short line represents the negative and the long line the poMtive pole. 
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and the resiBtaiice of the cODductois fonniag the battery 0.2 ohms, 

^ 1 

'h2 

of the conductora forming the battery is usually called the internal 
resistance of the battery, and is never n^ligible unless the wire 
forming the external circuit has a very large resistance. It 
should also be noted that in the example just cited there is also 
a contact electromotive force between the zinc pole and the copper 
wire forming the external circuit, but since this electromotive 
force is but a very smaJl fraction of a volt it is usually negligible 
in practical work. For a description of the construction of the 
common forms of chemical batteries used in practice, see any elec- 
trical engineer's handbook. 

It is found by experiment that the net electromotive force 
of any chemical battery or cell is constant, provided the chemical 
nature of the electrodes and the electrolyte in contact with them 
does not change. One dectrode may waste away and the other 
increase in mass, due to the chemical action which takes place 
at them, but as long as their chemical composition and that of 
the electrolyte in contact with them does not change and the 
temperature remains constant, the dectromotive force of the 
battery remains constant. In general, however, when an electric 
current is established through a battery, the electrodes not only 
change in mass, but some of the products of the chemical actions 
which take place collect at the electrodes, and thus change the 
nature of the substances in contact, and consequently the 
electromotive force of the battery changes. For example, when 
a current b established through the copper-sulphuric-acid-tinc 
battery, zinc sulphate is formed at the zinc electrode, and 
bubbles of hydrogen gas collect at the copper electrode and 
the electromotive force of the battery falls off. The battery in 
such a case is said to become polarised, and the decrease of its 
electromotive force is said to arise from a back electromotive force 
of polarisation. There are various methods for preventing the 
polarisation of a battery; see any electrical engineer's handbook. 
The polarisation of a dry battery is particularly noticeable, since 
the electrolyte in such a battery, instead of filling the entire 
space between the poles of the battery, simply impregnates a 
practically solid mass between these poles. Consequently, the 
products of the chemical actions at the poles of the battery cannot 
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diffuse rapidly through the battery but collect at the poles where 
they are formed. However, when such a battery is left open- 
circuited for a time after it is used, these products gradually dif- 
fuse through the battery, and its electromotive force gradually 
returns to practically its original value, provided none of the 
active materials has been completely destroyed. 

96. Deflnitioii of the Intenuitioaal Volt. — Many of the 
ordinary forms of batteries undergo chemical changes in their 
various parts even when left open-circuited. This is due chiefly 
to impurities in the chemicals of which they are made. It is 
possible, however, to construct a battery which will remain 
practically unaltered for several years, provided no current is 
taken from it. Hence such a battery, or cell, makes a very 
convenient standard of electromotive force or potential difference. 
One of the moat satisfactory cells of this kind is that known as 
the Clark cell, and m terms of this cell the International Congress 
of Electricians defined the volt as follows : 

" As a unit of electromotive force (shall be taken) the Inter- 
national Volt, which is the E.M.F. that steadily applied to a 
conductor whose resistance is one international ohm, will produce 
a current of one international ampere, and which is represented 
sufficiently well for practical use by J-HJ of the E.M.F, between 
the poles or electrodes of the voltaic cell known as Clark's cell, 
at a temperature of 15° C, and prepared in the manner described 
in the accompanying specification (B)." 

The specification referred to is to be found on page 10 of 
Foster's Electrical Engineer's Pocket Book. This definition has 
been legalized by most civilized countries. 

In the practical use of a Clark cell as a standard of comparison 
of potential differences, an arrangement is used which obviates 
the necessity of taking any current from the cell. The principle 
of this method is to balance the electromotive force of the cell 
against an equal resistance drop. See Article 100. 

97. Thermal Electromotive Forces, — As noted in Article 94 
the Law of Successive Contacts does not hold in case the tempera- 
ture of the chain of conductors forming the electric circuit is 
not the same for all these conductors. For example, when an 
iron and a copper wire are connected to each other at their two 
ends in such a manner that they form a closed loop, the electro- 
motive force, and ther^ore the current, in this loop will not be 
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zero if the two junctions betweea the iron and the copper are 
kept at different temperatures, or even if there is a difference 
of temperature between any two points of the same wire. These 
thermal electromotive jorcea, as they are called, are however only 
a Bmall fraction of a volt even for a considerable difference of 
temperature, and consequently in any circuit in which there 
are other electromotive forces of the order of a volt or more, 
they may be n^lected. One important practical application 
of these thermal electromotive forces, however, is in the thermo- 
electric couple or electric pyrometer for measuring high tempera- 
tures. The ordinary form of rfectric pyrometer consists essen- 
tially of a platinum and a platinum-iridium wire fused t<^ether 
at one end and connected in series with a milli voltmeter {i.e., a. 
voltmeter designed to measure differences of potential of the 
order of a thousandth of a volt). The junction between the two 
wires, suitably protected by a porcelain or quartz tube, is placed 
in the furnace the temperature of which it is desired to measure. 
The difference of potential indicated by the voltmeter is then 
practically proportional to the difference between the temperature 
of the hot junction in the furnace and the temperature of the 
ends of the two wires where they are connected to the voltmeter. 
98. Kirchhoff's Laws. — We have already had occasion, in 
several instances, to make use of the two experimental facts that 

1. The algebraic sum of the currents coming up to any junction 
in a network of conductors is always zero, and 

2. The algebraic sum of the potential drops around any 
closed loop in a network of conductors is always zero. 

Those two experimental facts are known as Kirckhoffa Laws, 
from the name of the scientist who firat clearly enunciated them. 
By making use of these facts one can always predetermine (1) 
the currents in each branch of a network when the resistance 
of each branch and the electromotive force in each branch are 
known, or (2) the resistance of each branch of a network when 
the current in each branch and the electromotive force in each 
branch are known, or (3J the electromotive force in each branch 
when the current in each branch and the resistance of each branch 
are known. These two laws are therefore of fundamental im- 
portance. 

It should be carefully borne in mind in applying these laws 
that a current leatnng any point is equivalent to an equal negative 
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curreat entering that point, and that an e. m. f. in any chosen 
direction is equivalent to a rise of potential in that direction. 
In working out any problem concerning a network of circuits it 
is convenient to make a diagram of the network and to place on 
each branch in this diagram a number or symbol to represent the 
value of the current in this branch and an arrow or subscripts 
to indicate the direction of the current represented by this num- 
ber or symbol, and wherever there is an e. m. f. to place a number 
or symbol to represent the value of this e. m. f. and an arrow or 
subscripts to indicate its direction. Then at any junction point 
those currents repree^ited by arrows pointing toward the point 
are to be considered positive (say) and those represented by 
arrows pointing away from the point are to be considered nega- 
tive; and for any closed loop those currents and e. m. f.'s repre- 
sented by arrows pointing around the loop in the clockwise 
direction (say) are to be considered positive and those pointing 
ajDund the loop in the counter-clockwise direction are to be con- 
sidered n^ative. With this understandiug, we then have, 

S /^O at every point (,19a) 

2 S =2 fi ? for every closed loop (196) 

where I, R, and E represent the current, the resistance and the 
€. m. f, respectively in each branch of the loop, and the symbol 
2 indicates the algebraic sum of the expression following it. 

Equations (19) enable one to write down a set of simultaneous 
equations for the given network, but it will be found that at 
least one of the current equations may be derived directly from 
the other curroit equations, and that at least one of the 
potential equations may be derived from the other potential 
equations. That is, the number of independent equations of 
each form will be one less than the number which it is possible 
to write down. It should also be noted that it is frequently 
unnecessary to write down formally all the possible independent 
equations; many of the simpler problems can be solved by writ- 
ing down two independent expressions for the potential drop 
between each pair of points and equating these two expressions; 
this is illustrated by the Generalized Ohm's Law (Article 93) which 
is but a special case of KJrchhoff's second law. The following 
ex^ples will serve to indicate the use of Kirchhoff's Laws : * 

*Tbe BolutioQ of network problems by means of detenninonts ia given 
in detail in Del Uar's EUetric Power Conductors. 
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A. Resistances and Electromotive Foices in Series. — Con- 
sider any number of conductors in series (Fig. 58) and let a drop of 
potential F„ be established between the two ends of this series of 
coaduotois. Let the current in these conductors be in the direc- 
tion from 1 to 2 and Igt/ ^ be its valu e : I,, w ill be the same in each 
conductor, since they are in series. Let Sf, BT, Iff", etc,, be the 
reeiatances of the various conductors and S*,,, E",,, E",,, etc., 
the electromotive forces in this portion of the circuit between the 
points 1 and 2 in the direction from 1 to 2. Then the potential 
drop from 1 to 2 is also fl'/„-ff'„+fl' /..-£^„-h «"/„-£",„ 
etc. Hence 

V„~{R^ + Iff'+Iff", etc.) I»-(.E'„+E'„+E",„ete.). (20) 
Therefore the resistances between the points 1 and 2 are equivalent 
to a single resistance 

R=Iif + Iff' + R", etc. {20a) 

aad the electromotive forces between the points 1 and 2 are 
equivalent to a single dectromotive force 

E„ = E'„+E'„+E",„ etc. (20&) 

When the equivalent electromotive force J?,, is poative and greater 
than the product of the current /,, and the equivalent resistance R, 

■ - Ej, Eli ^li 

L^/vwH pVWW I^MMH p 
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the drop of potential from 1 to 2 will be negative, that is, tiiere will 
be an actual rise of potential from 1 to 2; this corresponds to the 
condition when the part of the circuit from 1 to 2 is supplying 
energy to the rest of the circuit which completes the closed loop 
from 2 to 1. When E,t is negative or is less than the product 
RI,„ the potential drop from 1 to 2 is positive, which represents 
a transfer of energy to this part of the circuit from the portion 
of the circuit closing the loop from 2 to 1. 

b. Resistances and Electromotive Forces in Parallel. — When 
a number of resistances R", R', R", etc., are connected in parallel 
between two pointa 1 and 2, and there are electromotive forces 
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^it. ^n, E",^ etc., in these respective branches, the drop of 

potential V,, from the point 1 to the point 2 must be the same 

for each branch, and the total Bj, 

current entering the point 1 

must be equal to the total 

current leaving this point. 

Heace, calling /„ the total ' 

current entering the point 1 

in the direction from 1 to 2, 

and /',., /',„ /",„ etc., the 

currents in the respective 

branches in the direction from 1 to 2, we have 

'■.=/'..+/'.,+ /",. + etc. (21) 

and 

ff /'.,-^„="B' /"„- E'„=Sr' /"„- ff"„=etc. (21a) 
from which relations the currents in the individual branches may 
be calculated when the resistances and the electromotive forces 
in these branches are known. Again, if the drop of potential 
V^u from IJo-^ is given instead of the total current I,„ we have 
instead of the fiist equation the relations 

V„ = R'I'„-E',. = R'I''„~E'„ = Rf" I"„-E"., (21&) 
which are also sufficient for the calculation of the currents in the in- 
dividual branches. In case there are no electromotive forces in the 
branches between the points 1 and 2, we have from equation {2\b), 

V 
putting B=—^, where /„ is the total current from 1 to 2, that 

whence 

J^,_/^. ^,_^.. [^Jji_ etc 
R "ft'' R "ft'' ft "ft"' **'■ 

therefore, adding these equations and substituting for Z,, its value 

from equation (21), gives 

— = — I f- [-etc. (21c) 

ft ft- ft* ft" 
That is, the equivalent resistance R of any number of branch cir- 
cuits in parallel, in which there are no electromotive forces, is the 
reciprocal of the sum of the reciprocab of the resistances of the 

individual branches; or, the equivalent conductance \ =— ) of any 

number of branch circuits in parallel, in which there are no electro- 
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pioHve forces, is equal to the sum of the conductances of the in- 
dividual branches. It also follows from equation (21b) that when 
there are any number of branch circuits connecting any two points, 
and there are no electromotive forces in these branches, the total cur- 
rrait divides among the various branches in such a maimer that the 
ratio of the current in any branch to the current in any other 
branch is equal to the inverse ratio of the resistances of these tno 
branches. It should be carefully noted that none of these relations 
are true when there are electromotive forces in any of the branches. 
In the special case of two resistances in parallel, bui no e.m. /. 
in either branch, equation (21c) becomes 

Sf XRf (21rf) 

Rf + Bf 
99. ^e Wheatstone Bridge. — A special arrangement of 
electric circuits which is extensively used in the comparison of 
resistances is that known as the Wheatstone Bridge, and is shown 
diagrammatically in Fig. 60. B is a battery of any kind, G a 
galvanometer, and R„ R„ R„ and R, are the resistances of the 




branches between the points 1 and 2, 2 and 3, 3 and 4, and 4 and 1 
respectively. The currents in each branch of this network can be 
calculated for any values of these resistances when the electromo- 
tive force of the battery, and the resistances of the battery and 
the galvanometer (including the connecting leads) are known. 
However, there is ft simple relation among the four resistances 
R„ R„ fi„ and fi, for which the current in the galvanometer 
circuit will be zero, independent of the electromotive force of the 
battery and the resistances of the battery and galvanometer cir- 
cuits. The condition that there be no current in the galvanometer 
is that there be no difference of potential across its terminals. 
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Call /,„ la, /,„ and /„ the currenta in the branches 12, 23, 14, and 
A3 respectively, the order of the subseripte indicating the direction 
of the current in each instance. Applying Kirchhoff's first law to 
the points 2 and 4 we then have for no current in the galvanometer, 

and applying Kirchho^s second law to the loops 1241 and 2342 
we have 

R, I„=R. /„ and R, I„ = R, /„ 
but since I„=I„ and /,,=/,„ the last equation may be written 
R, I„=Rt /„. Whence, taking the ratio of this equation and the 
equation R^ /i,=fi, /„ we get 

R,_R, 

R~R. 
or „ 

fi.-^. B, (22) 

Hence, when the ratio of the two resistances R, and R, is known, 
and the resistance R, is changed until there is no current in the 
galvanometer, which will be indicated by the galvanometer show- 
ing no deflection when connected into the circuit, the resistance 
flj can be calculated from this equation. 

In the simplest form of Wheatstone Bridge, the resistances 
Ri and R, are formed by a continuous wire of uniform cross 
section and the resistance A, is formed of a single standard re- 
sistance coil. Instead of altering this resistance R„ the galva- 
nometer terminal 2 is moved along the wire until the galvanometer 
deflection becomes zero. The ratio of the two resistances A, 
and R, is then equal to the ratio of the lengttis of this wire between 
the points 12 and 23 respectively. Calling these lengths l^, and 
la respectivdy, we then have that 

R,J-^.R, (22a) 

Whence it is possible to determine by a very simple experiment 
the resistance of any conductor in terms of a single standard 
resistance. Hence it is necessary to measure absolutely (see 
Article 82) the resistance of but a single " standard " of resistance, 
and all other resistances can be expressed directly in terms of 
this standard. 

100. The Potentiometer. — Another important network is that 
used in the so-called " potentiometer method " of comparing 
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potential differeaces. A simple Eurangement of this kind is 
showo in Fig. 61. B is a battery or other source of- electro- 




Fis. 01. 



motive force which is connected to the two ends of a wire of 
uniform cross section. To the end 1 of this wire is also connected 
a standard cell C, Bay a Clark ceU, in series with a galvanometer G 
«id a high resistance to prevent a large current from flowing 
through the cell while the adjustments are being made. The 
other end of this circuit is an adjustable contact 3 which can be 
moved along the wire. The like poles of the two batteries must 
be connected to the same end of the wire, and the electromotive 
force of the battery B must be greater than the electromotive 
force of the standard cell. Let the contact 3 be moved along 
the wire until the galvanometer shows no deflection (in the final 
adjustment the high resistance is to be short-circuited). Then, 
applying Kirchhoff's second law to the loop 1 CG31, we have, 
since there is no current in the galvanometer, that 

where E is the electromotive force of the standard cell, fi„ the 
resistance of the wire from 1 to 3, and / the current in the wire. 

The potential drop per unit length of the wire will then be — 

where 2„ is the length of the wire between 1 and 3, and the potential 

drop across any length of the wire, l,^ say, will then be —E. 

Hence, if the standard cell ia replaced by any other battery, the 
electromotive force E' of which is to be measured, and x is 
the position of the sliding contact at which the galvanometer 
shows no deflection, the electromotive force of this battery will be 
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E* =~ E, provided the current from the battery B, and therrfore 

the current in the wire 12, does not change. 

This potentiometer method of comparing electromotive forces 
is extensively employed in calibrating electrical measuring in- 
struments. In practice, the wire 12 is usually replaced in 
whole or in part by a set of resistance coib, the resistances of 
which are accurately known. 

101 . Stream Lines of Electric Current. — So far we have con- 
fined our attention to conductors which are in the form of wires 
or long rods or bars, which we have assumed may be considered 
as geometrical lines. Certain problems arise in practice, however, 
when this method is not permissible; for example, the calculation 
of the insulation resistance of a cable, the calculation of the 
magnetic field intensity within the substance of s wire, etc. In 
Buch cases it is necessary to look upon the conductor carrying 
the current as made up of " current filaments," just as a mag- 
netised body is conceived to be made up of magnetic filaments. 

Experiment shows that when an insulating gap is cut in a 
conductor in which an felectric current is established, this gap in 
^neral produces a change in the amount of the effects produced 
in and around the conductor, e.g., a change in the force produced 
on the conductor by a magnetic field, a change in the amount of 
heating produced, etc. The amount of these changes produced 
depends upon the direction in which the gap is cut. It is possible 
to cut a very narrow gap in the conductor in such a direction that 
no change whatever is produced in any of these effects, just as 
it is possible to cut a very narrow gap in a magnet without pro- 
ducing any new poles (see Article 46). A conductor of any shape 
whatever in which a current is established may then be divided 
into filaments separated from each other by insulating walls of 
infinitesimal thickness without producing any change in the effects 
produced in and around the conductor. These filaments may be 
considered of very small cross section and may therefore be 
treated as geometrical lines. They may be looked upon as the 
lines along which the electric current fiows; these filaments are 
ccdled the slream lines of the electric current. Such stream lines 
are analogous to hydraulic stream lines. 

Since each of these current filaments may be insulated from 
the rest of the conductor without altering the phenomena pro- 
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duced by the electric current, each filament may be treated as an 
insulated wire. The definitions of the strength and the direction 
of an electric current (Articles 66 and 67) are then directly ap- 
plicable. The direction of the current at any point of a conductor 
is then the direction of the current filament at that point; the 
positive sense of the filament is taken arbitrarily as the direc- 
tion of the current. The strength of the current in any filament 
is the same at every cross section of the filament. Let di be the 
current in any filament and let the cross section of this filament 
at any point P be da„, then the current density at P is 

di (23) 

The total strength of the current across any surface of area S is 
then 

i= j (<rcos a) ds (23a) 

where ds is any element of this surface, and a is the angle between 
the direction of the current at ds and the normal to ds. Compare 
with equations (16), of Chapter II. 

The results of all known experiments show that the stream 
Imes of an electric current must be considered as closed loops 
without ends; in this respect these stream lines are analogous 
to lines of induction. In the case of a continuous current, i.e., 
a current which does not vary with time, these stream lines are 
confined entirely to conductors. The stream lines of a variable 
current, however, may be partly or entirely in a dielectric, even 
though this dielectric be a perfect insulator; the stream lines in 
a dielectric represent the displacement current (see Chapter V). 

It should be noted that the direction of the stream lines in 
any body depends upon the position of the points of connection 
of the body to the rest of the circuit. These stream lines always 
run through the body in the general direction of the line connecting 
the two points of contact or terminals. The stream lines will 
not in general be parallel to one another, particularly when the 
distance between the terminals is lar^e compared with the linear 
dimensions of the cross section of the body perpendicular to 
the direction of these lines. However, as haa already been 
noted, in the case of a long wire, a long rod or strip, or a long 
section of a rail, these lines, except for a neghgible distance in 
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the immediate vicinity of the termiDab, are practically parallel 
to the axifi of the conductor when the conductor is of uniform 
cross section and the terminals are at the two ends of the con- 
ductor. Under these conditions the current density is also 
uniform over the cross section of the conductor provided the 
current does not vary with time. 

In the case of a variable current the back electromotive 
force set up by. the varying ipagnetic field due to the current 
is greater in those iilamente in the interior of the conductor than 
in those near the surface, and as a consequence the current density 
is greater near the surface of the conductor; this phenomenon is 
known as the " skin effect." (See Article 121). In the case of 
copper or aluminum wires of the size ordinarily employed ia 
practice this skin effect is not appreciable except for rapidly vary- 
ing currents ; in the case of rapidly alternating currents (frequency 
greater than 60 cycles per second) this effect may be quite appreci- 
al)le. In the case of steel riuls the skin effect produces a con- 
siderable increase in the apparent resistance of the rail even when 
frequencies as low as 15 cycles per second are employed. 

102. Resistance Drop and Electric Intensity. — Electric Equi- 
potential Surfaces. — Consider an elementary length dl of a current 
iilament at any point F of a conductor. Let ds be the cross 
section of this filament at the point P. Then, from equation (II), 
the resistance of the elementary length dl ia 

dR=p^ 

where p is the specific resistance of the conducting material. 
The resistance drop in the length dl due to a current di in this 
Alament is then 

dv,=dR.di=pdi— 



the resistance drop per unit length of the filament at any point 
Pis 



The resistance drop per unit length of a current filament at any 
point is called the electric intensity at this point. This, relation 
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between current density and electric intensity is of exactly the 
same form as the relation between magnetic field intensity and 
flux density (see equation 20 of Chapter H) ; the reciprocal of the 
electric resistance, i.e., the specific conductivity, is exactly anal- 
ogous to magnetic permeability. 

The c. g. s. electromagnetic unit of electric intensity is the 
abvolt per centimeter; the practical unit is the volt per centimeter 
or the volt per inch. Electric intensity is also sometimes expressed 
as so many c. g. s. electrostatic units per centimeter length. 
These units are related to one another as follows : 

1 abvolt per centimeter = 10"* volts per centimeter 
=2.54 X 10"* volts per inch 
1 c. g. B. electrostatic 
unit per centimeter =300 volts per centimeter 
The resistance drop in an elementary length dl of a current 
filament may then be written H^ and therefore the total 
resistance drop between any two points 1 and 2 on the same 
current filament if 



V,= Th/II 



(25) 



Vr=J\H., 



and the total resistance drop between any two points 1 and 2, 
whether on the same or dilTerant current filaments, is 

3&)dl (25a) 

where H^ is the electric intensity at the elementary length dl 
of the path between I and 2 and $ is the angle between the 
direction of the electric intensity at dl and the direction of dl. 
Compare with equation (25) of Chapter II. 

When there is no contact or induced electromotive force in 
the path from 1 to 2, this resistance drop is equal to the total 
potential drop along this path ; when there is a contact or inducetl 
electromotive force c„ in the path from I to 2 the total drop of 
potentid from 1 to 2 is 

V^l iH^cose)dl-e„ (256) 

Since the total electric potential drop around any closed path is 
zero, this reduces to 

/ (Hcos&)dl=te (25c) 

./ I LI 

for a closed path; that is, the total resistance drop around any 
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cloeed path ia equal to the total electromotive force m this path, 
w-hieh is eimply another way of stating KirchhofT's second law. 

Any surface all points of which are at the same electric poten- 
tial is called an electric equipoteniial surface. Such a surface is 
perpendicular at each point to the current filament through that 
point and is therefore perpendicular to the electric intensity at 
that point. Compare with magnetic equipotential surfaces. 

108. Insulation Resistance of a Sin^ Conductor Cable. — 
As an example of the use of the 
above conceptions, take the prob- 
lem of calculating the insulation 
resistance of a single conductor / 
cable in a lead sheath. Fig. 62 / 
represents the cross section of such 
a cable. When all points of the \ 
wire are at the same potential and ^ 
all points of the sheath are at the 
same potential, the surface of the 
wire and the inside surface of the 
aheath are equipotential surfaces. Fix. 02. 

Hence the stream lines of the current through the insulation 
(which, it is to be remembered, is never a perfect insulator but 
only an extremely poor conductor) must, from symmetry, be radial 
lines. Let 

/ =Iength o^ cable in centimeters 

r, =radiu8 of wire in centimeters 

r,= internal radius of sheath in centimeters 

/—total current in amperes through the insulation, i.e., I 
is the leakage current, not the main current through the 
wire 

V =difference of potential in abvolts between the wire and 
the sheath, assumed constant. 

p=the specific resistance of the insulation in ohms per 
centimeter-cube . 
Then the current density at any point in the insulation at a dis- 
tance X from the center of the wire is 




whence the electric intensity at this point is 
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'^ 2iTxl 
and therefore the difference of potential between the wire and the 
aheath ia* 

y= r* Hdz=-EL r*^^.PLin'^ 

J Tt 2 TT / J r, I 2 IT I n 

The insulation resistance of the given length of cable is then 

R=-=-P^ln''-^ (26) 

I 2itI r. 

Note that the insulation resistance varies inversely as the 
length ; this is evidently true when it js remembered that each 
elementary length of the insulation of the cable (measured along 
the axis of the wire) is in parallel with all the other elementary 
lengths. 

Compare equation (26) with the formula, equation (20) of 
Chapter V, for the electrostatic capacity of a sheathed cable. 

It can be shown that in every case the formula for the insula- 
tion conductance (i.e., the reciprocal of the insulation resistance) 
between any two conductors is identical with the formula for the 

electrostatic capacity of these two conductors when — is sub- 

P 
atituted for the dielectric constant K in the formula for capacity. 
See Article 152 for various capacity formulas. 

104. Field Intensity at any Point Due to a Current in a Wire 
of Circular Cross Section. — Another application of the conception 
of current filaments is the proof of ei^uations (4) and (4n) of Article 
73, for the case of a solid wire of circular cross section. A rigid 
proof of these equations requires the use of a geometrical theorem 




P«. 63. 



known a.s the Theorem of Inverse Point'?. This theorem may be 
stated thus: let P be any point either inside or outside a circle 

*/n stands for the nalurat logarithm. 
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of radius a at a distance r from the center of the circle, and let 

the point Q be on the Hne OP at a distance- from the center O 

on the same aide of aa P. Then the ratio of the distances of 
any point A, on the circumference of the circle, from Q and P 

respectively, has the constant value — The two points P and Q 

are called inverse jKniUs with respect to the circle. 

To prove this theorem, draw from A the line A Q, maMng the 
angle o = OPA with the radius OA;we wish to show that the point 

Q where this line cuts OPis such that 0Q=— and— — =— Since 

the two triangles O QA and OA P have one angle in common and a 
second angle equal, they are similar. Hence their corresponding 
sides must he proportional, that is 

OA OQQA 

OP OA AP 
or 

tt^OQ_QA 
T a X 

whence 0Q=— and =— , a constant. When the point P is 

outside the circle, Fig. 63, its inverse point Q is inside the circle and 




■when the point P is inside the circle. Fig. 64, its inverse point Q 
is outside the circle. This follows immediately from the fact 

that Q =o( " ) and therefore when r b greater than a, OQ la less 

than a, and when r is less than a, Q is greater than a. 

Now consider a straight hollow wire or tube of infinite length 
and let the walls of this tube be of infinitesimal thickness t. Let 
a be the radius of this tube and / the total current flowing in its 
walls. These walls may be considered as made up of filaments of 
infinitesimal cross section tds where cfs is an elementary length 



c,..i,.ej,,Ct)l>^Ic 



172 



ELECTRICAL ENGINEERING 



in the circumfereQce of the circle representing the cross section of 
the tube. When the current Ib uniformly distributed in the 
walls of the tube, the current in each filament is 

2irat 2iia 
Let P be any point at a perpendicular distance r from the axis 
of the tube, and let a; be the perpendicular distance of P from a 
filament A. Then from equation (34a) this filament produces a 
fidd intensity 

dH-—--^— - 

X -ira X 

in the direction perpendicular to A P. (The direction of the cur- 
rent is assumed up toward the reader.) This intensity may be 
resolved into two components, one parallel to OP and the other 
perpendicular to OP. A second filament da' of equal cross sec- 
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tion symmetrically located at A' on the other side of the line OP 
will produce an equal field intensity dH' at P in the .direction 
perpendicular to A'P. Its component parallel to OP will be 
equal and opposite to the component of dH in this direction. 
Similarly for any other pair of symmetrically located filaments. 
Hence the resultant field intensity at P due to the entire tube is 
equal to the sum of the components perpendicular to OP of the 
field intensities due to all the filaments, and will be in the direction 
perpendicular to OP. 

The component perpendicular to OP of the field intensity at 
P due to the filament ds is 



Let Q be the inverse point of P with respect to the circle repfesent- 
ing the cross section of the tube, and let fi represent the angle 
PQA and d fi the angle at Q subtended by the arc ds. Draw a 
line AB through A perpendicular to QA; this line will make the 
angle o with ds, since the angle between OA and QAisa.and OA 
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ia perpendicular to da and QA to AB. Hence the projection of 
(b on this line AB is (da cos a). Hence, since ds is infinitesimal, 

dfl=^lf2i5. But since Q and P are inverse points ^ = — 
^ QA X r 

rda. con a. 

a 



and therefore the total field intensity at P when P ia outside tlie 
tube is 



dH„~±\dfi-~ 



Therefore the field intensity at any point outside a tube of circular 
cross section carrying a current / is the same as would be pro- 
duced by a current of the same strength concentrated in a line 
coindding with the center of the tube. Since a solid wire of cir- 
cular cross section may be considered as made up of a series of 
concentric tubes, this formula ia likewise true for any point P 
miiside a solid circular wire. 

When the point P is intide the tube the inverse point Q is out- 
side. Hence in this case the two limiting values of the angle ^ 
are identical and equal to w; therefore the total field intensity at 
Pis 






That is, the field intensity at any point inside a circular tube in 
which the current is uniformly distributed is zero. 

At any point P inside a solid circular wire in which the current 
is uniformly distributed the field intensity is therefore due only 
to the current inside the cylinder the cross section of which is the 
circle through P concentric with the center of ike wire. Calling r the 
distance of the point from the center of the wire, a the radius of 
the wire and / the total current, the current in this cylinder is then 
WT* r* 

— ,I=—.I, since »r'isthe area of the cross section of the cylinder 
ro' a' 

and wa' is the area of the cross section of the whole wire. Hence 
tbe field intensity at the point P inside the wire is 

„ .GO .r 
"' Z IT 
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That is, at any point inside the sohd circular wire the field inten- 
sity varies directly as the distance of the point from the center of 
the wire, while oviaide the wire the field intensity varies inversely 
as the distance of the point from the center of the wire. 

SUMMARY OF IMPORTANT DEFINITIONS AND 
PRINCIPLES 

1. As the measure of the strength of an electric current in a 
wire is taken the ratio of the force per unit length of the wire, 
which would be produced on the wire by a magnetic field, to 
the component of the flax density of this field perpendicular to 
the wire. The c. g. s. electromagnetic unit of current strength 
is the abampere. The practical unit is the ampere 

1 abampere=10 amperes. 

2. Left-hand Rule. The direction of the current (I) in a wire 
is the direction in which the middle finger of the left hand points 
when the thumb, forefinger and middle finger of this hand are 
held mutually perpendicular and the thumb is pointed in the 
direction in which the wu-e tends to move and the forefinger is 
pointed in the direction of the component of the flux density 
perpendicular to the wire. 

3. A coDtinuous electric current is a current the strength of 
which does not vary with time. 

4. A conductor is a substance in wliich, when connected to 
the poles of a battery, a continuous electric current is established. 
An insulator or dielectric is a substance in which, when connected 
to the poles of a battery, no continuous current, or only a very 
small continuous current, is established. 

6. Two or more conductors connected end to end in such a 
manner that the same current flows through each are said to be 
connected in series. Two or more conductors joining any two 
points of an electric circuit in such a manner that the total current 
entering these conductors at one point leaves these conductors 
at the other point are said to be connected in parallel. 

6. The mechanical force acting on a wire / centimeters long 
carrying a current of / abamperes due to the magnetic field in 
which the wire is placed is 

y'—i 
I {B sin 0) til dynes 

where B is the flux density in gausses at any elementary length 
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dl of the wire and is the angle between the direction of B and 
the direction of dl. For a straight wire in a umform field this 
reduces to 

F=1Blsin6 dynes. 

7. The magnetic field intensity at any point P due directly to 
a current of / abamperes in a wire I centimeters long is 

. — - dl gilberts per cm, 

where 8 is the angle between dl and the line drawn from P to dl 

and r ia the distance from P to dl. The field intensity due directly 

to the current is independent of the magnetic nature of the bodies 

in the field; if any magnetic poles are induced by this field the 

field intensity due to these poles must be added (vectorially) to 

the above. 

The magnetic £eld intensity at a point due to a current of / 

abamperes in a very long straight wire of circular cross section at 

a point r centimeters from the wire is 

2/ 
H= — gilberts per cm. 

T 

when the point is outside the wire. When the point is inside a wire 
having a radius of a centimeters and the wire is solid, the field 
intensity b 

H =—r gilberts per cm. 

provided the current density in the wire is uniform. 

The field intensity at the center of a circular coil with a con- 
centrated winding of N turns carrying a current of / abamperes is 

J, 2w NI ... _, 

// = gilberts per cm. 

where r b the mean radius of the coil in centimeters. 

8. The lines of magnetic induction due to an electric current 
are always closed loops Unking the current. The positive sense 
of these lines ia the same as the direction in which a right-handed 
screw placed along the wire must be turned to advance the screw 
in the direction of the current. 

9. Any substance the coastituents of which are separated when 
an electric current is established in it is cfilled an electrolyte and 
the process of separation is called electrolysis. The terminal at 
which the current enters an electrolyte is called the anode and the 
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terminal from whioh the cuireitt leaves the electrolyte is called 
the cathode; the name electrode is used for either terminal. 

10. The relation between the mass m of a substance deposited 
in time f by s continuous current / and this current is 

t 
where A: is a constant, called the electrochemical equivaleot of the 
substance, which constant depends on the nature of the substance 
and the units in which the various quantities are measured. For 
a variable current this formula becomes 

^^ In' 

~^" 
The electrochemical equivalent of a substance is proportional to 
its chemical equivalent. 

U. The quantity of electric!^ Q which flows through any sec- 
tion of a conductor b defined as the product of the strength / of 
the current in this section by the time ( during which the current 
flows, i.e.. 

This applies only to a continuous current ; in the case of a variable 
current the quantity is 

Q=f' idl 

When the current is expressed in abamperea and the time in sec- 
onds the unit of quantity is the abcoulomb; when these quantities 
"are expressed in amperes and seconds respectively, the unit is the 
coulomb. 

1 abcoulomb =10 coulombs 
12. The electric resistance of a conductor is defined as the ratio 
of the rate at which a continuous current produces heat energy in 
the conductor to the square of the strength of this current, pro- 
vided the conductor is of uniform structure and is kept at uniform 
temperature throughout. The power dissipated in a conductor by 
a continuous current of strength /, due to the resistance R of the 
conductor is ^ 

P,-RP 
This formula gives the power in ergs per second when the curr«it 
/ is expressed in abamperes and the resistance R is expressed in 
c. g. s. electromagnetic units or abohma ; when the current is ex,' 
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pressed in amperes and the resietance in ohms (the practical unit) 
this formula gives the power in watts. 

1 ohm =10* abohms 

13. The resistance of a conductor of length /and cross section 
A is 

wherethe factor p, c^ed the specific resistance of the conductor, 
is a constant for a given material at a given temperature. This 
formula applies only when the stream lines of the current are 
parallel and perpendicular to the section A and the current density 
is uniform over this section. When p is expressed in ohms per 
centimeter-cube the dimensions of the conductor must beexpressed 
in centimeters; when p is expressed in ohms per inch-cube the 
dimensions must be expressed in inoheB ; when p is expressed in 
ohms per mil-foot the length must be expressed in feet and the 
cross section in circular mils. 

14. The reciprocal of electric resistance is called the electric 
conductance. 

15. The variation of the resistance of a conductor with tem- 
perature is expressed by the formula 

where R is the resistance at zero degrees centigrade, R the resist- 
ance at any other temperature ( degrees centigrade, and ^ is the 
temperature coefficient of resistance. The temperature coefficient 
of copper IB 0.0042 ; the temperature of other pure, non-magnetio 
conductors has approximately the same value. When this value 
of the temperature coefficient is employed the relation between the 
resistances Rf and R,' at any two temperatures t and t degrees 
centigrade is given by the formula 

238 + ( ' 

16. The tiectric energr gained by the current in any part of a 
circuit is defined as the amount of energy lost by this part of the 
circuit or by any other bodies as the result of the existence of the 
current in this part of the circuit ; the electric enei^ lost by the 
current in any part of a circuit is defined as the amount of energy 
gained by this portion of the circuit or any other bodies as the 
result of the existence of the current in this part of the circuit. 
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17. The drop of electric potential from any point 1 to any point 
2 along & wire carrying an electric current is defined aa the ratio 
of the power develope<I by the current between these two points 
to the value of the current from 1 to 2. Hence the power devel- 
oped by a current / {i.e., the rate at which electric energy is lost 
by the current) in any portion of a circuit in which the drop of 
potential in the direction of the current is F is 

P = VI 
Thb formula gives the power in ergs per second when the current 
/ is expressed in abamperes and tiie potential drop V is expressed 
in c. g. s. electromagnetic units or abvolts ; when the current is 
expressed in amperes and the potential drop in volts (the practical 
unit) this formula gives the power in watts 
I voltaic abvolts. 

18. The drop of potential in a wire due solely to the resistance 
of the wire, or the resistance drop, is 

\%=RI volts 

■where all quantities are in practical units. 

Id. An electromotive force is that which produces or opposes 
the flow of electricity, other than the opposition due to the resist- 
ance of the conductor in which it flows. As the measure of the 
electromotive force in any portion of the circuit is taken the rise 
of potential which it would produce in the direction of the current 
in this portion of the circuit were there no resistance drop in this 
portion of the circuit. When the electromotive force produces an 
actual rise of potential in the opposite direction to that of the 
current it is called a back electromotive force. 

20. The net rise of potential £"„ from terminal 1 to terminal 2 
of any circuit is called the terminal electromotive force of the cir- 
cuit when the current in thb portion of the circuit is from 1 to 2 ; 
when the current in this portion of the circuit is in the direction 
from 2 to 1 the net rise of potential £^,j from 1 to 2 is called the 
impressed electromotive force, due to the rest of the circuit. The 
relation between the electromotive force B„ generated in this 
portion of the circuit, the current /^ in this portion of the circuit, 
the terminal or impressed electromotive force £'„ and the resist- 
ance R of this portion of the circuit is 
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where all quantities are expressed in practical units. This relation 
is known as the Generalized Ohm's Law. 

21. In general, an electromotive force exists at the surface of 
contact of any two dissimilar substances, and the value of this 
electromotive force of contact depends only upon the nature of the 
substances in contact and upon the temperature of the junction. 

22. Contact electromotive forces are appreciable only when the 
substances in contact act chemically upon each other or when 
there are two junctions in the circuit kept at diPferent tempera- 
tures. The electromotive force of a chemical battery is due to the 
contact electromotive forces between the substances of which the 
battery is made. The electromotive force of a thermocouple is 
due to the difference in the electromotive forces at the hot and 
cold junctions. 

23. Kirchhoffs Laws. — These so-called " laws " are the two 
experimental facts : 

a. The algebraic sum of the currents coming up to any junction 
in a network of conductora is equal to zero, i.e., 

b. The algebraic sum of the resistance drops around any closed 
bop in a network of conductors is equal to the algebraic sum of 
the electromotive forces in thb loop, i.e., 

tE=%RI 

24. The total renstance of two or more conductors in series is 
cijual to the sum of the resistances of these conductora. The 
resultant electromotive force of two or more electromotire forces 
in series is the algebraic sum of these electromotive forces. 

25. The total conductance of two or more conductors is par- 
allel is equal to the sum of the conductances of these conductora, 
provided there are no electromotive forces in these conductors. 
The resultant resistance of two conductors in parallel, when there 
are no electromotive forces in these conductora, is 

~ii: + R' 

The resultant electromotive force of two or more equal electromo- 
tivs forces in parallel is the same as each electromotive force. 

26. A conductor of any shape in which an electric current is 
established may be divided into filaments separated from each 
other by insulating walls of infinitesimal thickness without alter- 
ing any of the effects produced in or around the conductor, pro- 
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vided these filaments are drawn in the proper directions. Such 
filaments are called the stream lines of the electric current. 

27. The electric intensity at any point in a conductor coincides 
in direction with the stream hne through that point and is equal 
to the product of the specific resistance p of the conductor and the 
current density o" at that point, i.e., 

H,=p(r 
The resistance drop between any two points 1 and 2 in a conductor 
of any shape is 

where Hg is the electric intensity at the element dl of the path 
between 1 and 2 and is the angle between the electric intensity 
at dl and the direction of dl. 

28. Electric equiftotestial surfaces and stream lines of electric 
current are mutually perpendicular. 

29. The formula for the insulation conductance between any 
two conductors is identical with the formula for the electrostatic 
capacity between these two conductors when 4 w divided by the 
specific resistance p is substituted for the dielectric constant K 
in the formula for capacity. ' J 

PROBLEMS 
1. A straight wire carrying a current of 20 amperes is placed 
in the gap between the poles of two magnets, the pole-faces of 
B Q which are each 1 inch square. 

If the flux in the air gap may be 
represented by straight lines and 
the fiux density is 1000 gausses, 
calculate the force in dynes act- 
ing upon the wire, when the wire 
is perpendicular to the flux lines. 
- Ana.: 5080 dynes. 

2. Given the electrical circuit 
shown in the figure. The wire 
at A is insulated so that all the 
current flowing at F must pass 
around the circular loop in a 
counter-clockwise direction be- 




fore continuing to B. 



The current may be assumed to flow i 
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a geometrical line in all parts of the circuit and ia the battery. 
Dimensions: Radius OA =2 inchra, AJ3=6 inches, BC =i 
inches, CE = 8 inches, EF^i inches, and FA=2 inches. If 
the current from B to C is 50 amperes, find the field magnetic 
intensity at due to the entire circuit. 
An£.: 7.11 gilberts per cm. 

3. A current of 100 amperes is established in a long iron rod 
the diameter of which b 1 inch. The rod has a permeability of 
300 c. g. 8. units. What is the magnetic flux density 0.25 inch 
from the center of the rod due to this current? What is the total 
number of lines of induction per foot length inside the rod? 

Ana.: 2360 gausses. 91,400 maxweUs. 

4. The current established in a solution of copper sulphate 
(CtiSO,) is 100 amperes. Determine the weight of copper de- 
posited on a platinum cathode in one hour. What quantity of 
electricity ia transferred through the solution? 

Ane.: 118.7 grama. 100 ampere-houra or 360,000 coulombs. 

5. A copper wire two miles in length has a cross section of 
0.07 square inch and has a resistance of 1-13 ohms. What is the 
length in feet of a wire of the same material 20,000 circular mib 
in cross section and having a resiatance of 1.5 ohms? 

An8.: 3150 feet. 

6. The resistance per mil-foot of copper is 9.59 ohms at 0° cent. 
What will be the resistance at this temperature of 40 grams of 
copper wire which has a cross sectioa of 2500 circular mils and 
a specific gravity of 8.89? 

Ans.: 0.0447 ohms. 

7. The resistance of the armature winding of a given electric 
motor at 24° cent, ia found to be 1.702 ohms. The armature 
resistance is again measured after the motor has been in service 
for several hours and found to be 1.980 ohma. What is the aver- 
age increase in the temperature of the armature winding? 

Atu.: 43° cent. 

8. A 100-volt generator and a 50-volt battery are connected 
in series. The internal resistance of the generator is 1 ohm and 
the internal resistance of the battery 7 ohms; the resistance of 
each of the two wires connecting the battery and the generator ia 
1 ohm. What is the current in this circuit and the terminal 
voltage of the battery { 1) when the electromotive forces of the bat- 
tery and the generator oppose each other, and (2) when these elec- 
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tromotive forces arc in the saine direction around the circuit? 
The electromotive forces are to be assumed constant; actually, 
the electromotive force of the battery will depend upon the amount 
and direction of the current, due to the polarisation which takes 
place. (3) How much of the power developed by the engine 
driving the generator ia converted into electric power in each case? 
(4) At what rate is enei^ transformed into chemical enei^ in 
the first case? (5) At what rate is chemical energy transfoniied 
into electric enei^ in the second case? (6) At what rate is energv 
transformed into beat energy in each ease? 

An&.: (1) 5 amperes and 85 volts ; (2) 15 amperes and 55 volts ; 
(3) 500 watts and 1500 watts; (4) 250 watts; (6) 750 watts; (0) 
250 watts and 2250 watts. 

9. A house service consists of 5 (32 C.P,) lamps of 110 ohms 
resistance each, S (16 C.P.) lamps of 220 ohms resistance each and 
an electric heatfir of 10 ohms resistance, all connected in parallel. 
The voltage between the service wires at the entrance to the house 
is 115, and each of the two wires leading from the entrance to the 
load has a resistance of 0.1 ohm. What is the energy in kilowatt- 
houts delivered to the house during a period rf 4 hours? 

Ana.: 9.28 kilowatt-hours. 

10. Three batteries with electromotive forces of 15, 20 and 25 
volts respectively and with internal resistances of 4, 3 and 2 ohms 
respectively, have their positive terminals connected together and 
their negative terminab connected together. (1) What is the ter- 
minal electromotive force of each battery, and (2) what is the 
current in each? 

Ans.: (1) 21.15 volts; (2) 1.538 amperes, 0.385 amperes, 1.923 
amperes. 

11. rig. B represents a so-called " three wire system " which 

is largely used for distributing 
electric energy for light and 
1 power. A and B are two gene- 
J rators (the field winding are 
omitted for simplicity) with 
their electromotive forces act- 
ing in the same direction. C 
and D are the loads, which 
may l>e either lamps or 
motors, a and 6 are the out- 
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side " mains " and c is the " neutral " wire. (Motors are also 
frequently connected across the outside m^ns a and b.) Let the 
generated electromotive forces of the two generators A and B 
each be 110 volts, their internal resistances be 1.5 and 2 ohms 
respectively, the effective resistances of the loads C and Z> be 8 
ohms and 10 ohms respectively, and the resistance of each of the 
three wires a, b and c be 0.1 ohm. (1) What are the currents 
taken by the loads C and D? (2) What is the current in the 
neutral wire cf (3) What are the terminal voltages of the 
generators A and B, and (4) the impressed voltages at the load? 
Ana.: (1) 11.43 amperes and 9,11 amperes; (2) 2.32 amperes; 
(3) 92.8 volts and 91.8 volts; (4) 91.4 volts and 90.8 volts. 

12. Energy is delivered from a 230-volt generator to a factory 
over a transmission line which has a total resbtance of 0.2 ohms. 
What is the current, the potential difference at the factory and 
the efficiency of transmission when the power taken by the factory 
is 50 kilowatts? 

-4ns..' There are two possible currents, depending upon the 
resistance of the load. These currents are 291.2 amperes and 
858.8 amperes; the corresponding potential differences are 171.8 
volts and 58.2 volts ; the corresponding efficiencies are 74.7% and 
25.3%. In practice the resistance of the load is always such that 
the smaller current and therefore the higher efficiency is obtained. 

13. Fifty kilowatts of power are to be delivered to a factory 
5000 feet from a power house. The voltage at the power house b 
600. What must be the cross section of the wire in circular mils 
used for the transmission line in order that the efficiency rf trans- 
mission be 90%? Assume the wire to have a conductivity of 
98% and the temperature to be 20° cent. What would be the 
cost of the copper for thb line if the price of copper b 20 cents 
per pound? 

Ana.: (1) 163,800 circular mils. This corresponds approxi- 
mately to a No. 000 B. & S. gauge wire, (See Appendix B.) (2) 
S1016 if No. 000 wire b used. 

14. The inside diameter of a Icad-aheathed, rubber-insulated 
cable which has a cross section of 2.50,0(10 circular mils b 1 inch. 
If the rubber has a specific resistance of 150X10' megohms per 
centimeter-cul>e at 20° cent., what b the insulation resbtance per 
mile of this cable at thb temperature? (Cables are usually made 
of stranded wires, and the cross section of the strand b therefore 
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not a perfect circle ; in this problem, however, the wire may be 
assumed solid and of circular cross section.) 

Ans.: 1027 megohms per mile. 

15. Prove that the resistaQce of a uniformly tapered wire (i.e., 
a wire such that its diameter changes by a coi^tant amount per 
unit distance measured along its axis) is 



where p is the specific resistance of the wire per centimeter-cube 
I is its length in centimeters, and r, and r, are the radii in centi- 
meters of its cross section at its two ends. The current density 
at any cross section of the wire is to be assumed constant over 
that cross section. Compare with the resistance of a wire of uni- 
form cross section. 
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IV 

■ ELECTROMAGNETISM 

106. Electromotive Force Due to Change in the Number of 
Lines of Induction Linking a Circuit.— Linkages between Ftuz 
aod Current. — In the last chapter were described two types of 
devices for producing an electric current, the chemical battery and 
the thermo-electric couple. In engineering work, however, neither 
of these devices is used as a " generator " of electric energy, except 
in small amounts for testing purposes and where only small cur- 
■ rents are required, on account of the high cost of generating elec- 
trical energy by such devices. Practically all electric generators 
and all electric motors are based upon an entirely different prin- 
ciple, namely, that whenever the number of linea of magnetic iTiduc- 
lion linking a circuit is changed an electromotive force is produced in 
this circuit. This important fact, which is the basis of electrical 
engineering, was discovered by Faraday in the early part of the 
last century. Electrical engineering as an art, however, cannot 
be said to date back earlier than about 1880, when the develop- 
ment of the incandescent lamp by Edison first created s demand 
for large amounts of electric energy. 

The electromotive forces produced in an electric circuit by 
changing the number of lines of induction linking the circuit are 
called " induced " electromotive forces, and the currents due to 
these electromotive forces are called " induced " currents. 

As has already been noted, every electric circuit forms one or 
more closed loops and every line of induction forms a closed loop. 
A line of induction and an electric circuit may therefore link each 
other in the same way that two links of a chain link each other. 
When the electric circuit is in the form of a coil of a number of 
turns the same line of induction may thread several turns of the 
coil ; in this case the line of induction b said to form with the 
cireuit a number of linJcages equal to the number cJ turns which 
it threads. The total number of linkages corresponding to any 
number of lines of induction is the sum of the linkages of all the 
lines. In the special case of a coil of N turns and <f> lines c^ 
185 
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induction each of which threade all these turns, the total number 
of linkages is X = ^ ^ ; if only part erf the lines thread all the 
turns the number of linkages will be less than N <ft. The symbol 
X will be used throughout for number of Unkages; linkages are 
expressed in the same unit as flux of induction, i.e., in maxwells. 

With this understanding the experimentally determined rela- 
tion between the value of the induced electromotive force and the 
change in the number of lines of induction linking a circuit may 
be stated as follows: The value of the electromotive force inditced in 
an electric circuit is equal to the time rate of change of the number 
of linkages between the circuit and ike lines of induction threading 
it. Or, using the word " fiux " as synonymouB with " Unes of 
magnetic induction," this law may be stated more briefly as, the 
electromotive force induced in a circuit is equal to the time rate of 
change of the linkages between the flux and the circuit. 

The direction of this induced electromotive force is found 
to be such that it would of itself set up a current in the circuit 
in such a direction as to oppose the change in the flux link- 
ing the circuit. We have already seen (Article 72) tliat the 
direction of the lines of magnetic induction set up by a cur- 
rent in any circuit is always such that these lines link the cir- 
cuit in the direction in which a right-handed screw placed 
along the wire forming thb circuit would have to be turned to 
advance it in tlie direction of the current. Hence the direction 
of the electromotive force induced in a circuit when the flux linking 
this circuit is changed is opposite to the direction in which a right- 
handed screw placed along the conductor forming the circuit 
would advance if turned in the direction in which the lines of 
intluction are inercascd. Hence, calling dX the increase in time 
dt of the nunil)er of linkages between the circuit and the flux 
threading it, the induced electromotive force in the right-handed 
screw direction with respect to the direction of the lines of induc- 
tion liiJking this circuit is 

e = -^ (1) 

dt 
Where X is expressed in maxwells or c. g. s. lines of induction and 
( in seconds, this e<iu«tion gives the value of the induced electro- 
motive force in abvolls. The value of the induced electromotive 
force in volts, when X is expressed in maxwells and t in seconds, is 
since 1 volt = lO" abvolts 
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dt 
When the circuit in question consists of a single loop the link- 
ages X are equal to the flux <f>, and the induced electromotive 
force B then 

abvolts = - 10* ^ volta (16) 



dA 

e = — — r a 



dt 

When the circuit in question is formed by a coil of N turns of 
insulated wire and each line of induction links each turn X = JV^ 
and the total electromotive force induced in the coil is 

e = - 7^1^ abvolts =- 10 ""N^ volts' (Ic) 

dt dt ■ 

The minus sign in the above equations is useful to indicate 
the relative direction of the induced electromotive force resulting 
from increasing the lines of induction linking the circuit in the 
same (Erection as the lines of induction due to the current which 
may be in the circuit. The direction of the current in a circuit 
and the direction in which the lines of induction due to this cur- 
rent link the circuit are always related to each other by the right- 
handed screw law, while the induced electromotive force resulting 
from an increase of the number of lines of induction linking the 
circuit in the right-handed screw direction with respect to the 
current in the circuit is in the opposite direction to the current. 
In other words, increasing the number of lines of induction linking 
a circuit in the same direction as the tines of induction established 
by the current in the circuit, produces an electromotive force in 
the opposite direction to the direction of the current; that b, 
produces a back electromotive force. A decrease in the number of 
lines of induction in this same direction produces an electromotive 
force in the same direction as that of the current. As far as the 
numerical value of the electromotive force is concerned, the minus 
sign in equations (1) may be neglected. 

108. Work Required to Change the Number of Lines of loduc- 
tum Ifinking an Electric Circuit. —When the electromotive force 
induced in any circuit by changing the number of linkages be- 
tween the flux and the circuit sets up an electric current in the 
circuit, or if an electric current already exists in the circuit, work 
must be done to produce this change in the linkages. For, if the 
current'has the strength i and the induced electromotive force in 
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the direction of the current the value e at any instant, then, in 
any infiniteeinial interval of time di measured from this instant, 
the current in this part of the circuit gaim an amount of electric 
energy equal to eidi, where e is the induced electromotive force 
in the direction of the cuirerU. But we have just seen that the 
value of the induced electromotive force in the direction of the 
current resulting from an increase d\ in the number of linkages 
of the flux and the circuit in the same direction as the lines <rf 

induction due to this current, is . Hence the amount of 

dt 
electric energy gained by the current when the linkages of the 
flux and the circuit are increased by an amount d X is 

dW=mU^- — idt= -idk (2) 

dt ^ 

When i is in abamperes and X in maxwells this equation gives the 
work done in erga. 

Hence, when the number of lines of induction linking any part 
of a circuit is actually increased, the current in this part of the 
circuit lo&es electric energy, and when the number of lines of 
induction linking any part of the circuit is actually decreased, 
the current in this part of the circuit gains electric energy. This 
agrees with the general principle which has already been noted, 
that an electromotive force in the opposite direction to the direc- 
tion of the current, that is a feocfc electromotive force, corresponds 
to a loss of electric energy, and an electromotive force in the direc- 
tion of the current corresponds to a gain of electric energy. 

107. ElectromotiTfl Force Induced by the Cutting of Lines of 
Inductioa. — Bight-hand Rule. — When the change in the num- 
ber of lines of induction linking a wire is caused by the motion of 
the wire through a magnetic field, the wire may be looked upon 
as cutting the lines of induction, and the rate of change of the 
number of lines of induction linking the wire may be looked upon 
as the rate at which the wire cuts the lines of induction. The 
direction of the induced electromotive force in the wire will then 
be the direction in which the middle finger of the right hand points 
when laid along the v/ire and the thumb and forefinger of this 
hand are held perpendicular to each other and to the middle 
finger, with the thumb pointing in the direction of the motion 
of the wire and the forefinger in the direction of the flux density. 
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This right-band rule for the direction of the induced electromotive 
force b equivalent to the rule given above, but is more convenient 
in the case c^ a wire moving across a magnetic &eld. For example, 
if the lines of induction are perpendicular to the pluie of this page 
and are in the downward direction, a straight wire held parallel 
to the aides of the page and moved from left to right will have an 
electromotive force induced in it in the direction from the bottom 
to the top of the page, while if the wire is moved from right to 
left the induced electromotive force will be in the direction from 
the top to the bottom of the page. In the above equations for 
the induced electromotive force (equations 1) and the electric 
eneigy gained by the current (equation 2) in any part of a circuit, 
d X may then be interpreted either as the change in the number 
of linkages between the flux and the wire or as the number of 
lines of induction cut by the wire ; in the latter case the electro- 
motive force is to be taken as positive if its direction as determined 
by the right-hand rule is in the direction of the current in this 
part of the circuit, while if in the opposite direction to that of the 
current it must be taken as negative, i.e., a baek electromotive 
foroe. 

When the change in the number of lines of induction linking a 
wire is due solely to the motion of the wire through a magnetic 
field, equations (1) and (2) may be 
deduced directly from equation (2) 
of Chapter III, by the application 
of the principle of the conservation 
of energy. Consider the special 
case of a straight wire of length / 
carrying an electric current i, and 
let this wire be in a magnetic field . 
due to any other source. To sim- 
plify the discussion let the lines of 
induction be perpendicular to the 
wire and let tiie fiux density have 
the same value at each element of 
the wire. In Fig, 66 the lines of 
induction are taken in the direc- 
tion downward perpendicular to the plane of the page, the wire 
is taken parallel to the edge of the page and the direction of the 
current from the bottom to the top of the page. Then from 
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equation (26) of Chapter IH, the meehanical force produced on 
the wire by the agent producing the field is F = Bli, and is in the 
direction from the right to the left (detennined by the left-hand 
rule, see Article 67). To move the wire a distance dx to the right 
then requires that some external agent do an amount of work 
dW =Blidx. But Idx is the area swept over by the wire and 
B is the flux density normal to this area, and since dx is but an 
infinitesimal distance, B may be considered constant over this 
area. Hence Bldx is the number of lines of induction cut by 
the wire in moving the distance dx, that is Bldx =d ij), and there- 
fore the electric energy gained by the current is dW =idl iji. Hence 

the rate at wliich the current gains electric energy is t —X and 

therefore the rise of potential in the direction of the current is 

-5 (see equation 14, Chapter HI) which by definition (Article 92) 

dt 

is equal to the electromotive force in this direction. The numerical 

values of the electromotive force and the electric enei^ gained 

by the current are identical with those given by equations (1) 
and (2), The direction of the induced e. m. f. in this case is in the 
direction of the current, which agrees with the right-hand rule 
stated above. If the wire is allowed to move in the direction of 
the mechanical force acting on it, work is done on the wire or 
whatever opposes ite motion, and the energy for doing this work 
comes from a loss of electric energy by the current in the wire. 
In thia case, the induced electromotive force is in the oppoaUe 
direction to that of the current, which also agrees with the right- 
hand rule. 



dt dt 

of the electromotive force in abvolts induced in the wire when it 
moves perpendicularly across a magnetic field may also be ex- 
pressed by the formula 

.^=B/ir> , (3) 

where v is the velocity in centimeters per second at which the wire 
moves perpendicular to itself, I ia the length of the wire in centi- 
meters and B the flux density in gausses. 

When the wire moves through a non-magnetic medium, the 
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flux density B at the wire is equal to the field intensity //, and 
o<|uation (3) becomes ^ ■ . 

[c=Hlv (3a) 

108. lotensiQr of the Magnetic Field inside a Long Solenoid. — 
A useful application of equation (2) and the conception of the 
cutting of lines of induction by a wire, is the calculation of the 
intensity of the magnetic field produced by an electric current 
in a coil made in the form of a long cylindrical helix of constant 
cross section; such a coil is called a solenoid. Let N' (Fig. 67) 
be the number of turns of wire per centimeter length of this solenoid, 
and t the current in abamperes in the wire. Let a unit north 
point-pole be placed at any point inside the solenoid. There will 
bs 4 JT lines of induction radiating out from this unit point-pole, 
independent of the nature of the medium inside the solenoid, 
whether it be magnetic or otherwise (see Article 56). If the 
diameter of the solenoid is small compared to its length, practically 
all the 4 w lines of induction which radiate out from the unit 
pole will pass through the lateral walls of the solenoid. Let the 
pole be moved a distance dx parallel to the axis of the coil ; then 
each of these 4 ir lines of induction will move over a distance dx 
in the lateral surface of the solenoid and will therefore cut a cur- 
rent equal to iN' dx, provided the thickness of the insulation 
between successive turns may be neglected. Since there are 4 w 
of these lines the total work done against the force produced on 
the unit pole by the current is 4 ir iN' dx, provided the point at 
which the pole b placed is so far from the ends of the solenoid that 



the lines which go out the ends may be neglected. Calling H 
the intensity of the magnetic field parallel to the axis of the sole- 
noid due to the current in it, the work done agaiast the force 
produced by the current is also equal to Hdx. Hence H=iirN'i. 
The relation between the direction of the current around the 
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coil and the direction of the magnetic field intensity through the 
coil is the same as the relation between the direction in which 
a right-handed screw is turned and the direction in which it 
advances. The reader may prove by a similar argument that the 
component of the field intensity at any point inside the solenoid 
at right angles to its axis is zero, provided the lines of induction 
which go out the ends may be neglected. (In proving this the 
relative directions of the lines of induction and the current on the 
two sides of the solenoid must be taken into account.) Hence 
the resultant field intensity in gilberts per centimeter at any point 
inside a long solenoid a considerable distance from the ends of the 
solenoid due directly to the current in the solenoid is 

H=^vN'i (4) 

and is parallel to the axis of the solenoid, where t is the current 
in abamperes and iV' the number of turns per centimeter length. 
Hence the magnetic field inside a long solenoid near its center 
due directly to the current in the coil is uniform. 

If the solenoid is wound on an iron core, magnetic poles will 
be induced on the ends of the core, and these poles will also pro- 
duce a certain field intensity, which inside the iron will be in the 
opposite direction to that due directly to the current, but the 
field intensity due directly to the latter will be exactly the same 
aa previously existed in the air. When a. Blender iron rod, (A a 
length considerably less than the length of the solenoid, is placed 
inside the solenoid with its axis parallel to the axis of the solenoid, 
these induced poles may be assumed concentrated in points at 
the ends of the rod. Let the strength of these poles be m and 
— m, and the length of the rod be / centimeters. Then the field 
intensity at the center of the rod due to these induced poles, or 
the so-called " demagnetising force " due to the ends of the rod, 
is approximately 

m m 8m 

and the resultant field intensity at the center of the rod is therefore 
H,= H- Hi=4irN'i~Y ^'**'* 

An exact determination of the pole strength m is extremely 
difficult, and for this reason magnetic tests are seldom made on 
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pods ; instead a ring or rod and yoke are usually employed (see 
Article 109). 

109. Determinatioii of tbe Number of Lines of Induction Link- 
ing an Electric Circuit. — Heasurement of Quantity of Elec- 
tricity. — From the fact that an electromotive force is induced in an 
electric circuit when the number of lines of induction threading the 
circuit is changed, it is possible by a simple experiment to measure 
the number of lines of induction through any region in space. 
Consider first a eoil of N turns connected in a circuit of which 
the total resistance, including that of the coil, is R, and let the 
number of lines of induction threading this circuit be changed 
from ^, to ^„ and let t be the time required for this change to 
take place. Then the average e. m. f. induced in the circuit 

during this interval is numerically E=-^ — ^ — provided each 

line of induction links each turn, and therefore the average value 
of the induced current is 

B m 



It 
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But //is the quantity of electricity which flows through the 
circuit in this interval t. Hence the important relation that, 
when the number of lines of induction linking a coil of N turns 
is changed by an amount <f>, — tft„ a quantity of electricity 

Q_(i > -'!>,) !^ (5) 

R 
is transferred across each section of the wire forming the circuit, 
where R is the total resistance of the circuit, where all quantities 
are in c. g. s. units. Hence, if when a coil which forms part of a 
circuit which has a total resistance of R abohms is pulled quickly 
out of a magnetic field, a quantity of Q abcoulombs of electricity 
is " discharged " through the circuit, the number of lines of in- 
duction in maxwells which threaded the coil when it was in the 
field is 

*^^ (5«) 

Or, if the coil is reversed in the field (i.e., turned 180 degrees about 
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any axis in the plane cd the coil), or if the direction of the field 
through the ooil is reversed, the number of lines of induction in 
maxweUs originally threading the coil is 

When a momentary current is established in a galvanometer 
of which the moving element is fairly heavy and has a long period 
of vibration, it can be shown that the momentary force or impulse 
produced on this element causes it to swing out from its position 
of equiUbrium by an amount which is approximately proportional 
to the quantily of electricity discharged through the galvanom- 
eter.* Hence, if the coil we have just been considering is con- 
nected in series with such a long period or balUatic galvanometer, 
and the change in the munber of lines of induction threading the 
coil is made so rapidly that the current established in the circuit 
lasts for only a small fraction of the time required for the moving 
element ctf the galvanometer to make a complete swing, the first 
swing of the moving element will be proportional (approximately) 
to the quantity of electricity Q discharged through the circuit, 

that is, proportional to - v . ' - T 

From the relation established in the preceding article, the 
change in the number of hnes of induction, ^i—'*f>„ can be calcu- 
lated in the special case when the coil is wound on a non-magnetic 
spool which b placed inside and at the center of a long solenoid 
with an air core, and the current in the solenoid is reversed in 
direction. Let 

iV, "the number of turns per centimeter lejiglh of the solenoid 
or " primary " coil. 
/ =the strength of the current in abamperea in the solenoid 
or " primary " coil. 
N, =the number of turns on the spool or " secondary " coil. 
fl=the total resistance in abohnis of the secondary coil, the 
galvanometer and any extra resistance which may be 
in the secondary circuit. 
S=the area in square centimeters of the mean cross section 
of the secondary coil. 
Then the field intensity at each point of the area S is H=4TrN',I, 
*J. J. Thomaon, Elanenlt of Electricity atid Magnetiam, p. 377. 
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which is also equal to the flux density, since the permeability 
ia unity. Hence the number of lines of induction threading the 
secondary coil is 4 ir N'JS. Hence, when the current in the 
primary coil is reversed, the change in the number of lines of 
induction threading the secondary coil is 8 ir N'JS. The quan- 
tity of electricity discharged through the galvanometer is then 
SirN'JSN, (6j 

R 
where all quantities are in c. g. s. units. Hence, by calculating Q 
and noting the galvanometer swings when currente of various 
strengths are reversed in the primary coil, a curve can be plotted 
giving the quantity of electricity corresponding to a swing of any 
value ; such a curve will be approximately a straight line. We 
bave then an instrument for measuring the quantity of electricity 
t ansferred through a circuit by a momentary current, and con- 
sequently a means of determining the quantity Q in equations 
(4), and therefore a means for measuring the change in the number 
of lines of induction linking any coil. 

110. Determination of tiie B— H Curv* and HysteredB Loop. — 
A useful application of equations (5) is the determination of the 
B— H curve and hysteresis loop (see Article 57) of a sample of 
iron or other magnetic substance made in the form of a closed 
" anchor " ring or " toroid." Let such a ring be uniformly 
wound with a cofl of wire C which is connected through a suitable 
switch S and a variable resistance or rheostat i? to a battery B 
or other source of electromotive force. Over this primary wind- 
ing on the iron ring let a second coil C be wound and connected 
through a resistance ^ to a ballistic galvanometer which has 
been calibrated in the manner described in the preceding article. 
Let N, be the total number of turns of the primary coil, N, the 
total number of turns in the secondary coil, and R the total 
iraiatance of the secondary coil, the galvanometer and the resist- 
ance RT in series with the coil and galvanometer. (The resistance 
ft* ia inserted in the secondary circuit so that the galvanometer 
deflection may be kept within the range of the galvanometer scale.) 
It can be shown (Article 114) that when a current of / abamperes 
is established in the primary coil the lines of force set up in the 
ring are circles concentric with the center of the ring and the 

w N 
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per centimeter, where { is the length in centimeters of the mean 
circumference of the ring. (This formula is an approximation, 
and appUes only when the radial thickness of the material forming 
the ring is BmsH compared with the radius of the mean circum- 
ference trf the ring, i.e., the dotted line in Fig. 68.) A circular 




Fig. 68. 



ring thus uniformly wound with a coil of wire carrying an electric 
current has no magnetic poles induced on it, hence this value of 
H is the total field intensity inside the ring and is independent of 
the magnetic nature of the ring. When the ring is made of a 
magnetic material such as iron, the flux density, i.e., the number 
of lines of induction per square centimeter, inside the ring will 
not be equal to the field intensity H but will have some other 
value B. These lines of induction, however, will coincide in 
direction with the lines of force, and therefore across any radial 
section A of the ring there will be BA lines of induction. Hence, 
if the ring is originally unmagnetiscd* and a current of / abam- 
peres is established in the primary winding, the number of lines 
of induction through the secondary coil will change by an amount 
<^=£A as the result of establishing in the ring a field intensity 



I 



- abcoulombs of electricity 



*The Ting can be detnagnetised at the atart by reversing the current ii 
primary winding back and forth and gradually decreasing its strength. 
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through the galvanometer, producing a swing of the moving ele- 
ment. The quantity of electricity Q corresponding to this swing 
can be read directly from the calibration curve of the instrument, 
and therefore the flux density B corresponding to the field in- 
tensity H can be calculated from the foimula B= — —. 

By increasing the value of the primary current in successive 
steps and noting the deflection of the galvanometer corresponding 
to each change in the primary current, the B— H curve for the 
sample is readily determined. To detennine the hysteresis loop 
corresponding to any maximum field intensity H, the primary 
current is reversed back and forth a number of times between 
the positive and negative values corresponding to H and — H, 
and is then decreased in steps from the value corresponding to H 
to the value corresponding to — H, and the galvanometer deflec- 
tion corresponding to each step noted. The primary current is 
then increased in steps from — H to H, and the corresponding 
deflections of the galvanometer again noted. From these obser- 
vations the value of the flux density corresponding to each value 
of H in this cycle of changes may be calculated, and hence the 
hysteresis loop may be plotted. 

111. The Continuous Current Dynamo. — The name amtinu- 
oua cwrent dynamo is given to any machme in which a constant 
or continuous electromotive force is developed by the rotation 
of one or more conductors in a magnetic field. Such a machine 
may be used as a generator of electric energy when driven by 
some external means such as a steam engine, water wheel or gas 
engine ; or when electric energy is supplied to it, it may be used as 
an electric motor, converting electric energy into mechanical 
energy. The principles involved in the construction of dynamo, 
whether it is designed for use as a generator or as a motor, are 
identical. 

The conductors in which the electromotive force is induced 
in a continuous current generator are usually insulated copper 
wires or copper bars, called armature conduciars, which are im- 
bedded in slots in the exterior surface of a hollow iron cyUnder 
(see Fig. 69). These slots are parallel to the axis of the cylinder. 
The cylinder itself, which is called the armature core, is made up 
of sheets of soft iron or sheet steel which has a high permeability ; 
the planes of these sheets are perpendicular to the axis of the 
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cylinder. In large machines these flat rings of sheet steel are 
fitted on to a east iron frame, called the armature spider, which 
resembles the spokes and hub of a wheel. The armature spider 
(or, in small machines, the ateel sheets themselves) is mounted on 
s ahaft or axle which runs through it and projects out at each end. 
The ends of the shaft are mounted in suitable bearings, and, in 
case the machine is to be driven by, or is to drive, a belt, a pulley 
is mounted on one end of the shaft. The armature conductors, 
core and spider taken collectively are called the armature of the 
machiae. 

The magnetic field in which the armature conduotora are 
rotated is produced by an electric current in two or more coils 




of insulated wire, called field coils, which are wound on stationary 
iron or steel cores which are placed symmetrically around the 
armature core, as shown in the figure. The ends of these field 
cores next the armature are broadened out so that they cover 
from ."SO to 70 per cent of the armature surface, and are made 
concave toward the armature so that the end surfaces, called 
the pole faces, form part of a cylindrical surface concentric with 
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the armature and of a slightly greater radius. These broadened 
ends oi the field cores are called the pole shoes, and are frequently 
made separate from the field cores and are bolted to the latter 
viben the machine is assembled. The air space between the pole 
shoes and the armature core is called the air gap. The ends of 
the field cores away from the armature are connected by a yoke 
of iron or steel ; this yoke is called the field yoke. The field coils, 
field cores, pole shoes and field yoke taken collectively are called 
the field of the machine. The field cores, pole shoes, air gap, 
field yoke, and armature core taken collectively are called the 
magn^ic drcuii of the machine, since the lines of induction are 
practically all confined to the space occupied by these parts. 
The average permeability of this magnetic circuit is high, and 
consequently a comparatively small amount of energy is required 
to maintain an electric current of sufficient strength in tbe field 
coils to establish a large number of lines of induction through 
the armature winding. (See Article 113.) The field cores, pole 
shoes and field yoke form a powerful eUctromagnet when an 
electric current is established in the field coils ; the lines of 
force enter the air gap from the north pole of this magnet, and 
pass from the air gap into the south pole of this magnet. 

In the simplest type of armature winding, the armature 
conductors are all connected in series by insulated copper wires 
or bars, called the end connedara, across the two ends of the 
armature core, and form a dosed coil around this core. Hence 
the net electromotive force induced in this closed winding is the 
sum of the electromotive forces induced in the individual arma- 
ture conductors. The field winding produces practically no lines 
of induction which cut the end connectors ; the entire electromotive 
force induced in the armature winding is that due to the cutting 
of lines of induction by the armature conductors which lie in the 
air gap. Hence, when the armature conductors are distributed 
symmetrically around the armature core, the net electromotive 
force induced in the armature winding is zero, since for each 
conductor cutting the magnetic field on one side of the air gap, 
there is a corresponding conductor cutting an equal field on the 
other side of the umature in the opposite direction with respect 
to the motion of the conductor. A study of Fig. 69 will make 
this clear; a dot in an armature conductor indicates an electro- 
motive force in the direction, toward the reader, and a cross an 
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dectromotive force in the direction away from the reader; the 
e. m. j. induced in those conductors not under a field pole is practi- 
cally zero. The average paths of the lines of induction are 
shown by the dotted hnes. 

In spite of the fact that the net electromotive force induced 
in the closed armature winding is zero, a continuous electromotive 
force can be obtained from this machine by bringing out euitable 
connections or laps from the winding, and making contact with 
these connections in a suitable manner. This can be best imder- 
stood from Fig. 70, which shows diagrammatically an armature 
winding of a simple two-pole machine, with the end connectors on 
the end of the armature facing the reader in heavy lines and the end 
connectois on the other end as dotted lines. The middle point of 
each of the front connections is connected to a bar of a device called 
a commutator, which is a cylinder of copper bars insulated from 
each other by sheets of mica. This cylinder is mounted rigidly 
on the shaft of the armature, from which the bars are also insulated. 
From the segment marked 1 there are two paths through the arma- 
ture winding to the segment 
marked 5, and the electro- 
motive force induced in each 
of the armature conductors 
in each of these paths is in 
the direction from 1 to 5. 
Hence the net electromotive 
force between 1 and 6 
through each of these paths 
is the arithmetical sum of 
the electromotive forces in- 
duced in all the conductors 
in each path, i.e., in half the 
total number of armature 
conductors. The two halves 
"* '"' of the armature winding 

are then similar to two electric batteries in parallel; the electro- 
motive force of one half the winding opposes the electromotive 
force induced in the other half of the winding and consequently 
no current flows in the closed circuit formed by the entire winding. 
However, when the segments 1 and 5 are connected by an ext«mal 
conductor, the electromotive force impressed on this circuit will be 
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equal to the electromotive force inducBd in each half of the wind- 
ing, and consequently a current will be established in the external 
conductor, one half of the current flowing through each half of 
the armature winding; just as in the ca»e of two batteries in 
parallel and connected to an external circuit half the current 
flows through each battery, provided the electromotive forces 
and the internal resistances of the two batteries are respectively 
equal. As the armature turns in the direction indicated the 
electromotive forces induced in the individual conductors form- 
ing each path between 1 and 5 will not all be in the same direction, 
but some of the electromotive forces will oppose the other, and 
hence the net electromotive force between 1 and 5 will decrease. 
However, when the armature has rotated through an angle 
corresfKinding to one segment of the commutator, another pair 
of segments, 8 and 4, come into the position formerly occupied 
by 1 and 5 and the electromotive force between 8 and 4 will be 
exactly the same as the electromotive force which previously 
existed between 1 and 5, provided the armature rotates with 
a constant speed. Similarly for the next pair of segments, and 
so on. Consequently, if in the positions B and B" are mounted 
two fixed contacts, under which the commutator segments slide 
as the armature rotates, the electromotive force between these 
two contacts will remain practically constant, and the greater 
the number of commutator segments the more nearly constant 
-vih this electromotive force be. The fixed contacts which rub 
against the commutator segments are called brushes, and in most 
modem machines are made of carbon blocks. These brushes are 
held in a suitable support, called the brush-holder, and the parts 
of this brush-holder in contact with the brushes are insulated by 
suitable bushings from the brackets which connect them to a 
common support called the rocker-arm, which is mounted on 
some part of the stationary structure which forms the frame 
of the machine. This rocker-arm is so mounted that the position 
of the brushes can be adjusted until no sparking occurs between 
them and the commutator segments when a current is established 
through the machine. The brush at the lower electric potential 
is called the negative brush, and the brush at the higher electric 
potential is called the positive brush. The electromotive force 
induced in a dynamo is alvxtya from the negative to the positive 
brush, whether the dynamo be used as a generator or as a motor. 
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Wben the machine is to be used as a generator it is driven 
by some form of " prime mover," i.e., a steam engine, gas engine, 
or water wheel, and the circuit which is to be supplied with 
electric energy is connected in series with the two brushes B and 
B". The field coils may be connected either in series with this 
external circuit; or they may be connected directly across the 
brushes of the machine ; or there may be two seta of field coils, 
one set connected across the brushes and the other set in series 
with the external circuit. In the first case the machine is called 
a aeries connected generator, in the second a ahurU connected 
generator, and in the third case a corn-pound connected generator. 
These various forms of connections are shown in Fig. 71. All 
these types of generators are called aelf-exdled generators, since 
they produce their own magnetic field. 
There is in general sufficient " resid- 
ual magnetism " in the iron part of 
the machine to establish a wealc mag- 
netic field in the air gap, which in turn 
establishes a small electromotive force 
between the brushes when the arma- 
ture is rotated ; this electromotive force 
in turn establishes a smaU current in 
the field windings which increases the 
magnetic field in the gap ; this in turn 
increases the induced electromotive 
force, and this cumulative process goes 
on until the field current reaches a 
steady value. In the simple shunt 
connected generator, for example, the 
field current increases until the in- 
duced electromotive force in the arma- 
ture establishes a difference of potential 
between the brushes of the machine 
■j^^y^-f^ ^ equal to the product of the resistance 

0000^ * of the shunt field by the strength of 
the current in this field. 

The total current taken from the 
brushes of any type of continuous cur- 
rent generator for a given induced, or 
" armature," electromotive force, will depend upon the resist- 
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ances and electromotive forc«e in the external circuit and also 
upon the resietances of the armature circuit between the brushea 
and upon the resistances of the field windings. When the various 
resistances and electromotive forces are known the strengths of 
the currente in the external circuit and the various windings of 
the machine can be calculated by Kirchhoff's Laws. Since in an 
electric generator the current always gains electric energy, the 
direction of the current through the armature is the same as that 
of the electromotive force developed in the armature. Hence the 
current always leaves the armature of a generator at the positive 
brush and enters at the negative brush. 

A continuous current dynamo, series, shunt or compound 
connected, may also be used as a motor. In this case its ter- 
minals are connected to some source of potential difference which 
establishes a current through its field coils and through its arma- 
ture. The magnetic field produced by the current in the field 
coils exerts a mechanical force on the armature and causes it to 
rotate. Work is then done on whatever is connected to the 
armature, and the energy to do this work comes from the source 
of electromotive force, e.g., the generator, which establishes the 
current through the machine. Since to transfer the energy from 
the generator to the motor it is only necessary to have two wires 
or tnains, as they are usually called, the motor may be at a great 
distance from the generator ; hence the great advantage of trans- 
mitting energy by means of an electric current. Since in an 
electric motor electric energy is always lost by the current in the 
motor, the electromotive force developed by a motor is always 
in the direction opposite to that of the current ; that is, an electric 
motor alwa}^ develops a back electromotive force. The current 
therefore always enters the armature of a motor at the positive 
brush and leaves it at the negative brush. 

For a fuller description of the construction of electric dynamos 
and a discussion of the various factore which affect their operation 
as generators or motors, the reader is referred to any text-book 
on dynamo-electric machinery. In particular, it should be noted 
that dynamos designed for the generation or utilisation of large 
amounts of electric power in general have a number of pairs 
of poles and in most cases a corresponding number of sets of 
brushes, with all the positive brushes interconnected and all the 
negative brushes interconnected. The armature in such " multi- 
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polar " machines may have a single winding of the form described 
above, or there may be two or more independent windings on 
the same armature core. The general principles involved in 
the construction and operation of such machines are, however, 
identically the same aa in the case of the simple two-pole machine. 

112. Calculation of the Electromotive Force Iiuluced in the 
Armature of a Continuous Ciureot Dynamo. — The value of the 
electromotive force induced in the armature winding of a continu- 
ous current dynamo may be readily calculated from equation (1). 
Let 

N =the total number of armature conductors. 

p =the number of field poles. 

]/ =the number of parallel conducting paths between the 



the number of armature conductors in series between 
the positive and negative brush sets. 

<^=the total useful magnetic flux per pole in c. g. s. lines or 
maxwells; that is, ^ is the total number of lines of in- 
duction which pass through the armature core from a 
north pole to the adjacent south poles of the field magnet. 

n =the number of revolutions of the armature per second. 
The time required for each conductor to pass entirely around 

the armature is then - and therefore the time taken for it to pass 
n 

through the magnetic field under each pole is — . Hence the 

np 
average value of the electromotive force induced in each armature 
conductor as it passes under each pole is np <f> abvolts. Since 
the conductors are uniformly distributed around the surface of 
the armature, this is also the average value at each instant of 
the electromotive force induced in these conductors. Since 

N 
there are — conductors in series between the positive and n^ative 

P 
brush sets, the average value of the total electromotive force 
between the brushes is 

£="-PM volte ^ 

p'XlO' 

When the number of commutator segments is large, the In- 
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stantaneous values of the electromotive force between the brushes 
ore practically equal to this average value. For, since the brushy 
always make contact with segments in the same poaUion vnih 
respect to the field which produces the flux, the only possible 
variation in the electromotive force between the brushes (when 
^ and n remain constant) is the variation that might occur as 
the armature rotates through an angle corresponding to one 
commutator segment. But in the distance corresponding to 
this small displacement of an armature conductor, the flux density 
remains practically constant (except for the three or four eon- 
ductois which are just passing under or are just leaving a pole 
tip), and hence the rate at which the conductora are cutting 
lines of induction, and therefore the induced electromotive force, 
does not change appreciably in this interval. 

Equation (7) holds whether the dynamo is used as a generator 
or as a motor. In the case of a generator, this electromotive 
force is in the direction of the current, and in case of a motor 
in the opposite direction from that of the current. It should 
be noted, however, that the flux per pole in a generator or motor 
in general depends not only upon the current in the field coils 
but also upon the current in the armature ; this is caused by the 
fact that the armature current also sets up hnes of induction in 
the opposite direction to those due to the field current and the 
resultant flux per pole is decreased. See under Armature Re- 
action in any text-book on dynamo-electric machinery, 

113. Hagnetomotive Force. — In equation (7) for the electro- 
motive force of a continuous current dynamo, the only quantity 
which cannot be readily predetennined is the flux per pole. This 
quantity can, however, be calculated when the dimensions of 
the magnetic circuit, the permeability of its various parts, the 
number of turns on the field coils and the "back ampere-tums" 
of the armature are known. The following considerations will 
make this clear. 

Consider a wire wound into a coil of any form having N turns, 
and let a current of / abamperes be established in this wire. 
We have already seen that a magnetic field will be established 
around such a coil, and that the lines of force representing this 
field will be closed loops linking the coil. Consequently, between 
any two points in the field around this coil there will be in general 
a drop (or rise) of magnetic potential. We wish to find the 
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relation between the total drop of poteDtial around any closed 
path linking this coil and the value of the current established 
in it. By definition (Article 60), the drop of magnetic potential 
along any path in a magnetic field is the work done by the agent 
producing the field when a unit north point-pole moves around 
this path, that is, the drop of potential around any closed path 
is the line integral j (Hcos 0) dl around that path, where dl is 
any elementary length in the path, H the field intenaity at dl, 
the angle between the direction of (i/ and the direction of H, and 
the symbol j represents the integral around this closed path. 

We have abo seen that it is physically impossible to have a 
north magnetic pole without at the same time having an equal 
south magnetic pole on the »ame piece of matter. Hence it is 
physically impossible to move a unit north pole around a closed 
path linking a coi! without at the same time linking the coil 
with an equal south pole, unless the magnet at the ends of which 
these poles exist is threaded through and bent into a closed loop 
linkiTig the coil. Hence to move a unit north point-pole around 
a closed coil without at the same time having the current in the 
coil exert a force on the south pole connected to this north pole, 
© we may conceive of this unit 

north point-pole as at the end 
I flexible magnetic filament, 
the south pole of which is so far 
removed from the coil that the 
\ force exerted by the latter on 
jthis south pole is negligible. 
yThe north pole end of this fila- 
' ment can then be threaded 

through the coil and hack 

^" ''■ around to its origin^ position 

oveF the desired path, as shown in Fig. 72. The only force 
exerted by the coil on the filament as it is thus bent around 
will be the force produced by the coil on the north pole of 
the filament, and therefore the work done by the current will 
be f ( // cos 6)dl. But we have also seen, Article 56, that 4 w 
tines of induction exist in a filament which ha^ unit poles, 
in the direction from the south to the north pole of the fila- 
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ment. Hence, when the unit north pole is moved through the 
coil in the right-handed screw direction with respect to the currant 
and back again along a closed path linking the coil, the number 
of lines of induction through the coil is increased by 4jr. Hence 
from equation (2), the work done by the current on the pole is 
also equal to 4ir ^7, since the total number of linkages is iirN. 
Hence Ihe drop of magnetic potential aroutid a closed path linking 
a coil of N turns in the right-handed screw direction with respect 
to the current in the coil is equal to 4irN times the strength of the 
cuirerU in the mre forming the coil. That is 

/lj.| {Hcos0)dl=iiTm (8) 

This relation is analogous to that between the resistance drop in 
an electric circuit and the electromotive force in the circuit, see 
equation (25c) of Chapter III. Hence the expression iirNI is 
called the Tnagnetomolive force of the coil. 

Magnetomotive force is measured in the same unit as drop 
of magnetic potential, that is, the c. g. s. electromagnetic unit of 
magnetomotive force is the gilb&t. The magnetomotive force is 
proportional to the product of the number of amperes in each 
turn of the coil and to the number of turns in the coil ; this 
product NI, when / is expressed in amperes, is called the ampere- 
tunw of the coil. The magnetomotive force may then be ex- 
pressed as so many ampere-turns. The ampere-turn is the unit 
of magnetomotive force used in practice; the relation between 
the gilbert and ampere-turn is 

1 gilbert =0.79578 ampere-turn. 

114. Magnetic Reluctance. — The analogy between the rela- 
tion connecting the drop of magnetic potential and magnetomotive 
force and the relation between resistance drop and electromotive 
force may be extended still further. Consider first the simple case 
of a coil of insulated wire uniformly wound around a closed 
anchor ring, such as described in Article 110. Let the cross sec- 
tion of this ring be A, and the length of the mean circumference 
of the ring be I. From symmetry, the lines offeree produced by 
an electric current in the coil wound on this ring will be circles 
concentric with the center of the ring, and each line of force must 
therefore link all the turns of the coil. The field intensity will 
also have the same value for every point on any one of these 
circles. Hence, calling H the field intensity at any point on the 
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mean circumference of the ring, the drop of magnetic potential 
around this circumference is 

HI=4ttNI 
When the radius of the ring is large compared with the radius of 
the section A, the field intensity at the mean circumference 
may be taken as the average field intensity over this area A. 
Hence, calling ^ the permeability of the iron forming the ring, 
the average flux density over the area A i» fxH, and therefore 
the total flux or number of lines of induction through X is ^ =^ HA. 

J. m 

/"I 

The expression — is analogous to the expression for the re- 
sistance of a wire of length I, cross section A and specific resist- 
ance — , and it is therefore called the reluctance of the magnetic 

circuit formed by the ring. 

The reluctance of any portion of a magnetic circuit has no 
meaning unless the two ends of the given portion of the circuit 
where the lines of induction enter and leave it are magnetic 
equipotential surfaces and the total number of lines of induction 
through each cross section of the given portion of the circuit is 
the same. When these conditions are satisfied, the reluctance 
R may be defined as the ratio of the difference of magnetic 
potential V„ between the two end faces of the given portion of 
the circuit to the total flux of induction i^"Chrough the circuit, i.e., 

R=^ (10) 

9 
When the difference of magnetic potential is expressed in gilberts 
and the flux in maxn'ells, the unit of reluctance is called the 
oersted. The relation expressed by equation (10) is of exactly 
the same form as Ohm's Law for an electric circuit ; it is therefore 
sometimes called " Ohm's Law for a magnetic circuit." Magnetic 
flux, magnetomotive force and magnetic reluctance are strictly 
analogous to electric current, electromotive force and electric 
resistance respectively, except that no energy is required to maintain 
a magnetic flux through a reluctance, while energj' is always required 
to maintain an electric current through a resistance. 
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Since lines of magnetic induction are always closed loops, 
the flux of magnetic induction coming up to any surface must 
always equal the flux of induction leaving that surface. There- 
fore at any junction in a network of magnetic circuits 

t<f>=o (11) 

This is the same as Kirchhoff's first law for an electric circuit. 
Similarly, since the drop of magnetic potential V„ around any 
closed loop is equal to the total magnetomotive force in this 
path, 

t*f>R=tiwNI (lla) 

where R is the reluctance of any closed tube of induction and ^ 
is the flux through this tube. This last relation ia the same as 
Kirchhoff's second law for a network of electric circuits. 

The difficulty in applying these laws to a magnetic circuit 
ariaes from the fact that the magnetic flux is not confined to 
approximately geometrical lines like the currents in a network 
(rf insulated wires, but in general fills all space surrounding the 
coils which establish the magnetomotive farces ; also, when there 
is iron in the circuit the permeability depends on the flux density 
and the previous history of the iron. (The distribution of magnetic 
flux in and around an iron circuit is analogous to the dbtribution 
of current in and around an uninsulated mass of copper of the 
same shape as the iron circuit immersed in a liquid having a 
conductivity about equal to that of carbon.) Ohm's Law for the 
magnetic circuit, however, tells us that in order to obtain a large 
flux with the least number of ampere-turns it is necessary to 
provide a path of low reluctance for the lines of induction. Hence 
in nearly all electric machinery a closed or nearly closed iron or 
steel circuit is provided for the lines of induction, since iron and 
steel have a high permeability, and therefore for the same dimen- 
sions a much less reluctance than a non-magnetic substance. 
Only in the special case of the uniformly wound circular ring 
discussed above, however, are the lines of induction confined 
entirely to an iron circuit ; in general a certain number also exist 
in the air and in whatever other substances are in the vicinity 
(rf the iron circuit. For example, in the case of a dynamo, a 
certain percentage of the total number of lines of induction estab- 
lished by the field coils " leak " around through the air from 
one pole to the next without linking the armature conductors. 
The predetermination of the ratio of the total flux to the useful 
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flux, i.e., the ratio of the total number of linee of induction to the 
number which link the armature conductora, can be made only 
very roughly ; this ratio, which is called the " leakage factor," 
may, however, be determined by experiment ; in modem dynamos 
is found to vary from 1.1 to 1.5, depending upon the arrangement 
of the field magnets. 

116. Calculation of Amperfr-Tums Required to Establish a 
Given Flux. — The following example will illustrate the way in 
which the number of ampere-tums required to establish a given 
flux may be calculated to a rough degree of approximation. 
Let it be required to find the number of ampere-turns necessary 
to establish a total flux i^ through the armature of a two-pole 
dynamo. Let the armature be made of sheet steel punchings 
and the field cores, pole shoes, and field yoke be a single piece of 
cast iron. 
Let ■ 
Ag =area of the air gap under each pole. 
A„ =the mean cross section of the path of the lines of induc- 
tion through the armature. 
Af =the mean cross section of the path of the lines of in- 
duction through the field. 
Ig =the radial depth of the air gap ; usually called the len^h 

of the air gap. 
Ig =the mean length of the path of the lines of induction 

through the armature. 
1} =the mean length of the path of the lines of induction 

through the field, 
ft =the leakage factor. 

Then the fiux density in the air gap is — and this is also equal 
to the field intensity in the air gap, that is Hg =— r- . Hence the 

Ag 

drop of magnetic potential across both air gaps is 2 ^^ Z^ =-?-*, 



for sheet steel punchings find the corresponding value of H; 
call this value //„. Then the drop of magnetic potential through 
the armature is H^ la- The total flux through the field will be 
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k ^, and therefore the flux density in the field vDl be -^: from 

the B- H curve for cast iron find the corresponding value of H; 
call this value H/. Thea the drop of magnetic potential through 
the Geld will be Hf If. Hence, equating the total drop of magnetic 
potential around the entire magnetic circuit to the total magneto- 
motive force ivNI linked by the mefui path of the flux, we have 

iiA+ ff„ l^+ H. lf=i IT NI (12) 

^'. . 
all in c. g. a. electromagnetic units. From this relation the number 

ai ampere-tums can be calculated. For calculations of this sort 

it is much more convenient to have the B— H curves plotted 

in e. g. s. lines per square inch as ordinates against field intensity 

in ampere-tuma per inch. When <^ ia expressed in maxwells, 

// is expressed in ampere-tums per inch, I in inches, A in square 

inches and / in amperes, equation (8) becomes 

It should be noted that the ampere-tums thus calculated are the 
net ampere-tums required to establish the given flux through 
the armature, that is, the difference between the ampere-tums 
which must be on the field coils and the back ampere-tums of 
the armature. (See under Armature Reaction in any text-book 
on dynamo-electrie machinery.) 
1^118. Self and Mutual Induction. — When the current in any 
electric circuit varies with time, the magnetic field produced by 
this current also varies with time; hence any electric circuit 
which is linked by the lines of induction due this varying current 
will have an electromotive force induced in it, In particular, the 
circuit in which the current in question is flowing will have an 
electromotive force induced in it; the electromotive force induced 
in a circuit due to the variation of the current in this circuit is 
called the electromotive force of self iTidiuUion in this circuit* 
Similarly, the electromotive force induced in any other circuit 2 
as the result of the variation of the current in any circuit 1 .is 
called the electromotive force of mutxial induction in circuit I 
due to circuit 2. If a varying current in any circuit 1 produces 
an electromotive force in some other circuit 2, then a varying 
current in 2 will likewise produce an electromotive force in 1; 
hence the name " mutual " for such electromotive forces. 
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The numerical value of the ratio (rf the electromotive force 
induced in a circuit, due to the change of the current in this 
circuit, to the time rate of this change, is called the coefficient of 
self induction or the self inductance of this circuit. That is, when 

di 
i — I 

dt 

result of this variation, an electromotive force e is induced in 
this circuit, then the self inductance of this circuit is 



di_ (13) 

dt 
When the electromotive force is expressed in abvolta, the current 
in abamperes and time in seconds, the unit of self inductance Is 
called the abkenry; when these quantities are expressed in volts, 
amperes and seconds respectively, the unit of self inductance is 
called the henry. A millihenry is the one-thousandth part of a 
henry. These units are therefore related as follows : 
1 henry =10° abhenries 

1 millihenry =10" abhenries 
Similarly, the numerical value of the ratio of the electro- 
motive force «„ induced in any circuit 1, due to a change in the 
current t, in any other circuit 2, to the time rate of the change 
of this current i„ is called the coefficient of mutual indutAion or the 
mutual inductance M,, of circuit 2. with respect to circuit 1 ; that is 

du (14) 

dt 
Mutual inductance is expressed in the same unit as self inductanee> 
The self inductance of a circuit may also be expressed in terms 
of the number of linkages (see Article 105) between the circuit 
and the flux produced by the current in it. From the funda- 
mental law of electromagnetic induction, a change in the number 
of linkages between a circuit and the flux linking it induces in 
this circuit an electromotive force equal to the time rate of change 
of these linkages. Hence, calling dk the change in the number 
of linkages between the circuit and the flux due to a change in 
the current in the circuit by an amount di, we have as another 
expression for the electromotive force of self induction 
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^~ dl 
Equating this value of the self-induced electromotive force to 
that given by equation (13) we have that the self inductance in 
abhenries is 

lJI (15) 

dl. 

where X is expressed in maxwells and i in abamperes. Hence the 
self inductance of a circuit is equal to the change of the linkages 
between the circuit and the flux threading it jier unit change 
in the current in this circuit. As will be proved presently, when 
the permeability of every body in the magnetic field is constant 
&nd the circuit remains unaltered in size and shape, the linkages 
between the circuit and the flux threading it due to the current 
in this circuit are directly proportional to thestrength of the current 
in the circuit ; under these conditions, therefore, the self induc- 
tance is a constant of the circuit (for a given distribution of current) 
tquat to the number of linkages between this circuit and the flux 
■produced by unit current in it. 

Similarly, the mutual inductance in abhenries of a circuit 2 
with respect to any other circuit 1 is equal to the change of the 
linkages X„ of circuit 1 by the flux due to the current i, in 2 per 
unit change in the current in 2, i.e., 

" di: 

where X„ is in maxwells and i, in abamperes. When the per- 
meability of every body in the magnetic field is constant and the 
two circuits are fixed with respect to each other and remain un- 
altered in size and shape, the mutual inductance of one circuit 
with respect to another is constant (for a given distribution of the 
currents) and equal to the number of linkages between one circuit and 
the flux produced by unit circuit in the other; moreover, as will be 
proved presently, the mutual inductance of one circuit with respect 
to the other is equal to the mutual inductance of the second circuit 
with respect to the firBt. 

117. Proof of the Relation between Inductance and Linkages.— 
The intensity at any point of the magnetic field due to an electric 

current is given by the ec|uation (see Article 71) // 
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where i is the strength of the current in the circuit, dl any 
elementary length of the circuit, r the distance of the point in 
question from the elementary length dl and the angle between 
the line drawn from the point to dl and the direction of dl, and the 

symbol f ^ representa the vector integral of the expression 
^ around the entire circuit. Ab long as the shape and posi- 
tion of the circuit remain unaltered, the quantity under the integral 
sign remains unaltered ; hence the fidd intensity .at any point due 
directly to a current in a given circuit is proportional to the 
strength of this current, no matter what the shape or size of the 
circuit may be, provided the shape and size remain unaltered. 
The field intensity at any point in the surrounding r^on due to 
the magnetic poles which may be induced by this current on any 
magnetic bodies in the vicinity will also be proportional to the 
strength of this current, provided the permeaMlitiea of these bodies 
are constant. Under these conditions the directions of the result- 
ant lines of force and the resultant lines of induction established 
by the electric current will remain unaltered when the strength 
of the current is changed, but their number crossing any surface 
will vary directly as the strength of the current. The lines of 
force and the Unee of induction will also coincide in direction. 
Hence the number of lines of induction crossing any area in the 
magnetic field due to a current in a single circuit is directly pro- 
portional to the strength of the current in this circuit, provided 
all the surrounding bodies have a constant permeability. 

In particular, the number of lines of induction threading the 
circuit itself is proportional to the strength of the current in the 
circuit. Therefore, calling i the strength of the current in the 
circuit at any instant, the number of lines of induction threading 
the circuit at this instant is proportional to t, and therefore the 
number of linkages X between the circuit and the flux due to the 
current in it is proportional to i, that is 

\=Ai 
where ^ is a constant depending upon the Bhape and size of the 
circuit and the magnetic nature of the bodies in the field, but in- 
dependent of the strength of the current, provided ike permeability 
of every body in the field is constant. Note that this constant A 
is equal to the number of linkages between this circuit and the 
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flux produced by unit current in it, for when i = 1 , k = A. More- 
over, from equation (15), this constant is the self inductance of 

the circuit, for — =<4. The self inductance of a circuit may be 

di 
looked upon aa a constant which represents the extent and dis- 
tribution of the magnetic field due a current in the circuit, but 
is independent of the value of the field intensity provided the 
permeabilities of all bodies in the field are constant. 

Similarly, the number of lines of induction threading a given 
circuit 1 due to a current i, m another circuit 2 is proportional to 
the current in 2, and therefore the number of linkages X„ of 
the circuit 1 by the flux due to the current in 2 is proportional to 
the current i,, that is 

where fi is a constant depending upon the size and shape of the 
two circuits, their relative positions and the nature of the bodies 
in the magnetic field, but independent of the strength of the 
current, provided the permeability of every body in the magnetic 
field is amdant. Note that this constant B is equal to the number 
of linkages of the circuit 1 by the flux due to unit current in 
2, for when t,= l, X„ = B. Moreover, from equation (16), this 
constant is the mutual inductance of circuit 2 with respect to 
d\„ 
di, " 

stants are required to represent the extent and distribution of 
the magnetic field due to the currents in these circuits, the self 
inductance of each circuit and a single coefficient of mutual in- 
ductance (see Article 120). 

118. Magnetic Energy of an Electric Current. — Since when the 
strength of the current in a circuit is increased a back electromotive 
force is induced in the circuit (due to the increase in the fl.ux 
linking the circuit), a certain amount of energy is required to 
establish an electric current, just as energy is required to establish 
a water current, i.e., to set a mass of water in motion. This 
energy comes from the source of the electromotive force which 
establishes the current, just as the energy for accelerating the 
velocity of a body comes from the source of the mechanical force 
which sets the body in motion, Since the magnetic field sur- 
rounding the circuit may be considered as the source of the back 
electromotive force in the circuit, the energy required to establish 
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the electric current may be said to be " stored " in the magnetic 
field, just as the kinetic energy of a moving body may be looked 
upon as stored in the body itself as a consequence of its inertia, 
which may be looked upon aa the source of the opposition which 
the body offers to being set in motion. Again, when the strength 
of the current in a circuit decreases, an electromotive force is 
induced in the circuit in the same direction as the current, and 
therefore a certain amount of the energy stored in the magnetic 
field of the current is converted into some other form of energj- 
by means of the current in the circuit (e.g., heat energy), just as 
when the velocity of a moving body decrelises a definite amount 
of its kinetic energy is converted into other forms of enei^ (e.j;., 
heat energy). 

In general, no matter how a magnetic field may be formed, 
whether by means of electric currents or magnetic poles, a 
definite amount of energy is required to establish it and when 
the field is destroyed this energy appears in some other form. 
Every magnetic field therefore represents a certain amount of 
" stored," or potential, energy. This energy of a m^netic field 
is called magnelic energy; when the magnetic field is due to electric 
currents this energy is also callnd the electrokinelic energy erf the 
currents, the latter name being due to the analogy between this 
enei^ and the kinetic energy of a moving body. 

The magnetic or electrokinetic energy of the magnetic field 
set up by a current in a circuit may be expressed in terms <rf the 
current strength and the inductance of the circuit. Let i be the 
current in abamperes in the circuit at any instant and let L 
be the self inductance of the circuit, in abhenries; then the 
link^es X between the circuit and the flux due to the cur- 
rent in it at this instant are \. = Li. The back electromotive 

force due to an increase (fi in the current in time (it is then e=L—, 

dt 
provided L is constant, and therefore the enei^ transferred to 
the magnetic field by the current in time dl is ■ 

dW=eidl=Lidi 
Therefore the total aniount of energy stored in the magnetic field 
of the current when the strength of the current increases fioni 
to any value i b ^ 

W= Lidi = ^W (17) 
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The energy stored in the field when the current is established 
is equal to the energy returned to the circuit when the current is 
interrupted, for 



/>"•■=-/• 



Lidi 



provided L is constant. The energy returned to the circuit from 
the magnetic field gives rise to an electromotive force which 
tends to keep the current flowing in its original direction, just as 
when the motion of a body is opposed in any way, the kinetic 
energy of the body tends to keep it moving in its original direction. 

The instantaneous value of this electromotive force at the in- 
stant a circuit is opened is generally sufficiently great to establish 
a momentary current through the air or whatever else separates 
the ends of the opened circuit, and consequently the current 
continues to flow for a fraction of a second across the space be- 
tween the open ends of the circuit, producing the familiar spark 
or arc which occurs when a circuit is opened (unless certain special 
precautions are taken). The energy which produces this spark 
is the energy which ia stored in the magnetic field around the cir- 
cuit when the current is established, and is generally not sufficient 
to maintain for more than a fraction of a second a current through 
the high resistance of the insulator between the open ends of the 
circuit. However, whenever a current is established through an 
insulator its resistance falls to a comparatively low value, at which 
it remains as long as the current through it is maintained. Hence, 
when the gap formed by opening the circuit is short, the electro- 
motive force originally in the circuit may be sufficient to maintain 
a comparatively large current through the gap. It is this heavy 
current established across the gap by the electromotive force 
originally in the circuit which constitutes the so-called arc, and 
which rapidly burns away the conductors at the gap unless a 
suitable switch or circuit-breaker b provided for opening the 
circuit. When the current in the circuit b large or the electro- 
motive force in the circuit high, the circuit^breaker must open the 
circuit rapidly and make a long gap between the opened ends. 

It should be noted that the above formula for the energy 
required to establish a magnetic field is deduced on the assump- 
tion that the self inductance is constant, which b true only when 
the permeability of every body in the magnetic field is constant. 
In the case of iron and other magnetic bodies the permeability 
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is not constant, and in addition to the transfer of enei^ to and 
from the magnetic field, a certain amount of energy is converted 
into heat energy (due to hysteresis, see Article 126), both when 
the current is established and also when the current is inter- 
rupted, or whenever there is any change whatever in the current 
strength. 

119. Analogy between the Magnetic Energy of an Electric 
Current and the Kinetic Energy of a Moving Colunm of Water. — 
As already noted, the magnetic energy of an electric current is in 
many ways analogous to the kinetic energy of a moving column 
of any liquid, as for example, a current of water in a pipe. The 
kinetic energy of such a " water current " is the work required 
to set the water in motion ; similarly, the magnetic enei^ of an 
electric current may be looked upon as the work required to " set 
the electricity in the circuit in motion," When the water comes 
to rest, its kinetic energy is converted into some other form, 
principally heat energy. Similarly, when an electric current is 
interrupted, thus causing the " electricity to come to rest," the 
magnetic energy of the current is converted into some other form, 
e.g., heat energy in the conductors and in the spark which appears 
at the break in the circuit. 

The kinetic energy of a moving column of water can also be 
expressed by a formula similar to the formula W = 1 Li* for the 
magnetic energy of an electric current. Consider a stream of 
water flowing through a pipe of uniform cross section of A sq. 
cm. and let the water completely fill the pipe; let / be the length 
in cm, of a given section of the pipe, and let V be the linear velocity 
of the water in cm. per second. Then, since the mass of 1 c«. 
cm. of water is 1 gram, the kinetic energy of the water in the given 
length of pipe is i (lA) V. Let J be the volume or " quantity " 
of water that flows across any section of the pipe in one second, 
then J = AV. Hence the kinetic energy of the water column may 

also be expressed as ^ — J^= J KJ', where K = — is a constant 

A A 

depending upon the dimensions of the pipe. The analogy between 
this last expression and the formula ^ Lj^ for the magnetic energy 
of an electric current is at once evident, when an electric current 
is considered as the quantity of electricity per second flowing across 
any section of the wire. Note, however, that while the factor K 
in the expression for the kinetic energy of the water current 
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depends only upon the length and croBS section of the given length 
of pipe, the factor L in the expression for the magnetic or elec- 
trokinetic energy of an electric current depends not only upon the 
length and cross section but also upon the shape of the wire form- 
ing this circuit, upon the shape of the circuit, and upon the nature 
of the surrounding bodies. 

lao. Magnetic Energy of Two or More Electric Currents. — As 
^resdy noted (Article 116), when the strength of the current in an 
electric circuit changes the corresponding change in ite magnetic 
field induces an electromotive force not only in this circuit but 
also in every other circuit in the vicinity. Consequently if a 
current already exists in any neighboring circuit, or if the induced 
electromotive force establishes a current in such a circuit, there 
will be a transfer of energy from one circuit to the other. Whether 
work is done on the current or is done by the current in a given 
circuit depends upon the relative direction of the current and the 
electromotive force induced in this circuit. In any problem 
dealing with the mutual effects of two or more circuits it ia there- 
fore necessary to adopt some convention in regard to the algebraic 
signs of the various currents ; this ia conveniently done by choosing 
a given sense of the lines of induction as positive {e.g., left to right) 
and to consider the current in any circuit as positive if the lines 
of induction which it sets up thread this circuit in this same sense, 
negative if these lines thread the drc^it in the opposite sense. 
For example, when two coils of wire are placed side by side, the 
currents in the two coils are to be considered -in the same sense 
if the lines of induction set up by the current in one coil thread 
the other in the same direction aa the lines of induction set up by 
the current in the latter. 

Consider first the simple case of two circuits in the vicinity 
of each other, and let the circuits be fixed in size, shape and rel- 
ative position, and let the permeability of every body in the field 
be constant. Let Z-i and L, be the self inductances of the two 
circuits and M,s the mutual inductance of circuit 2 with respect 
to circuit 1 and M,, the mutual inductance of I with respect to 2 ; 
let i, and it be the currents in the two circuits at any instant. 
Then, from Article 117, the total linkages of the two circuits by 
the flux threading them are respectively 

\,=L.it + M„i, t^^' 
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where the X's and i'a may be positive or negative. Let the two 
currents increase by the amounts di, and di, in time dl; then the 
back electromotive forces induced in the two circuits are re- 
spectively 

d X, , di, di, 

e,= =Z/, i-M,, — 

di dt dl 

and the amounts of energy stored in the magnetic held by the 
reepective currents are 

dW, ~e,i,dt='L,i4h + M„i,dit 

dWy^e,i^'=Ui4i^+ MyMix 
The total amount of energy stored in the magnetic 6eld by 
two currents when they increase from zero to their final values 
/i and /, may be calculated as follows. First, let circuit 2 be open, 
so that no current can flow in it ; under these conditions ^ =0 
and dit =0, and therefore the work done by the current in circuit 

1 when the current in this circuit increases from zero to /, is 

f L,i,di,=iLP, 

Now keep the current in circuit 1 constant and let the current in 

2 increase from to /> ; under these conditions i, =/, and di, ^0, 
and therefore the work done by the current in circuit 1 is 

P'M„hdi,=MJ,l, 

and the work done by the current in circuit 2 is 

j 'ui4i,=hL,P. 

Hence the total work done by the two currents in establishing 
the magnetic field corresponding to the final values of the currents * 
/, and /j is 

W=^L,P, + M,J,l,+ iL,P, (20a) 

Note that this formula does not contain the coefficient M„. 
The explanation of this is the fact, already noted several times, 
that the mutual inductance of one circuit with respect to another 
is the same as the mutual inductance of the second circuit with 
respect to the first circuit. To prove this, let the current in 2 now 
be kept constant and let the current in 1 be decreased to zero; 
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under these conditions i, =/, and di, =0 ; and therefore the work 
done on the current in 1 by the magnetic field la 

and the work done on the current in 2 by the magnetic field is 

Now open circuit 1 and let the current in 2 fall to zero ; under these 
conditions i, =0 and dr, =0, and therefore the work done on the 
current in 2 by the magnetic field when this current falls to zero is 

- J\i4i,-iL,P, 

Hence the total work done by the magnetic field when it disappears 
is 

r=iL,f , + M,JJ,+ iL,P, (20b) 

From the Principle of the Conservation of Energy, the energy 
stored in the field when it is established must be equal to the work 
done by the field when it disappears, hence the expression for the 
energy stored in the field must be equal to the expression for the 
energy given back by the field ; therefor© 
M„ = M„ 

It also follows from the Principle of the Conservation of Energy 
that the total amount of energy stored in the magnetic field by 
the two curretits is independent of the manner in which these two 
currents are established, and therefore the expression 

W=iL,h^+ Mhi,+ iL/, (21) 

is a perfectly general one for the energy of the magnetic field due 
to the currents i, and i, in two circuits which have constant self 
inductances L, and L, and a constant mutual inductance M. 

Equation (21) may ako be written 

W=i(L,i,-i-M„Q t, + i {L,i,+ M,.i,) i. 
which, in turn, from equation (18), may be written 

By exactly similar reasoning it can be shown that the energy 
of the magnetic field due to the electric currents in any number 
of circuits is 

W=it\i (22) 

where t is the current in any circuit and X is the number of link- 
ages between this circuit and the total flux which threads it, and 
the summation includes all the circuits in the field. 
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It should be noted that all the formulas in this article are 
based upon the assumption that every body in the magnetic field 
has a constant permeability. 

121. Calculation of Inductance. — Skin Effect. — When the 
permeability of every body in the magnetic field b constant, it is 
in genera! poseible to obtain an expreasion for the inductance of a 
circuit in terms of the dimensions of the circuit. To obtain an 
exact expreesion for this quantity, however, it is necessary to 
consider the conductors forming the circuit as divided into current 
filaments (see Article 101) and to determine the bock electromotive 
force induced in each of these filaments when the current changes. 
The inductance of a circuit therefore depends upon the distribu- 
tion of the current in the conductors, and, as already noted 
(Article 101), the distribution of the current in.a conductor depends 
upon the rapidity with which the cuneui^uaries with time. The 
explanation' of this will now be apparent; when the^conductor 
has a large croes section or ^ a magnetic substance (_e.g., a steel 
rail) the lines of induction within the substance of the conductor 
are an appreciable proportion of the tdtal number of lines of induc- 
tion which link the conductor; mnrpnypr^ ttinr.p. a linB-jrf inrfii atifin 

which lies whoHy^ within the sabstanca of the conductor links only 
that portion of the current which threads the loop formed by 
this line, it follows_ihftt. thfiJiiiinbet oljines of induction which 
link the Inside filamentsis greater than-the number which hnk 
the outside or surface filaments, and consequently the back elee- 
tromotive force induced in the inside filaments is greater than 
that induced in the outside filament^. The result of this is that 
a greater proportion of the curreiit flows through the outside fila- 
ments than through the inside filaments, i.e., the current density 
is greatest near the suKace of the conductor. In certain simple 
cases the exact distribution of the current for a given impressed 
electromotive force can be determined by expressing the condition 
that the impressed electromotive force acting on each filan-.ent 
must be equal to the sum of the resistance drop and the back 
electromotive force induced in that filament. This phenomenon 
of a non-uniform current distribution caused by a rapid variation 
of the current with respect to time is called the " skin effect." As 
noted in Chapter VII, this skin effect causes an increase in the ap- 
parent resistance of the circuit ; the self inductance of a circuit is 
diminished by the skin effect. 
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In the case of wires of the size ordinarily employed in practice 
the skin effect may be neglected and the current density assumed 
to be constant over the cross section of the wire provided the 
current varies comparatively slowly with time. (In the case of 
an alternating current the frequency may be as high as 60 cycles 
per second provided the conductor is non-magnetic ; the skin effect 
in a steel rail, however, is quite appreciable even for low fre- 
quencies.) The assumption of no skin effect is equivalent to as- 
suming that the back electromotive force induced in each filament 
of the conductor ia the same, and therefore that the number of 
linkages of the conductor as a whole may be taken as the average 
of the linkages of all the filaments taken separately. Approxi- 
mate formulas for self inductance may also be obtained by neglect- 
ing altogether the lines of induction inside the substance of the 
conductor. 

122. Self Inductance of Two Long Parallel Wires. — As an 
example of the approximate method of calculating inductance, 
consider a circuit formed by two non-magnetic parallel wires, 
when the wires are so long that the magnetic field due to the cur- 
rent in the conductors connecting their ends may be neglected. 




I*t the wires be of the same size and have a radius of r centi- 
meters, and let them be spaced D centimeters between centers. 
Let the current in each wire be i abamperes ; away from the reader 
in A (Fig. 73) and toward the reader in B. Then the field in- 
tensity at any point P at a distance x from the center of the wire 
-4 on the line between A and B is (see equation 4a of Chapter III), 

X D-x 
Hence, the number of lines of induction crossing an area at P 
of width dx and unit length parallel to the two wires is, since the 
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field intensity is perpendicular to this plane and tbe permeability 
of the air surrounding the wires is unity, 



Hence, the total number of lines of induction per centimeter 
length of the wires threading the space between the two is 



fdx dx 1 

nes of induction pei 
I space between the t 

^= I d*=2/ lnx-ln{D-x) =41 In 

(The abbreviation "In" is used for the natural logarithm and 
the abbreviation "log" for the common logarithm.) Whence 
the inductance of one centimeter length of bolh wires is 

£■=— =4?^^ abhenries 

Or, since each wire is linked by half the resultant lines of in- 
duction linking the, space between the two, the inductance of 
each wire per unit length is 

L =2 In abhenries 

These formulas, however, are only approximate, since the lines 
of induction inside the wires have been neglected. It can be 
shown (see Alex. Russell, Attemating Currents, Vol. 1, p. 55) that 
the exact formula for the inductance of each of two non-magnetic 
parallel wires for slowly varying currents is 

L =0.5+ 2 In— abhenries per cm, (23a) 

or 

L=0.01524+0.1403%— millihenries per 1000 ft. (236) 



L =0.08047 + 0.7411 I 

It should be noted that since D and r occur in these formulas only 
as a ratio, it is immaterial in what units D and r be expressed, 
provided they are both expressed in the same unit. 

The minimum value of the inductance is when the wires touch. 
In this case D=2r, and therefore i.=0.0675 millihenries j>er 
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1000 feet and is independent of the size of the wire. An ab- 
solutely non-inductive circuit is impossible, although this condi- 
tion may be closely approximated by placing the wires forming 
the circuit close together, e.g., by twisting them together. 

133. Self Inductance of a Concentrated Winding. — Let L, be 
the self inductance of a single loop of wire of any shape ; then the 
flux linking thb loop due to unit current in it is <^ =L,. Consider 
a coil made of N turns of wire, each turn of exactly the same 
dimensions as this single loop and let these N turns be so close 
together that they may all be considered as coinciding exactly 
with one another, i.e., let the N turns be considered as concen- 
trated in a geometrical line. Then unit current in each of these 
turns will set up a flux tft which will link each of the N turns ; 
therefore the total flux linking each turn will be N^ = NLi, and 
since there are N turns the number of linkages between the total 
flux and the entire coil will be N'L,, which, from Article 117, is 
equal to the self inductance L„ of the entire coil, i.e., 

W=N^L, (24) 

Hence the self inductance of a cojicerUrated winding is proportional 
to the s^uore of the number of turns in it. 

124. Self Inductance of a Long Solenoid. — In contradistinc- 
tion to a concentrated winding, consider the case of a long air-core 
solenoid, which is one form of a distributed winding. Let N be 
the number of turns in the solenoid, I its length in centimeters and 
A its mean cross section in square centimeters. Then, from 
equation (4), the magnetic field intensity at any point inside the 
solenoid at a considerable distance from its ends due to a current 



axis of the solenoid. The total number of lines of induction link- 
ing each of the central turns (neglecting the lines within the sub- 
stance of the wire) is therefore 

^=;f.i=i5i^^ 

The flux linking the end turns is less than this, since some of the 
lines of induction go through the lateral walls of the solenoid ; as 
an approximation, however, in the case of a long solenoid all the 
lines of induction may he assumed to link these end turns also. 
On this assumption the tqtal number of linkages between the coil 
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and the flux per unit current In the coil, i.e., the self inductance of 
the coil, is then 

L=N<i>^t£^ (25) 

where all the quantities are in c. g. t. units. 

The self inductance of a solenoid, therefore, does not vary with 
the square of the number of turns when the variation is made by 
changing its length, for in this case the number d turns vanes as 
the length, and therefore the inductance varies' directly as the 
number of turns, or directly as the length. Hence when a sole- 
noid is used as a variable inductance, by connecting in the circuit 
a greater or less number of its turns by means of a sliding contact, 
for example, the inductance varies directly as the distance be- 
tween the fixed terminal and the slider, provided this distance is 
large compared with the diameter of the solenoid. When the 
slider is close to the fixed terminal, the turns between the two 
form an approximately concentrated winding, and therefore the 
inductance when only a small part of the winding is used varies 
approximately as the square of the distance between the two 
terminals. 

It should be noted that when a coil of any kind is used as a 
part of an electric circuit, there is always a mutual inductance 
between the rest of the circuit and the coil. This mutual induc- 
tance, however, may be made practically negligible by making 
the leads to the coil sufficiently long and twisting them together. 

138. Total Enet^ of a Magnetic Fidd in Terms erf Uie Fidd 
bitensi^ and Flux Denu^. — The total energy of the magnetic 
field due to any number of electric currents may also be expressed 
in terms of the field intensity and the flux density. Consider the 
case when every body in the magnetic field has a constant permea- 
bility; the flux density and field intensity at every point in the 
field will then be proportional to- each other and in the same 
direction. Under these conditions the energy corresponding to 
the final values of the currents must be independent of the manner 
in which these currents are established; we may then for con- 
venience assume that the currents all increase proportionally from 
zero to their final values. Under these conditions, if we imagine 
all space filled with tubes drawn in such a manner that the walla 
of each tube are tangent at each point to the direction of the flux 
density at that point due to the final values of the currents, then 
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the wsUb of these tubes will also be tangent to the flux density 
at any instant while the currents are rising from zero to their &nal 
values. These tubes will also be closed on themselves and from 
equation (8) the current linked by each tube at any instant will 

Hdl, where dl is any elementary length measured 






along the axis of the tube and H the intensity of the field at dl. 
When all the currents change by a certain small amount, producing 
a change of flux density dB at every point in the field, the change 
in the flux through each tube will he dif> =dB.da where da repre- 
sents any section of the tube at right angles to its axis, and dB 
the change in the flux density at this point. dB and da will of 
course vary from point to point in the field but, from the manner 
in which these tubes are drawn, the product dB.de will be conetant 
lor every section of any one tube. The work done in changing the 
flux through each tube by an amount dif> is 

Hdl 



id<jt = —dB.d8 I h 
done correspondii 
~ idB.da I h 

e. But, since dB 

itten 

— I I HdBds.dl-^— I HdBdv 

^J [SI J \L\ ""J |V| 



and the total work done corresponding to all the tubes is the 
volume int^p-al 

" ■ \ Hdl 

' ltl 
throughout all space. But, since dB.da is constant along any 
(u&e, this may be written 



since ds.dl represents an elementary volume dv at each point. 
Hence the work done per unU volume of space, when the currents 
in the various circuits change proportionally by an infinitesimal 
amount, is 

dw—HdB 
47r ■ 

Hence the total work done per unU volume of space by any number 
of currents in establishing their resultant magnetic field is 
B" 

provided Ike permeability of every body in the field is constant. 
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When the permeability of the bodies in the field is not con- 
stant, but varies with the field intensity, the reasoning emplovcii 

1 r" 

m deducing the expression 7— I HdB for the work done by 

the currents per unit volume of the field, breaks down ; for in this 
case the direction of the tubes which we considered as filling all 
space may change as the currents change in value. However, the 

. ' 1 r" 

expression - — I HdB for the energy per unit volume requireil 

to establish the field (only a portion of this, however, is stored in 
the field, see Article 126a) is applicable to any case where the 
direction of the hnes of induction remains unaltered and coincides 
with, or is in the oppoeite direction to, the lines of force. ThLs 
condition is realized in the special case of a closed anchor ring 
which is magnetised by a coil uniformly wound around it (as 
described in Article 110) and is also approximately realized in the 
magnetic circuits of most electrical apparatus. 

136. Heat Energy Due to Hysteresis. — When the permeability 
of every body in the magnetic field is constant, the energy trans- 
ferred to the magnetic field when the flux density increases from 
zero to any value B is exactly equal to the energy transferred from 
the magnetic field to the electric currents when the flux density 
decreases from B to zero; for, when B is proportional to //, 

I r* if" 

— I HdB = — — I HdB However, in the case of ordi- 

nary magnetic bodies such as iron or st«el, we have already seen 
(Article 57) that the relation between B and H when the flux 
density increases is different from the relation between these two 
quantities when the flux density decreases. Hence in this case 

If 1 c 

— I HdB is not equal to — ~ \ HdB. The first expres- 
sion, however, represents the work done by the currents in estab- 
lishing themselves, while the second expression represents the 
work done on the currents when the magnetic field disappears ; 
the difference between these two expres-sions must then represent 
the production of .some other form of energy in the magnetic sub- 
stance, and experiment shows that this other form of energj- is 
heat enei^. That is, whenever the fiux density in a piece of any 
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ordinary magnetic substance is changed, heat energy is always 
developed. Consequently, when the flux density in a piece of 
iron or steel is changed from any value B to any other value and 
then brought back again to the original value B, an amount of 
heat energy per unit volume of the substance equal to 



w - \ Hi 

4ir 

J \B\ 



HdB (27) 



for this complete cycle of values, is produced in the substance. 
Hence, when this cycle of values is plotted (with H and B to the 
same scale) in a curve (i.e., the hysteresis cur\'e), the area of this 
curve divided by 4jr gives the amount of heat energy per tinit 
volume " due to hysteresis " producetl in the substance. When 
H and B are expressed in c. g. s. electromagnetic units, this heat 
energy is in ergs per cubic centimeter. 

laSa. Tractive Fore* of an Electromagnet. — From the formula, 
equation (26), for the energy per unit volume of a magnetic field, 
can be deduced directly the force of attraction between two elec- 
tromagnets or between an electromagnet and its keeper. Con- 
sider the special ease where the surface of separation of the two 
parts of the magnetic circuit is perpendicular to the hnes of in- 
duction; let S be the area of this surface in square centimeters 
and let dx be the infinitesimal amount by which the two parts of 
the magnetic circuit are separated. When dx is infinitely small, 
the change produced in the reluctance of the circuit is negligible, 
and therefore the fiux density in the air gap fonned is the same 
as originally existed in the iron; let this flux density be B and let 
it be assumed constant over the surface of separation. The 
volume of the magnetic field is changed by an amount Sdx, and 
consequently the energy of the magnetic field, from equation (26), 
is changed by the amount 

B* 
dW=—Sdx 
8w 
Hut the work done in separating the two parts of the circuit is 
also equal to the product of the displacement dx, and the mechani- 
cal force F in dynes required to produce the separation, i.e., 

dW-^Fdx 
Equating these two expressions, we have 

Sir (28) 
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^hen the flux density ie not constant over the surface of separa- 
jon, the total force required is the surface integral 






SUMMARY OF IMPORTANT DEFINITIONS AND 
PRINCIPLES 

1. The number of linkages between a line of induction and a 
coil of wire is equal to the number of turns of this coil linked by 
the line of induction. The total number of linkages between a 
,coil and the flux threading it is the sum of the linkages of all the 
lines of induction. For a concentrated winding oi N turns and 
each turn linked by <f> lines, the number of linkages is 

Linkages are expressed in mawells. 

2. Whenever the flux threading a circuit changes an electro- 
motive forcft iB induced in this circuit equal to the time rate of 
change of the linkages between the flux and the. circuit, i.e., 

e=-~ abvolta 10^— volts 

<U dt 

where \ is In maxwells and I in seconds. The minus sign in the 
above equation indicates that the direction of the electromotive 
force resulting from sn increase in the flux in the same direction 
as that of the flux due to the current in the circuit produces an 
electromotive force in the opposite direction to that of the current. 

3. The work done on an electric current when the number of 
linkages between the circuit and the flux linking it increases by 
an amount dX is 

dW~-id\ eigs 

where i is in abamperes and X in maxwells. 

4. When the change in the linkages between an electric circuit 
and the flux linking it is caused by the motion d a part of this 
circuit (e.g. a wire) through a magnetic field, the induced electro- 
motive force is equal to the rate at which this part of the circuit 
cuts the lines of induction. The direction of the electromotive 
force is the direction in which the middle finger of the right hand 
points when laid along the wire and the thumb and forefinger 
of this hand are held perpendicular to each other and to the 
middle finger, with the thumb pointing in the direction of the 
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motion of the wire and the forefinger in the direction of the flux 
density. The value of the electromotive force induced in a wire 
/ centimeten long when it moves perpendicularly across a mag- 
netic field d flux density of B gausses with a velocity of v centt- 
meteis per second perpendicular to itself is 
e = Blv abvolts 

5. The intensity of the mametic field due to a current of i 
abamperee in a long solenoid of Qf/ turns per centimeter length is ' 

H=»4jrJ?'x gilberts per cm ^ i_ — ;'. j . i 

6. The quanti^ of electricity discharged through a eiicuiL uf If "" 
abohme resistance when the number of linkages between the ~' 
circuit and the flux threading it changes from X, to X, maxwells is 

Q= — abcoulombfi 

7. The average value of the induced electromotive force be- 
tween the brushes of a continuous current dynamo is 

E = ^pM volts 

p'XlO* 
where n is the number of revolutions per second, p the number of 
field poles, p' the number of parallel paths through the armature, 
^ the useful flux per pole in maxwells, and N is the number of 
conductots which cut the flux. 

8. The work required to carry a unit north pole around a 
closed path is called the magnetomotiTe force acting around this 
path. The magnetomotive force acting around a closed path 

'^hich links N turns of a circuit in which the current is t ab- 
amperes is 

i^vN i gilberts 

The product of the current in amperes by the number of turns is 
called the ampere-tunu of the coil. 

1 gilbert =0.79578 ampere-turn 

9. The reluctance of a given portion of a magnetic circuit is 
defined as the ratio of the drop of magnetic potential along the 
lines (rf induction to the total number of lines of induction through 
the given portion of the circuit. The c. g. a. electromagnetic unit 
of reluctance is the oersted. The reluctance of a portion of a 
circuit / centimeters long, A square centimeters in cross section 
and of a permeability ^ is 
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provided the flux density is uniform and perpendicular to the cross 



10. The ampere-turns required to establish a given flux are 
found by equating the drop of magnetic potential through the 
magnetic circuit to the magnetomotive force, i.e., 

where ff Is in ampere-tums per inch, Z is in inches, / in amperes, 
and the integral is taken around the closed path formed by the 
magnetic circuit. 

11. The value of the ratio of the electromotive force induced 
in an electric circuit, due solely to a change of the current in this cir- 
cuit, to the time rate of this change, is called the self inductance 
L of this circuit; hence the self-induced electromotive force is 

-di 

e = L — 
dt 
The c. g. s. unit of self inductance is the abhenry ; the practical unit 
is the henry. 

1 henry =10* abhenriee 
When the permeability of every body in the magnetic field is 
constant and the circuit remains unaltered in shape, the self in- 
ductance is a constant of the circuit (for a given distribution of 
current) equal to the number of linkages between this circuit and 
the flux produced by unit cuiTsnt in it. 

12. The value of the ratio of the electromotive force induced 
in an electric circuit 1, due to a change of the current in any other 
circuit 2, to the time rate of change of this current, is called the 
mutual inductance M„ of circuit 2 with respect to circuit 1 ; hence 
the electromotive force induced in 1 due to a change of the cur- 
rent I, in 2 is 

e.,= M„ — 
dt 
The umta of mutual inductance are the same as the units of self 
inductance. When the permeability of every body in the mag- 
netic field is constant and the circuits are fixed with respect to 
each other and remain unaltered in size and shape, the mutual 
inductance of one circuit with respect to the other is constant (for 
a given distribution of the currents) and equal to the number of 
linkages between one circuit and the flux produced by unit current 
in the other, and the mutual inductance of the one circuit with 
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respect to the other k the same as the mutual inductance of the 
second circuit with respect to the first. 

13. The energy of the magnetic field due to a coirent i in a 
circuit of constant self inductance L is 

When L ^ in henries and i in amperes this formula gives the energy 
in joules ; when L is in abhenries and i in abamperes this formula 
gives the energy in ergs. 

14. The energy of the magnetic field due to the curreats i, and 
1, in two circuits which have constant self inductances L, and L, 
and a constant mutual inductance M is 

When the inductances are in henries and the currents in amperes 
this formula gives the energy in joules ; when these quantities are 
in abhenries and abamperes this formula gives the enei^y in ergs. 

15. When the current in a conductor of large cross section 
varies rapidly with time, the back electromotive force due to the 
variation of the flux linking the conductor is considerably greater 
in the inside filaments of the conductor than in the outside fila- 
ments ; consequently the current density ia greatest near the sur- 
face of the conductor. This phenomenon is known as the skin 
effect. 

16. The self inductance of each of two long parallel non- 
magnetic wires, assuming a uniform current density, is 

L=0.01524 + 0.1403 log — mUlihenries per mile 

r 
where D is the distance between centers and r the radius of each 
wire, both in the same units. 

17. The self inductance of a concentrated winding varies 
. directly as the square of the number of turns. 

18. The self inductance of a long solenoid is approximately 

L = abhenries 

V ' 

where N is the totatlmmber of turns in the solenoid, A its cross 
section in square centimeters and I its length in centimeters. 

19- The energy per cubic centimeter of any magnetic field 
when the permeability of every body in the field is constant ia 

w =='^^ — = - — ~ ergs 

Sir Sw^i 
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where H is the field intensity in gilberts per centimeter, B the 
flux density in gausses and n the permeability in c. g. s. electro- 
magnetic units. 

20. The heat energy dissipated per cycle per centimeter.cube 
in a magnetic nibstance when an alternating magnetic field b 
established in it is equal to the area of the corresponding hysteresis 
loop divided by 4 ir. 

21. The force required to separate two parts of a magnetic 
circuit is 

F= dynes 

Sir 
where A is the area in sq. cm. of the surface of separation and B 
the flux density in gausses normal to this surface, provided B is 
constant. 

PROBLEAK 

1. A coil which has a concentrated winding of 100 turns is 
' revolved in a uniform magnetic field about an axis perpendicular 

to the direction of the field. The intensity of the field is 100 
gilberts per cm., the area of each turn of the coil is 10 sq. cm. ; 
the eoil is rotated with a uniform velocity of 25 revolutions per 
second. What is the instantaneous value of the e. m. f. induced 
in the coil, (1) when its plane is perpendicular to the field, (2) when 
its plane is parallel to the field; (3) what is the average value of 
the e. m. f. induced in the coil while it is rotating 180° from the 
first position? 

^7M..(1)0; (2) i.OlSvolts; (3) 0.645 volts. 

2. How many foot-pounds of work must be done to pull a 
coil having a concentrated winding of 200 turns out of a magnetic 
field, if the flux threading the coil is 100,000 maxwells and the 
current in it is maintained constant at 100 amperes? 

Ans.: 14.76 foot-pounds. 

3. A stra^ht wire 10 inches long is moved parallel to itself 
across a magnetic field in a plane making an angle of 45° with the 
direction of the field. What is the value of the e. m. /. in volts 
induced in the wire if it is moved with a velocity of 5 feet per 
second and the field intensity is 200 gQberts per cm.? 

Ana.: 0.00548 volts. 

4. A coil of 20 turns is wound over the middle of a long solenoid 
with an air core. The solenoid has a cross-sectional area of 10 
sq. cm. and has SO turns per linear inch. If the 20-tum secondary 
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is connected in series with a resistance such that the total resist- 
ance of the secondary circuit b 1000 ohms, what quantity of 
electricity in coulombs is discharged through the secondary circuit 
when a current of 5 amperes is reversed in the primary? 
Ans.: 4.95X10"' coulombs, 

5. A coil of 1000 turns is wound uniformly on a round iron bar 
20 centimeters in length and 2 sq. cm. in croea section. If a con- 
stant current of 5 amperes is established in the coil, calculate the 
■work in joules required to withdraw the bar from the coU, assuming 
the permeability of the bar to be constant and equal to 400 c. g. «. 
units and neglecting the demagnetising effect of the ends of the bar, 

Ans.: 0.01252 joules. 

6. An air-core solenoid of 1000 turns is 20 cm. long and has a 
mean diameter of 5 cm. Calculate the field intensity on the axis 
of the solenoid 5 cm. internally from one end, due to a current fA 
2 amperes in the solenoid; make this calculation by integrating 
the effect due to each turn separately. What is the error involved 
in using formula (4) for the field intensity at this point? 

Ans.: 122.8 gilberts per cm. Formula (4) gives a value 
20.8% too great. 

7. A cast-iron ring 20 inches in mean diameter with a circular 
cross section 2 inches in diameter has an air gap 0.1 inch in length. 
(1) How many ampere-tums are required to produce an average 
fliuc density of 5000 gausses in this air gap, assuming no leakage? 
Use Fig. 38 to get the relation between flux density and field 
intensity in the iron. (2) What is the percentage ratio of the 
drop of magnetic potential in the gap to that in the iron? 

Ans.: (1) 4090 ampere-turns; (2) 32.8%. 

8. What is the total reluctance of the iron ring and air gap 
described in Problem 77 

Ans.: 0.159 oersteds. 

9. An iron ring 20 cm. in mean dituneter and 4 sq. cm. in cross 
section is wound uniformly with 2000 turns of wire. Determine 
the self inductance of this winding in henries, assuming a constant 
permeability of 500 c, g. s. units. 

Ans.: 1.6 henries. 

10. Two coils A and B are wound uniformly upon the same 
magnetic circuit, one over the other. The self inductance of A 
is 3 henries and the self inductance of fi is 5 henries. Assuming 
the permeability of the magnetic circuit to be constant, determine 
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the total inductance of A and B when connected in series, (1) so 
that their magnetic fields are in the same direction, and (2) so that 
their magnetic fields are in opposite directions. (3) What is the 
mutual inductance of A and Bt 

Ana.: (1) 15.74 henries; (2) 0.26 henries; (3) 3.87 henries. 

11. A coil having a concentrated winding of 1000 turns has a 
self inductance of 0.05 henries. What b the energy in joules of 
the magnetic field due to the current in the coil when this current 
produces a flux of 2000 maxwells? 

Am.: 0.004 joule. 

12. When a current of 4 amperes is established in the field 
winding of a 4-pole ahunt generator, the flux of induction through 
each field coil is 3X10" maxwells. The four field coils are con- 
nected in series electrically and each has 800 turns. Assuming 
constant permeability and no magnetic leakage, determine (I) 
the self inductance of the entire field winding, and (2) the total 
energy of the magnetic field of the generator. 

Ana.: (1) 24 henries ; (2) 384 joules. 

13. A cast-iron ring 10 inches in mean diameter and 4 sq. in. 
in cross section is divided into two halves. Upon each half of the 
ring are wound uniformly 100 turns of wire. If the two halves of 
the ring are placed together to form a complete ring and the two 
coils are connected in series so that their magnetic fields add, 
determine ( 1) the energy of the magnetic field per cubic centimeter 
when the current established in the winding is 2 amperes, assuming 
a constant permeability of 300 c. g. s. units, and (2) the initial force 
in pounds required to pull the two halves of the ring apart. 

Ans.: (1) 473 ergs; (2) IG.5 pounds. 
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ELECTROSTATICS 

127. Electric Charges. — We have already seen (Article 64) 
that it- is possible to have a difference of electric potential between 
two conductors without- having an electric current in these con- 
ductors. For example, the difference of electric potential between 
the two poles of a battery when there is no conductor connecting 
its poles, that is, when the battery is " open-circuited," is equal 
to the electromotive force of the battery. It is found by ex- 
periment that when a conductor A of any kind is connected to one 
of the poles of a battery but not to the other, a momentary electric 
current is established in this conductor, but after a small fraction 
of a second this current ceases. By Ohm's Law, every point of 
this conductor must come to the same potential as the terminal 
of the battery to which it is connected (neglecting any slight 
contact electromotive force between the conductor and the 
terminal). Similarly, in any other conductor B connected to 
the other terminal of the battery but completely insulated from 
the first tenninal, a momentary electric current will be established, 
but when this current ceases every point of the conductor B 
will be at the same potential as that of the terminal to which 
it is connected. Hence between the two conductors A and B a 
difference of potential is established equal to that of the electro- 
motive force oi the battery. It b also found by experiment, 
that the wires connecting the two conductoiB A and B to the 
battery may be removed without changing this difference of 
electric potential between them, provided the wires are small 
and the position of the conductors A and jS relative to each 
other and all other bodies in their vicinity remains fixed and the 
conductors remain perfeqtly insulated from each other and all 
other conductors. This can be tested by again connecting the 
conductors A and B to the same terminals of the battery ; it will 
be found that no current, not even a momentary current, ia estab- 
lished in the wires, thus showing that each conductor remains 
at the potential of the tenninal to which it was originally con- 
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nected. A difference of electric potential may then exist between 
two conductors which are entirely insulated from each other 
and all other conductors. 

It IB found by experiment that whenever a difference of 
electric potential is established between any two conductors 
these eonductore exert a force upon each other and in general 
also upon all other conductors and dielectrics in their vicinity, 
even when there are no currents in the conductors. These forces 
are due solely to the difference of electric potential established 
between the various bodies, and as long as these potential differ- 
ences remain constant in value the forces are found to r^Tiain 
constant. Just as the forces produced by magnets on one another 
and upon magnetic substances may be expressed in terms of a 
something associated with the surfaces of the magnets and mag- 
netic bodies, so may these forces due to diJTerencea of electric 
potential be expressed in terms of a something associated with 
the surfaces of the conductors and the dielectrics in their vicinity. 
The something that produces these forces which are due to differ^ 
ences of electric potential is called an tledric charge. We wbh 
now to see what are the properties of these electric charges and 
what is their relation to an electric current. 

In the first place, it is found that forces of exactly the same 
nature are produced between any two dielectrics, such as glass 
and silk, when these two bodies are rubbed together and then 
separated; also when an insulated conductor is rubbed with any 
dielectric, such as a piece of silk, and the conductor and the 
dielectric are separated, it is found that the two bodies attract 
each other. Bodies which are charged in this way are said to be 
" charged by friction," In fact, this method of producing the 
phenomena which are ascribed to electric charges was known to 
the ancients ; whereas batteries and generators are comparatively 
recent inventions. 

128. Positive and N^ative Chaises. — Attraction and Re- 
pultioQ of Chafed Bodies. — It is found by experiment that 
bodies which are charged in exactly the same manner, as for 
example, two insulated conductors placed momentarily in con- 
tact with the same terminal of a generator, always repd each 
other, while they may repel or attract a body which has been 
charged in some other manner. For example, an insulated 
conductor A placed momentarily in contact with the positive 
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terminal of a generator is found to repel a body B which has 
been placed momentarily in contact with thifl terminal, but will 
attract the body B if the latter is placed in contact with the 
negative terminal of the generator. (These forces are perceptible 
only in case the generator develops an e. m. /. of several thousand 
volte or more.) Similarly, two pieces of glass which have been 
rubbed with silk are found to repel each other, while the silk 
and glass are found to attract each other. We are therefore led 
to the conception of two kinds of electric charges, which are 
called respectively positive and negative chaises. A body which 
repels a piece of glass which has been rubbed with silk is said to 
be positively changed, or to "have" a positive chaise, while a 
body which aitratis a piece of glass which has been rubbed with 
silk is said to be negatively charged or to " have " a negative charge. 
A conductor which is placed in contact with the positive pole 
of a battery or other source of electromotive force is positively 
charged, while a body placed in contact with the negative pole of a 
battery or other source of electromotive force is negatively charged. 
129. Charging by Contact and by Induction. — It is found 
by experiment that when an originally uncharged conductor U 
(e.g., a solid piece of metal, not necessarily a wire) is placed in 
contact with a charged conductor C, the uncharged conductor 
likewise receives a charge which is of the same sign as that 
of the chained conductor; that is, when the charged conductor 
C is positively charged, the originally uncharged conductor U 
placed in contact with it likewise becomes positively charged; 
while if the originally uncharged conductor U is placed in contact 
with a negatively charged conductor C*, the uncharged conductor 
(/ becomes n^attvely charged. When the conductor U is 
removed from contact with the charged conductor it is found 
that it remains charged, provided it is perfectly insulated from all 
other conductors. A conductor which is thus charged by being 
placed in contact with another conductor is said to be " charged 
by contact."* 

*It is also poeeible to charge the surface of a dielectric by placing it in 
contact with a charged conductor or a charged dielectric. Very little is known 
concerning the exact distribution of such charges on dielectrica. Fortunately, 
where a charged conductor is in contact with a dielectric it is in general 
immatenal whether the charge is considered as "residing" on the surface 
of the oonduclor or on the surface of the dielectric or on both. These contact 
charges on dielectrics must not be confused with the induced charges dis- 
cussed later. 
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It 18 also found by experiment that & conductor can be charged 
without placing it in actual contact with a charged conductor; 
merely placing the originally uncharged conductor U in the 
vicinity of a charged body C will cause the originally uncharged 
conductor U to become charged. In this case, however, when 
the originally uncharged conductor U is perfectly insulated, it is 
found that the portion of this conductor U nearer the chat^d 
body C receives a charge of the opposite sign to that on C while 
the more remote portion of the conductor V receives a charge of 
the same sign as that of C. In other words, the conductor U 
becomes charged by " induction " in a manner similar to that 
by which a piece of soft iron placed in a magnetic field becomes 
magnetised by induction. There is, however, an important 
difference between the phenomenon of electrostatic induction in 
a conductor and the phenomenon of magnetic induction in iron. 
When a piece of iron which is magnetised by induction is divided 
into two parts and the two parts are separated slightly, so that a 
narrow gap is formed between them, magnetic poles are found 
to exist on the surfacas of the iron forming the walls of this gap. 
When a conductor U (which may be made in two parts originally 
in contact) is charged by induction and the two parts U, and 
U, are separated a slight distance, the surfaces of [/, and t/, 
forming the walls of this gap arc not charged. Again, when the 
piece of iron which is magnetised by induction is separated into 
two parts and either part is removed from the magnetic field, 
this portion of the original piece of iron in found to have equal 
and opposite poles which disappear almost entirely when the 
iron is jarred; however, when a conductor which is charged by 
induction is separated into two parts U, and U„ it is found that 
the two portions of the conductor retain their charges, one part 
a pc^itivc charge and the other part a negative charge, as long as 
the two parts are kept perfectly insulated from each other and 
from all other conductors. The charges on the two portions of 
the conductor also remain unaltered in amount (but not in dis- 
tribution, as we shall see later) even when .these two portions 
arc removed from the vicinity of the conductor which induced 
the charges and are separated from each other by any distance. 
Hence another important difference between the phenomenon 
of electrostatic induction in a conductor and the phenomenon 
of magnetic induction; the total strength of the poles on a mag- 
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netic substance is always zero, no matter into how many pieces 
the substance may be broken, but the positive and negative 
charges induced on a conductor may be separated from each other 
by dividing the conductor. 

Experiment also shows that electric charges are induced on a 
dielectric which is placed in the vicinity of a charged body, in 
the same manner that charges are induced on a conductor. In 
the case of a solid or liquid dielectric separated from the charged 
body by air the portion of the dielectric nearer the charged body 
shows a charge of the opposite sign to that on the charged body, 
while the portion of the dielectric more remote from the charged 
body shows a charge of the same sign as that on the chatted body. 
However, when a dielectric which is thus charged by induction 
is separated into two parts, it is found that charges are produced 
on the walls of the gap between the two parts, a negative charge 
on the side of the gap nearer the positive induced chaise on the 
original surface of the dielectric, and a positive charge on the side 
of the gap nearer the negative charge induced on the original sur- 
face of the dielectric. Also, when the dielectric as a whole, or 
any portion of it, is removed from the vicinity of the chained 
body which induces the charges on it, it is found that these in- 
duced charges entirely disappear. In other words, the phenome- 
non of electrostatic induction in a dielectric is of a similar nature 
to the phenomenon of magnetic induction in a magnetic substance, 
except that it is impossible to produce by electrostatic induction 
a " permanently electrified " dielectric. The above facts are 
true only of a dielectric which is an absolute non-conductor. 
Every dielectric, however, is a conductor to a certain extent, and 
the resultant effect produced in a dielectric when it ia placed 
in the vicinity of a chained body ia therefore a combination of 
the effect due to its true dielectric or insulating property and 
the effect due to its conducting property. We shall see later 
how both these effects may be taken into account. 

An electric charge can be induced only at the surface of 
separation of two dissimilar substances. There is no way of 
determining experimentally " on " which of the substances in 
contact the charge is induced; for example, when a piece of 
glass is placed in air in the vicinity of a chai^d body, there 
is no way of determining whether the induced charge at the 
surface of separation between the air and the glass is " on " 
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the surface of the air or " on " the surface of the glass. How- 
ever, just aa in the discuasioii of the phenomena of magnetism 
it was found convenient to assume that air was non-magnetic (and 
therrfore at the surface of separation between air and any other 
substance the induced poles are entirely on the other substaoce), 
so in the discussion of the phenomena of electrostatics, it is found 
convenient to assume that at the surface of separation between 
air* and any other substance, there is no charge induced on the 
air. In general, at the surface of separation between any other 
two substances, whether they be dielectrics or conductors, it will 
then be necessary, in order to account for the observed phenomena, 
to assume that a charge is induced on the surface of both these 
substances. 

ISO. Point-CbargM. — It is found to be impossible to produce 
a finite electric charge at a point in space, but just as in the dis- 
cussion of magnetic phenomena it was found convenient to make 
use of the conception of a point-pole, so in the discussion of 
electrostatic phenomena it is convenient to consider a charge 
of finite amount concentrated in a point. Such a charge may 
be called a poitU-charge. A physical approximation to a point- 
charge is the charge on a small area. 

131. Properties of Electric Chaises. — When all the electric 
charges produced in any manner whatever, including the charges 
induced on dielectrics, are taken into account, it is found that the 
forces produced on one another by any number of charged bodies 
may be accounted for by attributing to these electric charges the 
following properties: 

1. Like charges repel each other and unlike charges attract 
each other. 

2. When a charge of one sign is produced on any body an 
equal and opposite charge is produced either on the same or on 
some other body. 

3. Two point-charges q and <f located at a distance r apart 
rejKl each other with a force proportional to the products of the 
quantities q and ^ of these charges and inversely proportional 
to the square of the distance between them, ttidependeiU of the 
nature of the medium between them; that is, with a force 

♦Strictly, this aasumption \a pennissible only for one definite preasure: 
ft preasure of 760 mm. of mercury is the adopted standard. 
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/-t^ (1) 

where A: is a constant depending upon the tmits in which q, <l , r 
tuid / are measured. Since we have not as yet specified the unit 
in which an electric charge is to be measured, we may select this 
unit such that the constant A: in the above equation is unity. We 
then have that the force of repulsion between two point-chargea 
having the values g and 4 is 

9/ (la) 

' r» 
When g and 9' are of the same sign this force is positive, and 
therefore there is an actual repulsion ; when 9 and 9' are of opposite 
signs this force is n^ative, that is, there is an actual attraction. 
This agrees with the first property stated above. The line of 
action of the force produced by one point-charge on another is 
the line drawn between them. 

The T^uUavt force produced on a given point-charge t^ by 
any number of point-charges b the vector sum of all the in- 
dividual forces acting on that charge, that is, is 

where the summation % ^ includes all the chaises in the vicinity, 

induced or otherwise, on conductors or dielectrics. Since the 
quantity of charge induced on a dielectric depends upon the 
nature of the dielectric, this resuhani force will also depend upon 
the nature of the surrounding dielectrics, but the force due di- 
rectly to any given charge q, whether on a conductor or induced 
on a dielectric, is independent of the naturs of the medium . 
between g and g'. 

The unit of electric charge is defined by equation (la); that 
is, a unit point-charge is a charge which repels with a force of 
one dyne an equal point~ckarge placed one ceniimeter away. This 
unit is called the c. g. s. electroslalic unit of charge. 

Since the properties of electric charges are of exactly the same 
form as the properties of magnetic poles, with the one exception 
that a chai^ of one sign can exist by itself on a conductor, it 
follows that the definitions and deductions in regard to the proper- 
ties of magnetic poles can be applied directly to electric charges, 
except such properties as were deduced as a consequence of the 
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fact that equal and opposite poles always exist on the same 
body.* 

132. Electrostatic Field of Force. — Electrostatic Intensi^. — 
Any region of space in which an electric charge would be acted 
upon by a mechanical force is called an electrostatic field of force. 
The intertsily of the eledrostalic field at any point is defined as 
the force in dynes which would be exerted by the agents pro- 
ducing the field on a unit point^charge placed at that point. 
The names electrostatic intensity and electrostatic force are also 
used for this quantity. The electrostatic intensity at any point 
due to a point-charge g at a distance r centimeters away is then 

H-l « 

and the total field intensity at any point P due to any number 
of point-charges is the vector sum 

«-s^ . <'"' 

where q is the value of the point-charge at any point and r is the 
distance in centimeters of this charge from the point P, and the 
summation includes all the chaises, induced or otherwise, on all 
the conductors and dielectrics in the field. 

The total field intensity at any point P due to any charged 
surface is the vector integral 



"1- 



where da is any elementary area of the surface, tr is the charge 
per unit area, or the surface destiny of the charge at ds, and r is 
the distance of ds from P. 

133. Lhies of Electrostatic Force. — Fluz of Electrostatic 

Force. — Lines of electrostatic force may be drawn in the same 
manner as lines of magnetic force, that is, lines of electrostatic 
foree are lines drawn in such a manner that the direction of each 
line at each point coincides with the direction of the electrostatic 
intensity at that point and the number of these lines per unit 
area at any point, normal to their direction, is equal to the value 
of the electrostatic intensity at that point. The number of 
The same symbola will as a rule be used throughout tor the corresponding 
quantities: in any problem in which both electroalatic and magnetic quantities 
must be used, the former may be distinguished by the subscript "e," 
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these lines of electrostatic force crossing any area is defined aa 
the flux of electrostatic force across that area. The mathematical 
expression for the flux of electrostatic force across any surface 
S is then 

^ = f (Hcosa)ds (3) 

where ds is any elementary area of this surface, H the elec- 
trostatic intensity at (fs and a the angle between the direction 
of this electrostatic intensity and the normal to ds. Gauss's 
Theorem, which is simply a consequence of the inveree square 
law, ako holds for electric charges ; that is, the number of lines 
of electrostatic force outward across any closed surface is equal 
to the algebraic sum of the charges inside the surface. The 
mathematical expression of this fact is 

f^g^{Hco8a)ds=Airtq (3a) 

where C represents the integral over the closed surface. 

134. Lines of Electrisation. — We have already seen that 
when a charged conductor is separated into two parts by a narrow 
gap, there is no electric charge produced on the walla of this gap. 
It is also found that when a closed cavity of any kind is formed 
inside a charged conductor, no electric charge is produced on the 
walls of this cavity no matter how the external surface of the 
conductor is charged. A charge can be produced on the walls 
of such a cavity only by introducing a chained body into' this 
cavity. Hence in a charged conductor there is nothing analogous 
to lines of magnetisation inside a magnetised body. 

In the case of a dielectric charged by induction, however, we 
have seen that in general charges do appear on the walls of a 
gap cut in the dielectric, just as magnetic poles appear upon the 
walls of a gap cut in a magnetised body. It is possible, however, 
just as in the case of a magnetised body, to cut in a dielectric 
which is charged by induction a gap in such a direction that 
no chai^ will appear on the walla of the gap. Hence we may 
consider a dielectric which is charged by induction to be made 
up of filaments the walls of each of which have such a direction 
that were this filament separated from the rest of the dielectric by 
a gap of infinitesimal width, there would be no charges iuduced 
on the lateral walls of this filament. The two ends of such a 
filament in the original surface of the dielectric will then have 
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equal and opposite char;ges. We may then take each filament of 
such a size that it terminates at each end in a chaise which has 

the numerical value — . The positive sense of such a fila- 

iv 
ment is taken as the direction along it from its negative to its 
positive end; that is, theae filaments are considered aa running 
through the dielectric from its negatively charged end to its 
positively charged end. These filaments are called lines of 
eledrisation. The intensity of electrisation at any point in a 
body is defined as the charge per unit, area which would appear 
on a gap cut in the body at this point perpendicular to the line 
of electrisation through this point. The direction of the intensity 
of electrisation at any point is taken as the direction of the line 
of electrisation through this point. Lines of electrisation, lines 
of electrostatic force, and the electric charge induced on the surface 
of a dielectric are then related to one another in exactly the same 
manner as lines of magnetisation, lines of magnetic force and the 
magnetic poles induced on the surface of a magnetic body. That 
is, the number of lines of force ending on a n^ative chaige in- 
duced on a dielectric is equal to the number of lines of electrisation 
originating from that chaise, and the number of lines o! electrisa- 
ion ending on a positive charge induced on the surface of a dielec- 
tric b equal to the number of lines of electrostatic force originating 
that charge. The relation between the intensity of electrisa- 
iion at any point in the surface of a dielectric and the charge 
induced on that surface is then 

tr= J COS a (4) 

where o- is the surface density of this induced charge at this 
point, J the intensity of electrisation of the dielectric at this 
point, and a the angle between the direction of the intensity of 
electrisation at this point and the direction of the normal drawn 
outimrd from the surface of the dielectric at this point. (See 
Article 46.) 

The number of lines of electrisation crossing an elementary 
surface ds the normal to which makes an angle a with the 
direction of the intensity of electrisation is 

dN=4TT{Jcosa)ds (5) 

Since we have assumed (Article 129) that no chai^ges are in- 
duced on the suriace of the air in contact with any other sub- 
stance, the intensity of electrisation in air is zero. 
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It should be clearly kept in mind that the above relations 
hold only for charges induced, on dielectrics. Since every dielec- 
tric (other than a perfect vacuum) is a conductor to a slight 
extent, charges are also induced on the dielectiic due to its con- 
ducting property; these latter charges, however, are usually 
negligible in practical work. 

135^. Lines of Electrostatic Induction. — Flux of Electrostatic 
Inductton. — The algebraic sum of the number of lines. of elec- 
trisation and the number of lines of electrostatic force across 
any surface in an electrostatic field is called the number of 
lines of electrostatic induction across that surface, or the jiiix of 
electrostatic induction across that surface. Experiment shows 
that, except in the special case of certain crystals, the intensity 
of electrisation at any point in a dielectric ia in the same direction 
as the intensity of the electrostatic field. Hence the mathemati- 
cal expression for the number of lines of electrostatic induction 
crossing an elementary surface (te„ normal to the direction of the 
field intensity is 

d(l>=(H+4TrJ)ds„ 
where H is the intensity of the electrostatic field at ds, and J 
the intensity of electrisation in the dielectric at ds. The number 
of lines of electrostatic induction per unit area at any point normal 
to their direction is called the electrostatic flux density* at this 
point. The relation between electrostatic flux density, field inten- 
sity and intensity of electrisation is then 

B=H+4wJ (6) 

Hence the flux of electrostatic induction across any elementary 
surface ds may also be written 

rf<^=(Bcosa) (^ (7) 

where B is the electrostatic flux density at ds and a is the angle 
between the direction of this electrostatic flux density and the 
normal to da. 

Since the intensity of electrisation in air is zero, the lines of 
electrostatic force and the lines of electrostatic induction in air 

*The electrostatic flux density divided by the factor 4 v is called the eleo- 
trostatic polarisation or the electric displacement. The factor 4 r comes in 
from the fact that one line of polarisation or one line of electric displacemen 
is considered as originating from each unit chai^ on a conductor, while from 
a wiit charge on a conductor there originate 4 w lines of electrostatic induction. 
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are identical, aad therefore the electrostatic intensity and the 
electrostatic flux density in air are equal. 

136. Dielectric Constant. — Experiment shows that the elec- 
trostatic flux density produced in any dielectric when placed 
in an electrostatic field is directly proportional to the resultant 
field intensity, and except in the special case of certain kinds of 
crystals, the direction of the electrostatic flux density coincides 
with the direction of the field intensity. The ratio of the 
electrostatic flux density to the field intensity is called the 
dielectric constant of the dielectric. That is, calling B the elec- 
trostatic flux density at any point in the dielectric, and H the 
resultant electrostatic intensity at this point, the dielectric con- 
stant of the dielectric at this point is 

K.l <^ 

H 

The dielectric constant is exactly analogous to magnetic perme- 
ability. The values of the dielectric constants for a few sub- 
stances are 

Solid parafiin 2.29 

Paraflin oil 1.92 

Ebonite 3.15 

Mica 6.64 

Glass 6.5 to 7.5 

Distilled water 76 

Alcohol 26 

Ordinary gases 1 .000 

Perfect vacuum 0.9995 

Combining equations (6) and (8) we have that H+AirJ = 
KH and therefore that 

j JK-\) H (9) 

4jr 
Hence in any dielectric for which the dielectric constant is unity 
the intensity of electrisation is zero, and therefore there are no 
lines of electrisation, and hence there are no charges induced on 
the surface of such a dielectric. In a dielectric for which the 
dielectric constant is greater than unity, the intensity of electri- 
sation is not zero but a positive quantity, and therefore the field 
intensity is less than the flux density; hence the number of lines 
of electrostatic force inside a dielectric of which the dielectric 
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constant is greater than unity is always leas than the number 
of lines of electrostatic induction. 

137. A Closed Hollow Conductor an Electrostatic Screen. — 
It is found by experiment that an electric charge cannot be pro- 
duced on the inside surface of a hollow closed conductor by 
charging the conductor either by contact with, or by induction 
from, any agent whatever outside the conductor; nor can an 
electrostatic field be produced inmde the space enclosed by the 
conductor by any agent whatever exterior to the conductor, 
provided in each case there is no electric current in the conductor. 
These two important facts were discovered by Faraday, who 
buitt a large insulated metal chamber in which he set up the 
most delicate measuring instruments he could devise; he was 
unable to detect the slightest, electrostatic effect inside this 
chamber no matter how highly the chamber was electrified on 
the outside. All deductions from this discovery of Faraday's 
have been found to be in accord with experiment, and we there- 
fore accept as a fundamental law of electrostatics that any region 
completely enclosed by a conductor is absolutely protected from 
external electrostatic effects. It is also found that a metal gause 
or cage forms a practically perfect screen. 

138. The Resultant Electrostatic hitensity Within the Substance 
of a Conductor in which there u no Electric Current is Always Zero. 
— An important deduction from Faraday's discovery is that 
the resultant electrostatic intensity within the substance of a 
charged conductor is zero, provided tliere is no current in the con- 
ductor, no matter how the conductor may be charged. For, should 
a closed cavity be made in this conductor, no charge would appear 
on the walls of this cavity, and therefore the original electro- 
static field would not be altered; therefore the electrostatic field 
inside this cavity must be the same as originally existed ini the 
conducting material which filled this cavity, since the electro- 
static intensity at any point due to any given distribution of 
electric charges is independent -of the material at the point in 
question. But the electrostatic intensity in the cavity is zero, 
and since the charges producing the field are not altered by 
forming the cavity, the electrostatic intensity in the conducting 
material which originally filled this cavity must also have been 
zero. 

Since the resultant intensity in a conductor is zero, it follows 
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that when a conductor is placed in an electrostatic field, the induced 
charges which appear must be distributed in such a manner that 
the held within the substance of the conductor due to these in- 
duced charges is just equal and opposite to the original held in 
the space occupied by the conductor. 

139. The Total Chaise Within any K^;ion Completd; En- 
closed by a Conductor is Always Zero. — We have just seen that 
the electrostatic intensity is zero within the substance of a con- 
ductor in which there is no electric current. Hence when any 
region of space is completely enclosed by such a conductor the 
total flux of electrostatic intensity out through any surface 
drawn within the substance of thk conducting shell is zero, since 
there are no lines of electrostatic force crossing this surface. 
Hence, by Gauss's Theorem, the total charge inside such a surface 
is zero. Also, since it is one of the fundamental properties of 
electric charges that a charge of one sign cannot be produced 
without at the same time producing an equal charge of the op- 
posite sign, the total charge outside such a closed surface must 
also be zero. Hence a closed conducting surface divides all 
space into two parts in, each of which parts the total chat^e is 
zero. For example, let A be an insulated conductor which has 




. Fig. 74. 

a charge of Q units ; then on some other conductor or conductors B 
there must be an equal and opposite charge of — Q units. Let A 
be completely surrounded by an insulated conducting shell C; 
there must then be induced on the inside of this shell a charge 
of — units and on the outside of this shell a chaise of+Q units. 
140. The Electrostatic Intenaity Just Outside a Charged Con- 
dttctoT is Normal to the Suriace of the Conductor. — By the same 
process of reasoning as that employed in Article 50, by which 
it was shown that the tangential components of the magnetic 
field intensities just inside and just outside a magnetically charged 
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surface at any point are equal, it can be shown that the tangential 
components <rf the electrostatic intensitieB just inside and just 
outside an electrically charged surface are also equal at each point 
of the surface. In the case of a charged conductor in which there 
is no electric currant we have just seen that the resultant electro- 
static intensity inside the surface is zero, and therefore inside the 
surface the tangential component is zero. Hence the tangential 
component of electrostatic intensity just outside the surface must 
also be zero. (When there is an electric current in the conductor 
the tangential component of the electrostatic intensity at the 

surface of the conductor is not zero, but is equal to -^ where 

3X10" 
p is the specific resistance of the conductor in ohms per centimeter 
cube and c is the current density in abamperes per square centi- 
meter, see Articles 102 and 148; thii quantity, however, is usually 
negligibly small.) Hence the important result: the resuUaTit elec- 
troaicUic intenaiiy juat outside the surface of a charged conductor 
ia normal to the surface of the conductor; or, stated in other words, 
the resultant lines of electrostatic force are always perpendicular 
to the surface of a conductor where they enter or leave it. This 
relation is absolutely true in case there is no electric current in 
the conductor and also holds to a close degree of approximation 
in any practical case when there ia a current in the conductor. 
141. The Electrostatic Flux Density Just Outside a Cbai^ 
Conductor is Independent of ttie Nature of the Surrounding Di- 
electric- — Let the dielectric in contact with the conductor have 
a dielectric constant K, and let the surface density of the charge 
on the conductor at any point /* be o". A charge will also be 
induced on the surface of the dielectric in contact with the con- 
ductor at P; let (/ be the value of this Induced charge. Draw 
around P a small right cylinder with 
its acxis normal to the surface of the 
conductor at P and one end of the 
cylinder inside the surface and the 
other outside the surface. Let H l 
resultant electioetatic intensity at P 
just outside the surface of the con- 
ductor, and let the end of the cylinder 
have the area da. Then when the ends 
of the cylinder are infinitely close to Fig. 75. 
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the surface, the electrostatic intensity outside the conductor 
will be nonnal to da. Hence the total flux of electroetatic 
force across the outaide end of the cylinder will be Hds. 
Across the lateral walls of the cylinder outside the conducting 
surface the flux of force wiU be zero, since these lateral walls 
are paraUel to the direction of the field intensity. Across the 
walls of the portion of the cylinder inside the surface the flux 
of force will likewise be zero, since there is no electrostatic field 
inside the conductor. Hence the total flux of force outward 
through the walla of this cylinder is Hds. By Gauss's Theorem 
this must be equal to 4 tt times the total chaise inside this cylinder, 
that is, equal to 4ir (<r + trO dt. Hence 
H=iwi<r+<r') 
But since the lines of electrisation (which coincide in direction 
with the lines of force) are perpendicular to the surface at P and 
are irtio the dielectric from its surface, the intensity of electrisa- 
tion of the dielectric just outside the conductor at f* is 

see equation (4). From equation (6) the electrostatic flux density 
at /* is B= H+iirJ. Therefore substituting for H and J their 
values in tenns of o" and tr", we have 

B= 4 IT (tr + (t') — 4ir(r'=4jr<T 
That is, the electrostatic flux density at any point just outside a 
conductor is 

B=4iro- (10) 

where it is the surface density of the charge on the condwior at 
this point, and is independent of the nature of the dielectric in con- 
tact with the conductor at this point.* The resultant electrostatic 
intensity just outside a charged conductor, on the other hand, 
does depend upon the nature of the dielectric in contact with the 
conductor, and is equal to 

«-l^ (11) 

where K is the dielectric constant of the dielectric in contact 
with the conductor at the point in question. 

An important difference between lines of magnetic induction 

'Inthe-deduction of this relation the a>nta«tchargc,if &ny,pK>duM(lon the 
surface of the dielectric, is neglected. In case there ie a contact charge on the 
dielectric thia some relation holds when (T Is taken to represent the surface 
density of the chai^ on the conductor plus the cimtaet charge on the dielectric. 
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and lines of electrostatic induction should be noted in this con- 
nection. Lines of magnetic induction are always closed curves. 
On the other hand, lines of electrostatic induction which are 
due entirely to electric charges originate from and end on con- 
ductors (or contact charges on dielectrics) ; 4 ir of them originate 
from each utut positive charge on a conductor and 4 ir of them 
end oa each unit negative charge on a conductor. They do not, 
however, end on charges induced on dielectrics, but pass through 
these ohai:ges (see Article 54), in general making an abrupt change 
in direction at the surface of a dielectric on which a charge 
is induced. Lines of electrostatic force, however, are strictly 
analogous to lines of magnetic force; 4 tf erf them originate from 
every unit positive charge and 4 tt of them end on every unit 
negative chaige, whether these charges be on a conductor or are 
induced charges on a dielectric. Henee in any dielectric which 
has a dielectric constant greater than unity there are fewer lines 
of force than lines of induction, for the lines of induction all pass 
through the dielectric while some of the lines of force end on its 
surface. 

lis. Conditions which Must be Satisfied at any Surface in an 
nectrostatic Field. — By identically the same process of reasoning 
as that employed in Articles 49 and 50 it can be shown that at 
every surface in an electrostatic field other than a conducting 
surface the following conditions must be satisfied: 

1. The normal components of the electrostatic induction on 
the two sides of any surface at any given point in this surface 
must be equal. 

2. The tangential components of the electrostatic intensity 
on the two sides of any surface at any given point in this surface 
must be equal. 

At the surface of a conductor the surface conditions are, as 
we have just seen, that 

1. Both the electrostatic intensity and the electrostatic induc- 
tion inside the surface are zero. 

2. Both the electrostatic intensity and the electrostatic induc- 
tion just outside the surface are normal to the surface. 

From these surface conditions the distribution of the charges 
on conductors and those induced on dielectrics may be calculated 
in certain simple cases. 

143. Electrostatic Potential. — The work that would be done 
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by the agents producing an electroetatic field on a unit positive 
point-charge, were such a pointrcharge moved from any point 
P in the field to infinity, is called the electrostatic ptAenlial of the 
field at the point P. The electrostatic potential at any point P 
due to & point^chai^e 9 at a distance r from P is then 

vJi <^2^ 

and is independent of the path over which the charge is moved 
from P to infinity, and therefore depends only upon the relative 
position of the charge and the point P. (See Article 59.) Since 
electrostatic potential is the ratio of work to charge, and since 
both work and charge are scalar quantities, electrostatic potet>- 
tial is also a scalar quantity. Hence the resultant electrostatic 
potential at any point due to any number of electric charges is 
the algebraic sum of the potentials due to each charge separately. 
Ther^ore the electrostatic potential at any point P due to a 
charged surface of any kind b 

(12a) 



"'k-^ 



where ds represents any elementary area of the surface, <r the 
surface density erf the charge at rfs, and r the distance of the point 
P from ds. 

144. Difference of Electrostatic Potential. — The difference of 
electrostatic potential between any two pointe 1 and 2, or specifi- 
cally, the drop in electrostatic potential from the point 1 to the 
point 2, is the work that would be done by the agents producing 
the electrostatic field on a unit positive point-charge were such 
a charge moved from the point I to the point 2, Calling dl 
an elementary length in any path from the point 1 to the point 
2, H the electrostatic intensity at dl, and d the angle between 
the direction of the electrostatic intensity H and the direction 
of the length dl, the drop of electrostatic potential from 1 to 2 
along this path b then 



=J>" 



16) dl (13) 



When there b no contact or induced electromotive force in the 
path from 1 to 2, the drop of electrastatic potential from any point 
1 to any point 2 b independent of the path over which the charge 



^dbyGoOgk' 



ELECTROSTATICS 255 

is moved, and therefore under this condition tlie drop of electro- 
static potential around any closed path in the field is zero. 

However, as we shall see presently, when there is any contact 
or induced electromotive force in the held, this contact or induced 
electromotive force also produces an electrostatic field the liTies 
of force representing which are closed loops pasaiitg through the 
surface of contact in the case of a contact electromotive force 
and linking the lines of magnetic induction in the case of an in- 
duced electromotive force. In such a case the drop of electrostatic 
potential around any closed loop is equal to the algebraic sum of 
the contact and induced electromotive forces in the loop, provided 
the drop of electrostatic potential and the electromotive forces 
are expressed in the same unit. (See Article 148.) Hence, when 
there are any contact or induced electromotive forces in an electro- 
static field the difference of electrostatic potential between any 
two points depends not only upon the position of the two points 
but also upon the path over which the unit charge is moved. For 
example, in the conductor forming the armature winding of a 
continuous current generator the resultant electrostatic intensity 
ia zero wheh there is no current in the armature eonduetore (see 
Article 138). Hence the drop of electrostatic potential through 
the vnnding from the positive to the negative terminal is zero, but 
the drop of electrostatic potential from the positive to the negative 
tenninal through the surrounding air m equal to the electromotive 
force of the generator. Compare also with the relation between 
drop of magnetic potential around a closed loop and the magneto- 
motive force linked by this loop, Article 113. 

146: Electrostatic Equipotential Surfaces. — An electrostatic 
equipotential surface is a surface drawn in an electrostatic field 
in such a manner that the drop of electrostatic potential along any 
path in the surface is zero. Such a surface will intersect the lines 
o' electrostatic force at right angles. For, were any line of force 
not perpendicular to the surface where it crosses the surface, the 
electrostatic intensity at this point of intersection would have 
a component parallel to the surface, and therefore work would 
be done on a unit 'point-charge were the latter moved along the 
surface in the direction of this component; but this is contrary 
to the condition that the surface Ls drawn in such a manner that 
there is no difference of potential between any two points in its 
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When a conductor in which there is no electromotive force 
is placed in the electrostatic field, the conductor must become 
an equipotential surface, for we have already seen that the electro- 
static intensity is always normal to the surface of a conductor in 
which there is no electric current, and therefore the drop trf 
potential along any path in the surface of the conductor is zero. 

146. Parallel Mate Electrometer. — The following exan pie 
will illustrate the principles stated above, and will at the san^e 
time show how electric charge and difference of electrostatic 
potential may be measured. By the sa-me process of reasoning 
as that employed in Article 37 it can be shown that the electro- 
static intensity due to a uniformly charged plane surface is in 
the direction normal to this surface at any point at a perpendic- 
ular distance from the surface small compared with the distance 
of the point from the perimeter of the surface, and that its value is 

/f=2iro-„ (14) 

where tT„ is the surface density of the net charge at this surface. 
By net charge is meant the algebraic sum of the charge on the 
conductor, the contact charge (if any) on the dielectric in contact 
with the conductor, and the charge induced on the dielectric. 
Consider two equal plane metal discs A and B placed parallel 
. &< and opposite to each other and im- 

* mersed in a dielectric of which the 

B gj dielectric constant is K, and let this 

Fij. 76. dielectric completely fill all the sur- 

rounding space. Let the plates A and B be given charges of 
Q and — Q units respectively- The only charges induced on 
the dielectric will then be those at the surface of separation 
between the metal plates and the dielectric. The charges Q 
and — Q and the charges induced on the dielectric must be dis- 
tributed in such a manner that (1) the electrostatic intensity at 
any point inside the plates is zero, and (2) the electrostatic in- 
tensity at each point in the dielectric infinitely close to the surface 
of the plated is normal to the surface at this point. \ unifonn 
distribution of the net charge at the two surfaces a and b which 
face each other and no charge on the" back " surf aces a' and ft" will 
satisfy these conditions for all points except tho.^e near the edges 
of the plates. For, calling tr„ and— ir„ the surface densities of 
the net charge at the sur.'aces a and b respectively, the resul- 
tant intensity (from equation 14) inside each plate will be 
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2 ir O".— 2 fl- cTn = 0, and the intensity at any point in the space 
between the plates will be 2 ir cr„ + 2 n o-^ ■=4 ir o-r and will be 
perpendicular to these surfaces, while at each point infinitely close 
to the surfaces a* and If the intensity will be 2 w o-„— 2v<r„ ="0, 
which relations satisfy the surface conditions 1 and 2. It can also 
be shown in that there is only one possible distribution of charges 
which can satisfy these surface conditions ; hence at all points at a 
considerable distance from the edges of the plates the charf;es at 
the surfaces of separation between the dielectric and the plates 
must be distributed uniformly over the surfaces a and b and there 
can be no charge on the surfaces a' and f/ (except near their 
edges). 

Let o" be the vaiue of the total charge on the conductor and 
the contact charge, if any, on the dielectric at each point of the 
surface a and tr' the value of the charge induced on the dielectric at 
the surface a. Then<r„=o"+<r' =fT~J, where J is the intensity 
of electrisation of the dielectric in the direction from a to b. But 



4ir 

at any point in the space between the plates, not too close to their 
edges, is 

K 
where ir iathe surface density of the charge on the conductor, (Com- 
pare with equation 11.) This electrostatic intensity is therefore 
perpendicular to the surfaces of the plates, and the electro- 
static field between the two plates is a uniform field except for 
points not too close to the edges of the plates. 

The force of attraction between the two plates may be readily 

calculated. For, of the resultant intensity H = - -, half must 

K 
be due to each plate, that is the resultant field intensity due to each 

plate is — — — This, then, is the value of the force due to the plate 

A, say, on each unit charge on the plate B (or, vice versa, the force 
due to the plate B on each unit charge on the plate A). Hence 

the pull on each unit area of the plate A is , and when the 

^ K ' 

hnear dimensions of the plates are equal and are large compared 
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to their distance apart, so that the non-uniiormity of the distribu- 
tion of the charge at their edges may be neglected, the total force 
of attraction between the two plates ia 

2Tr(T'S _ 2Tr (^ 
~ K ~ KS 
and therefore 

«-J4^ (15«) 

' 2ff 
where S is the area of each plate and Q the tott^ charge on each 
plate. The force F may be readily measured by suspending 
one of the plates from one arm of a suitable chemical balance. 
Wbeo the plates are separated by air, the force of attraction 

between the two plates is F= , since the dielectric con- 

S 
Btant of air is unity. In this case the charge on each plate is 
numerically equal to 

' (15b) 

Hence, by measuring the force of attraction between the two 
plates the charge on each pSte may be calculated. Again, 
from the fact that the electrostatic field between the two plates 
IB uniform, the difference of eleetroatatio potential between the 
plates may also be calculated. For, calling D the distance 
between the two plates, we have, from equation (13), that this 
difference of electrostatic potential is 

iS (16) 

When the plates are separated by air, the dielectric constant is 
unity, and therefore the difference of electroetatic potential 
between the two plates 

(16a) 



1 1^" 



J" itrirD iirQD IgV' 
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s 

The arrangement of parallel plates above described, which 
arrangement is called a parallel plate eleclromeler, gives us a 
meaa? <rf measuring both electrostatic charge and electrostatic 
potential difference. The above calculations are all based upon 
the assumption that the non-uniformity of the charge near the 
edges of the plates niay be neglected. The condition of uni- 
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formity of charge on the suspended plate and uniformity erf the 
electrostatic field acting on it may be more closely realized by 
suspending only the centra! portion of the upper plate, and letting 
the rest of this plate fonn a fiat metal ring which is kept station- 
ary but connected by a conductor to the suspended portion. 
That is, the upper plate is made in two portions; a central disc 
suspended from the arm of the balance and an outside " guard 
ring " with its lower surface flush with the lower surface of the 
ring and separated from the disc by a narrow air gap, the ring 
and plate being conductively connected through the metal wh«3 
from which the disc is suspended. The surface S in the above 
formulas is then the area of the surface of this disc, and the charge 
Q is the charge on this disc. 

U7. Relation between Electrostatic Charge and Quantity of 
Electricity. — Consider an electrometer of the form described in 
the preceding article, and for simplicity let the plates of the 
electrometer be of the same area and let there be no guard ring. 
When the two plates are connected by a wire, any charge which 




Fie. 77. 



might have been on them disappears, and there is no appreciable 
force of attraction between them. The plates are then un- 
chai^d and are at the same electrostatic potential and also at 
the same electric potential, as defined in Article 87, since there is 
no current in the wire connectii^ them. (If the plates are orig- 
inally charged before they are connected by the wire a momen- 
tary current will be established in the wire, as we shall see pres- 
ently, but this current lasts only for a small fraction of a second.) 
Arrange two insulated wires W and W in series respectively 
with the ballistic galvanometers G and G', and connect one end 
of these wires respectively to the positive and negative terminals 
of a generator or other source of electromotive force. Remove 
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the wire connecting the two plates (rf the electrometer and con- 
nect the other ends of the wires W and W to the plates A and B 
respectively. The following phenomena will be observed: 

1. A momentary eleotrio current ia established in the two 
galvanometers, as shown by their deflections, and therefore a 
certain quantity of electricity as defined tn Article 80 is trans- 
ferred across each section of the wire forming the galvanometer 
windings and the wires W and If'. If the galvanometers have 
been calibrated (see Article 109) the quantity of electricity trans- 
ferred through each can be measiued and the direction of its 
transfer can be observed. It will be found that equal quantities 
of electricity are transferred through each gidvanometer (provided 
the connecting wires are small) and that the direction oi transfer 
or " flow " of electricity is from the plate B which is connected 
to the negative terminal of the generator and towards the plate 
A which is connected to the positive terminal of the generator. 

2. The plates A and B will become charged, as shown by their 
mutual attraction, the plate A positively and the plate B nega- 
tively. The chaises given the two plates will also be numerically 
equal, ae can be tested by observing the force which each produces 
on some other charged conductor when placed successively in the 
same relative position with respect to the latter. 

When the value of the impressed electromotive force, or 
the distance apart of the plates, or the size of the plates, or the 
dielectric between them, is altered, it is found that the charge 
given each plate also changes; the quantity of electricity trans- 
ferred through each galvanometer likewise changes. In each 
case, however, it is found that the charge given each plate is 
directly proportional to the quantity of electricity transferred 
through each galvanometer. When the charge given each plate 
is measured in electrostatic units, as defined in Article 131, and 
the quantity of electricity transferred through each galvanometer 
is measured in electromagnetic units as defined in Article SO, it is 
found that the numerical value of the charge givtn each plate 
is equal (approximately) to 3 x 10" times the numerical value 
of the quantity of electricity transferred through each galva- 
nometer. This figure 3 x 10"° is approximately equal to the 
velocity of light in air. Consequently, if as the unit trf chai^ 
is taken a unit 3 x 10" times the size of the electrostatic unit 
as defined in Article 131, the numerical value of the electric 
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charge given each plate will be equal to the number of electro- 
magnet units of quantity of electricity transferred to it ; similarly, 
if as the unit of charge is taken a unit 3 x 10* times the size of 
an electrostatic unit the numerical value of the electric charge 
given each plate will be equal to the number of coulomba trans- 
ferred to it. Electric charge and quantity of electricity may 
then be measured in the same unite ; these units are related as 
follows : 

1 c, g. 8. electromagnetic unit or abcoutomb 

=3 X 10" c. g. 8. electrostatic units 

1 coulomb =3 X 10^ c. g. s. electrostatic unite 

{The figure 3.00 x 10'* is about as accurate as can be determined 
by a direct comparison of electromagnetic and electrostatic unite. 
The electromagnetic theory of light requires that ratio between 
the electromagnetic and electrostatic units be exactly equal to 
the velocity of light in air, and the velocity of light by direct 
optical methods is found to be 2.998X 10'* centimeters per second. 
The experimental fact that the ratio of the two kinds c-f unite 
is, as closely as can be measured, equal to the velocity of light 
in air, is strong evidence for our belief in the truth of the electro- 
magnetic theory.) 

The phenomena just described are reversible; that is, when 
the charge on a conductor disappears a current is established in 
the conductor which transfers from each element of the surface 
of the conductor a quantity of electricity equal to the charge 
originally on this surface. For example, when the two plates 
of the electrometer described above are disconnected from the 
generator and then connected to each other through a ballistic 
galvanometer, it is found that the quantity of electricity trans- 
ferred through the galvanometer is exactly equal to the quantity 
of electricity originally transferred through the galvanometers 
when the plates were charged (provided the plates are otherwise 
perfectly insulated), and the transfer of charge is in the direction 
from the positive to the negatively charged plate ; the plates also 
no longer attract each other, i.e., the chaises on the two plates 
disappear. 

118. Relation between Electrostatic Potential and Electric 
Potential. — The drop of electrostatic potential between any 
two points has been defined as the work done by the agente pro- 
ducing the electrostatic field when a unii positive point-charge is 
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moved from one point to the other, and the drop of electric potential 
between any two points as the work done by a continuous current 
in an insulated conductor connecting the two points per unit 
quantity of electricity transjcrred across each section of the conductor. 
Hence, when as the unit o' charge is taken the eiectromsgnetie 
unit aa above defined and the erg is taken as the unit of work, 
the unit of electrostatic potential drop is the number of ergs of 
work done when one electromagnetic unit of charge is moved 
from one point to the other; this unit io called the electromag- 
netic unit of electrostatic potential difference. Similarly, when 
the electrostatic unit is taken aa the unit of quantity of electricity 
and the erg as the unit of work, the unit of electric potential 
drop is the number of ergs of work done when one electrostatic 
unit of quantity is transferred across each section of the con- 
ductor; this unit Is called the electrostatic unit of electric potential 
difference. The relations between these various units of potential 
difference are given in Article 87. 

In general, every source of electromotive force, either contact 
or induced, produces an electrostatic field and electric charges 
appear on any conductors in the vicinity. The results of all 
known experiments show that the drop of electrostatic potential 
through the dielectric between any two points which are connected 
by conductors is exactly equal to the drop of electric potential through 
the conductors between these points, provided both potential drops 
are expressed in the same units. For example, in the experiment 
considered above, when the momentary currents in the galvanom- 
eters cease, the plate connected to the positive terminal of the 
generator must be at the same electric potential as this terminal 
(this follows from Ohm's Law) ; similarly, the plate connected to 
the negative terminal must be at the same electric potential as this 
latter terminal. Hence the difference of electric potential between 
the two plates is equal to the electromotive force of the generator, 
which electromotive force is readily measured by any of the 
methods described in Chapter V. The difference of electrostatic 
potential between the two plates can be determined by the method 
given in Article 146. When the values of the potential drops 
obtained from these two measurements are expressed in the same 
units they are found to be equal. 

When the drop of potential through the conductor is due solely 
to its resistance, i.e., when there is no induced or contact electro- 
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motive force in the conductor, we have aeen (Article 102) that the 
product of the specific reaistance of the conductor by the current 
density at any point gives the drop of electric potential per unit 
length at thi3 point along the stream lines of the electric current, 
which drop of potential per unit length was defined as the electric 
intensity at the point in question. Since the electrostatic in- 
tensity at any point is equal to the drop of electrostatic potential 
per unit length measured along the line of force through this point 
(this follows directly from the definition of electrostatic potential, 
Article 144), it follows that the electric intensity and the electrostatic 
intensity are the same, provided they are both expressed in the 
same units. Since the specific reaistance of ordinary insulators 
is very high the current density in them is very small for such 
potential differences as are used in practice. 

U6- Displacement Current. — When the two plates of the 
electrometer are charged by connecting them to the two terminals 
of a generator or other source of electromotive force, we have 
seen that a momentary electric current is established through the 
wires connecting the plates to the terminals, and that this current 
is in the direction away from the plate which becomes negatively 
chaiT^ed and towards the plate which becomes positively charged. 
In the case of an electric current which does not vary with time 
ve have seen that the path of the current is a continuous line 
which forms a closed loop lying wholly within the conductors 
forming the circuit. The question arises whether the path of 
the variable current which results in the establishment of an 
electric charge, such as that produced on the plates of the elec- 
trometer, is not also closed on itself ; that is, whether a momerUary 
current is not also estabiiahcd through the dielectric between the 
plaies. To determine this, it is necessary to see whether a mag- 
netic field due to some external source produces a force on the 
dielectric while the variable current exists in the conducting 
part of the circuit. (See definition of the measure of an electric 
current, Article 66.) To determine this by direct experiment 
w extremely difficult, though it has been done. In addition, . 
the results of all known experiment'! arc in accord with the assump- 
tion that an electric current always exi.<5ts in the dielectric sur- 
munding a conductor when a variable current exists in the con- 
ductor ; that is, when the charge on the conductor in varying there is 
a current in the dielectric continuous with the current in the 
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conductor. There are two important differences between the 
properties of an electric current which can exist in a perfect 
dielectric and the properties of a current in a conductor. (I) 
The current in a conductor may be " continuous," that is, not 
varying with time, or it may be variable ; m a perfect dielectric, 
however, only a variable current can exist. (2) The current in 
a perfect dielectric does not develop heat energy, while in a con- 
ductor heat energy is always produced. In an imperfect insulator 
both kinds of currents may exist; that part of the total current 
which develops heat energy due to the resistance of the dielectric 
is called the condiuiion current, while that part which depends 
upon the time variation of the electrostatic field, and therefore 
upon the time variation of the charges on the conductors in 
contact with the dielectric, b called the disptacement current. 

In the case of a conductor in contact with a perfect insulator, 
the charge given any element of the surface of the conductor in 
any small interval of time dt is equal to the quantity of electricity 
dq=idt transferred to that surface by the current t in the con- 
ductor provided charge and current are measured in the same 
system of units ; hence, since in this case the only current leaving 
that surface is the displacement current in the dielectric, it follows 
that the displacement current leaving that surface is 

.^dq (17) - 

dt 
That is, the dUjtlacemeiU current leaving the surface of a conductor 
in corUact with a perfect dielectric is equal to the time rate of change 
of the charge on that surface. When the dielectric in contact with 
the conductor is not a perfect insulator, part of the conduction 
current coming up through the conductor to its surface leaves 
that surface as a conduction current through the dielectric. 
Hence calling i^ the displacement current in the dielectric and i^ 
the conduction current in the dielectric, we have that the total 
current coming up to the surface at any instant is 

i==i4+ic . (18) 

that is, the total current coming up to a surface at any instant is 
equal to the total current leaving that surface at that instant. 

Since id=— , where — is the time rate of change erf the charge 

dt dt 

on the surface, we have that 



^dbyGoOgk' 



ELECTROSTATICS 265 

dq=.ii-i,)dt 
whence 9^/' 0~*e) "^^ (19) 

where q is the total charge given to the surface in any interval 
of time (, That is, tke total charge given the surface of a amditdor 
in any interval of time is equal to the algebraic sum of the quantities 
of electricity transferred to thai surface in this interval by the con- 
duction currents flowing toward this surface. 

Since the electrostatic fiux density at a point just outeide a 
charged conductor is B=4 ir <T, where o" i3 the surface density 
of the charge on the conductor, it follows that the current density 
of the displacement current just outside a charge conductor, 
which must be equal to the rate of change of the surface density 
of the charge on the conductor, is 

du-^ J_dB (20) 

dt iir di 

1 

perfectly general expression for the current density of the displace- 
ment current at any point in a dielectric, when B represents the 

electrostatic flux density at that point. The quantity — is 

4ir 
■sometimes called the electric displacement; it represents the quan- 
tity of electricity transferred by the displacement current, or dis- 
placed, across unit area perpendicular to the direction of the 
electrostatic flux density. 

The reader may find it difUcult at fii^t to grasp the idea of 
displacement current in an insulator, but a re-reading of Article 
64 will make evident how such a variable current might occur 
in a dielectric. If electricity has the property of an incom- 
pressible fluid filling all space, then what is called a positive charge 
on a conductor represents a displacement of electricity in one 
direction across the surface of separation between a conductor 
and a dielectric, and what is called a negative charge on a con* 
ductor represents a displacement of electricity across this surface 
in the opposite direction. A corresponding displacement of 
electricity occurs in the dielectric and also in the conductor, 
but in the case of a dielectric the amount of displacement is limited 
by a property of the dielectric analogous to the elastic property 
of a solid, such as that forming the walb of the cellular structure 
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described in Article 64, while a conductor has no such elastic 
property. What is called a charged surface is then analogous 
to the surface of separation between two bodies which are dif- 
ferently strained. 

160. Dielectric Strengtti. — Dischai^e from Points. — Corona. 
— Since the quantity of electricity displaced across unit area 
in a dielectric is proportional to the electrostatic flux density at 
this area, which in turn is proportional to the electrostatic inten- 
sity at this point, the strain produced in the dielectric at any point 
may be looked upon as proportional to the field intensity at that 
point. It is found by experiment that when the electrostatic 
intensity at any point in a dielectric is increased up to a certain 
definite value, the dielectric is ruptured at this point, as is evi- 
denced by the spark which occurs, which in general extends 
through the dielectric from one of the charged conductors to the 
other. This is analogous to rupture of any substance when it is 
mechanically strained up to its breaking point. The value of the 
electrostatic intensity which causes the rupture of a dielectric ■ 
is called the dielectric strength of the dielectric. 

Recent experiments show that the dielectric strength of or- 
dinary insulators, such as rubber, mica, porcelain, cloth, etc., 
depends not only upon the chemical nature of the insulator but 
also upon its thickness. The dielectric strength of a thin piece 
of insulation is greater than the dielectric strength of a thick 
piece ; also, several thin layers making a given thickness have a 
greater dielectric strength than a single layer of the same total 
thickness. In engineering work dielectric strength is usually 
expressed as so many volts per inch; see Article 102. 

Since the electrostatic intensity just outside a conductor is 
proportional to the surface density of the charge on the conductor 
(see equation II) and since the surface density in turn is in general 
greatest at sharp points in the surface of a conductor, the di- 
electric as a rule breaks down first at the sharpest point of the 
conductor. The protective effect of a lightning rod is based 
upon this fact. 

In the case of a non-uniform electrostatic field, such as the 
field about the wires of a transmission line or in the insulation 
of a cable, the field intensity under certain conditions can exceed 
the dielectric strength of the insulation in the immediate 
vicinity of the wire without exceeding the dielectric strength in 
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the rest of the insulation. IJnder these conditions the part of 
the insulation where the dielectric strength ia exceeded apparently 
becomes a fairly good conductor, in the caae of gaseous and 
liquid insulators this change in the nature of the insulation b 
accompanied by the appearance of a bluish light in the vicinity 
of the wire. The region around the wire in which this change 
takes place is called the " corona," and the whole phenomenon 
is called the " corona effect." 

151. Electric Capacity. — Electric Condenser. — When the elec- 
trostatic potential drop along the hues of electrostatic induction 
varies with time, there is also a variation of the electrostatic 
flux density, and, as noted in Article 149, this variation of the 
electrostatic induction with respect to time gives rise to an 
electric current (i.e., the displacement current). The numerical 
value of the ratio of the displacement current through a given 
portion of a dielectric between any two equipotential surfaces 
to the time rate of change rf the electrostatic potential difference 
' between these two surfaces is defined as the electric capacity of 
this portion of the dielectric. That is, when the displacement 
current in the given portion of the dielectric is i and the time rate 

of change of the electrostatic potential difference is — , the capacity 

dt 
of the given portion of the dielectric is 

dv (21) 



Compare with the definition of self inductance of a circuit. Article 
116. When the current is expressed in abamperea, the potenti^ 
difference in abvolts and the time in seconds, the unit of capacity 
is called the abfarad; when these quantities are expressed in 
amperes, volts and seconds respectively the unit of capacity is the 
farad. When the current is expressed in c. g. s. electrostatic units 
(i.e., electrostatic units of quantity per second), the potential 
difference in electrostatic units and the time in seconds, the 
capacity is said to be so many electrostatic units. Capawties 
ordinarily dealt with are of the order of one-millionth of s farad ; 
hence the micro-farad, equal to one-millionth of a farad, is also 
used as a unit of capacity. The units are related to one another 
as follows : 
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1 abfarad=10' farada 
1 abfarad = 10" microfsrads 
1 abfarad =9X 10" c. g. a. electroetatic units 
When the equipotential surfaces between which the dlsphue- 
ment current flows are the surfaces of conductors, the dielectric 
and the conductora forming these surfaces are said to form an 
electric amdenxer. The capacity of a condenser formed by two 
conducting surfaces and a dielectric may be expressed in terms 
of the charge on either conductor and the difference of potential 
between them. When the conducting surfaces are such that the 
displacement current leaving the first surface is the same as that 
entering the second, the charges on the two surfaces must be equal 
and opposite, see equation (19), and therefore the displacement 

current is - , 

instant on either conductor, see equation (17). Hence the capac- 
ity of the condenser formed by the dielectric and the two con- 
ductors is 

dv dv (22) 

di 
Therefore the capacity of the condenser is equal to the numerical 
value of the charge on either surface per unit difference of potential 
between the two. 



and equat to the ratio of the charge q at any instant to the potential 
difference v at this instant, provided the dielectric constants of 
every body in the field are constant. This may be proved as 
follows; The electrostatic intensity H produced st any point P 
when a conductor is charged with 9, units of electricity depends 
in general upon the size and shape of the conductor, the nature d 
the surrounding bodies, and the size and shape of these bodiea 
and their position with respect to the charged conductor. For 
these conditions fixed, the field intensity due to the charge 9, 
and whatever other charges it may induce is proportional to thk 
charge q„ and therefore the drop of potential due to this charge q, 
between any two points in the field is proportional to 9,, that is 
V,=A,q, 
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where ^, is a conetant depeiI3iiig on the size and shape of the 
charged conductor, the size, shape and poeition of any other 
conductors in the vicinity, and the nature, size, shape and position 
of the surrounding dielectric bodies, but is independent of the 
value of q,. Similariy the drop of potential between theae same 
two points due to any other charge q, is proportional to q,, that 



Hence the total drop of potential between 1 and 2 due to both 



V =r, + v,=A,qi + A^j 
By definition, however, in the case of a condenser g, = — q„ and 
therefore the difference of potential between the two conductors 
may be written 

v~v,~v, = A,q,— A,q,=(A, — A^ q, 
Whence, from (22), the capacity of the condenser ia a constant 

equal to . 

A, — A, 
162. Simidfl Forma of Condensers. — a. Parallel Plate Con- 
denser. — The parallel plate electrometer described in Article 
146 is one of the simplest forms of electric condensers. Its 
capacity is calculated directly from equations (16) which give 
the relation between the charge on each plate and the difference 
of potential between them. That is, the capacity of such a 
parallel plate condenser is 

V 4irD 
where K is the dielectric constant of 
the dielectric between the plates, S 
the area of each plate and D the dis- 
tance between the plates, 

b. Spherical Condenser.— Another 
simple form of condenser consists of 
two concentric spherical shelb, the 
space between which ie filled with a 
uniform dielectric. Jjot the shells have 
the radii r^ and r, and let the dielectric 
constant of the dielectric between the 
two shells he K. A charge of Q c. g. s. electrostatic units given the 
inside sphere will induce a charge of— Q units on the inside surface 



c. g. a. electrostatic units 



(23) 
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of the outer shell and & charge of + Q units on the outside surface 
of this shell aod whatever other conductors may be connected 
to it. This outside charge + Q, however, will have no effect on 
the field intensity inside this shell (see Article 137). 

From symmetry, the lines of electrostatic induction are radial 
lines normal to the surfaces of two spheres; the total number 
coming out from the charge Qis 4ir Q (see Article 141). Hence 
the electrostatic flux density at any point P in the dielectric is 

B= .=— where r is the distance of P from the center of the 

47rr^ r^ . B Q 
spheres. Hence the field intensity at P is H= — = and 

therefore the difference of potential between the two spheres is 



-i;i-ife-0 



Hence the capacity of this condenser is 

C =— = ■ ' * K c. g. s. electrostatic units (24) 

c- Coaxial Cylinders. — Applying exactly similar reasoning to 
the case of two coaxial cylinders which are sufficiently long in 
ctHnparison with their diameters so that the lines of electrostatic 
induction going out the ends may be neglected, we have from 
symmetry that the electrostatic flux density at any point P in 

the dielectric between the two cylinders is B= = 

2irr r 
where Q is the charge per unit length <A the condenser, and r the 
distance of P from the center of the cylinders. Hence the field 
2_Q 
Kt 
between the two cylindeis is 



r2« 2g r. 



where r, is the outside radius of the inside cylinder and r, the 
inside radius of the outside cylinder. Hence the capacity per 
centimeter of the condenser formed by two coaxial cylinders is 

C=--= c, g. s. electrostatic units (25) 

^ 2 In-' 
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Thb formula is applicable to a single wire enclosed ia a lead 
sheath. For practical calculations this formula may be written 
^^ 0.007354 A' inicrofarads per 1000 feet (25a) 

or 

„ 0.03883 K 



microfarads per mile (25b) 

log- 

d. Two Parallfll CylindeiG. — In case of two parallel cylinders 
which are not coaxial, Fig, 79, but a distance D apart, i.e., two 
parallel wires, an approximate formula for the capacity per unit 



1 S 

Fig, 7B. 

length, in case the cylinders are long compared to their distance 
apart, can be derived by assuming the chat^e on each cylinder is 
uniformly distributed over the surface of the cylinder. In this 
case the electr(»tatic intensity at any point P on the line Joining 

the centers of the two cylinders due to the charge on 1 is i7, = — — 

and the electrostatic intensity at P in the same direction due to 

2 O 
the charge — Q on 2 ia //,= ; therefore the total in- 



2«ri 1 "I 

la 



tensity at P is — ^ -+ ■^_ . Hence the difference of potential 
between 1 and 2 i: 



Hence the capacity per centimeter of the condenser formed by the 
two parallel wires when D is large in comparison with r is (ap- 
proximately) 
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c. g. t. electrostatic units (26) 



For practical calculations tlus formula may be written 
^ 0.003677 K 



microfarads per 1000 feet (26a> 



microfarads per mile 



~ is correct wheo the wires are close together, 

since the chaise on the two wires is no longer uniformly dis- 
tributed (see AJex, Russell, AUemaling Currenta, Vol. I, p. 99). 
When the wires are far apart r is n^ligible in comparison with 
D, hence formula (26) is sufficiently accurate. ] 

1S3. Specific InductiTB Cap&citjr. — In all the formulas for 
capacity it is seen that the capacity varies directly as the dielec- 
tric constant of the medium between the two conductors. Hence 
by measuring the capacity C^ of a given condenser when the 
plates are separated by air and then measuring the capacity C^ 
when the plates are separated by any other dielectric, the dielec- 
tric constant may be readily determined experimentally, since 

K=-^. Since the numerical value of the dielectric constant 

ia equal to the ratio of two capacities, this constant is frequently 
C, c, C, called the " specific inductive 

capacity " of the dielectric. 
184. Condensers in Series 
— ! and in ParaJIel. — When two 
I or more condenseis are con- 
nected in series, equal and 
opposite charges will be in- 
ni. so. ' duced on each pair of plates 

connected by a conductor. Hence if the condensers have capac- 
ities €,, C„ C'„ etc., the total potential drop through all the con- 
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V=--?i 



Q /l 1 l\ 



Q Q 

He&ce the equivaleDt capacity of any number of eondeosen i 
series is C, where 

1=1 = 1 + 1+1+- _ (27) 

C, Q C, C, C. 
Whea the condensers are connected in parallel, the drop of 
potential across each condenser is the same, and therefore the 



total positive charge given all the condensers (equ^ to the total 
negative charge) is 

<2={C.+ C,+ CJ V 
Hence the equivalent capacity of any number of condensers in 
parallel is 

Cj.^^^C,+ C,+ C. (28) 

Compare with resistances in series and parallel. Article 98, 

1S6. Absorption in a Condenaer. — Residual Charge. — Ex- 
periment shows that when a given difference of potential is estab- 
lished between the plates of a condenser the dielectric of which 
hi a solid, the charge taken by the condenser depends upon the 
length of time this potential difference is maintained. Again, 
when a charged condenser is discharged by connecting its plates 
momentarily with a conductor, and this connection is then broken, 
the plates at first appear to be entirely discharged, but after a 
few seconds a charge again appear? on them resulting in the re- 
establishment of a difference of potential (less than in the first 
case) between the plates. In short, a solid dielectric apparently 
absorbs a certain amount of charge which it gives up only after 
a considerable lapse of time. The charge which appears on the 
plates of the condenser after the first discharge is called the 
" residual " charge ; this phenomenon is called electric absorption. 
The absorption of a dielectric is apparently due to impurities in 
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it or to lack of homogeneity. It is greatest in substance like mica 
and glass ; it is doubtful if absorption occui^ at all in absolutely 
homogeneous substances. 

1B6. Energy of an Electrostatic Field. — An electrostatic field 
represents a certain amount of stored energy just as a magnetic 
field represents a certain amount of stored energy. Let a con- 
denser be charged by being connected to a battery or other source 
of electromotive force; the amount of energy stored in the elec- 
trostatic field can be readily calculated. Let the capacity of the 
condenser be C and let the drop of electrostatic potential Insn 
its positive to its negative plate at any instant be v. Then the 
charge on each plate of the condenser at this instant ia niunerically 
equal to Cv. To chaise the charge by an amount dq = Cdv ia 

time dt requires a current of — = C~ units for dt seconds. In 

^ dt dt 

the battery and the wires connecting the battery to the plates of 
the condenser this current will be in the direction from the n^a- 
tive to the positive plate of the condenser and in the dielectric 
separating the plates of the condenser this current (as a displace- 
ment current) will be in the direction from positive to the nega- 
tive plate of the condenser, that is in the eUrection of the drop of 
potential through the condenser. Hence an amount of energy 

equal to C— . v. dt=Cvdv will be lost by the current in the con- 
denser. Hence, when the drop of potential between the two 
plates of the condenser changes by an amount dv an amount o( 
energy equal to Cvdv is gained by the electrostatic field in the 
dielectric separating the two plates. Therefore, when the differ- 
ence of potential between the two plates is increased from zero to 
i> a total amount of energy 



j; 



W= I Cvdv=^Cv'=\-^=^qv (29) 



is stored in the electrostatic field. In usii^ these formulas, care 
must be taken to express all the quantities in the smne system 
of units. 

The energy which is stored in the electrostatic field comes 
from the source of electromotive force to which the condenser is 
connected. When the plates are disconnected from the source 
of electromotive force and are connected to each other by a wire. 
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the condenser dischai^ee and the enei^ which was stored in the 
electrostatic held Is transferred to the wire as heat energy. A 
charged condenser is then the seat of an electromotive force, and 
the direction of this electromotive force through the condenser is 
always in the direction from the negative plate of the condenser 
to the positive plate. Hence, when the condenser is being charged 
its electromotive force opposes the current, that is, the electro- 
motive force of the condenser is a back electromotive force ; when 
the condenser discharges, the electromotive force is in the direc- 
tion of the current. 

It can be shown by a similar process of reasoning to that 
employed in Article 125 that the total energy <rf any system of 
chained conductors may be expressed as the volume integral 

W L KtPdv - — dv (30a) 

throughout all space, where dv is any elementary volume, H the 
electrostatic intensity at dv, B the electrostatic induction at dv 
and K the dielectric constant of the dielectric in the space occu- 
pied by dv. Or, more briefly, the energy per unit volume of the 
electrostatic field is 

_ KIP g' (306) 

8jr 8itK 
167. Dteloctric Hysteresis. — N^o substance is a perfect dielec- 
tric, but even the best insulators, such as porcelain or glass, are 
conductois to a slight extent. Hence when a constant electro- 
motive force is impressed across a condenser, a small continuous 
current is established through the dielectric and therefore a cer- 
tain amount of heat energy is dissipated in the dielectric. When 
the potential drop across the condenser is V and the conductance 
of the condenser is g, the rate at which heat energy is developed 
is (Joule's Law) equal to gV^. When an alternating potently 
difference (see Chapter VI) of the same effective value is estab- 
lished across the condenser it is found that, when the dielectric 
of the condenser possesses the property of electric absorption, the 
heat energy dissipated in the condenser is greater than gV^. This 
increase in the heat energy dissipated in the dielectric is some- 
times said to be due to dielectric hysteresis. The phenomenon, 
however, is probably not due to a lag of the flux density behind 
the resultant field intensity, as in the case of magnetic hysteresis. 
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but is rather due to the existence in the dielectric of small con- 
ducting particles, insulated from one another, which form minute 
condensers and in which the varying electrostatic field sets up 
alternating currents of greater magnitude than would be set up 
by a constant impressed electromotive force. The increase of 
heat energy dissipated when an alternating potential difference is 
established across the condenser over that dissipated when a con- 
stant potential difference is established, is then due to the excess 
of heat energy developed by the alternating currents in these 
conducting particles. 

SUMMARY OF IMPORTANT DEFINITIONS AND 
PRINCIPLES 
(Note: All formulas are in e.g. a. electrostatic units unless 
otherwise specified.) 

1. An electrostatic unit point-charge is a charge which repels 
with a force of one dyne an equal point-charge one centimeter 
away. 

2. Two point-charges of q and c^ units at a distance r centi- 
meters apart repel each other with a force of 

'=? 

3. The electrostatic field intensity H at any point in an electro- 
static field is the force in dynes which would act on a unit positive 
point-charge place at that point due solely to the agents producing 
the original field. 

4. The field intensity at any point due to a point-charge q at 
a distance r centimeters away is 

H.i 

5. The mechanical force exerted on a point-charge q is 

F^qH 
where H is the field intensity due to every agent in the field 
except the charge q. 

6. Lilies of electroBtatic force are lines drawn in an electro- 
static field in such a manner that they coincide in direction at 
each point P with the field intensity at P and their number per 
unit area at each point P across a surface at right angles to their 
direction is equal to the field intensity at P. 
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7. Gauss's Theorem. — The algebraic sum of the number of 
lin&i of electroatatio force outward from any closed surface is equal 
to 4 w times the algebraic sum of the charges inside this surface. 

8. A dielectric in an electrostatic field b considered to be made 
up of filaments such that were the lateral walls of any one of these 
filaments separated from the rest of the dielectric by a narrow 
air gap, no charges would be induced on these walls. 

9. The intensity of electrisation J at any point in a body is de- 
fined as the charge per unit area which would appear on a gap 
cut in the body at this point perpendicular to the line of electrisa- 
tion through this point. The direction of the intensity of electri- 
sation is the direction of the line of electrisation, the positive sense 
of which is the sense of the line drawn into the gap from the wall 
on which the positive charge is formed. 

10. A line of electrisation, or unit filament, ia a filament of such 
a size that were it broken by a narrow gap at any point, the 
numerical value of the charge formed on either wall of the gap 

would be — 

11. The number of lines of electrostatic inductioQ, or flux of 
electrostatic induction, crossing any surface is defined as the alge- 
braic sum of the number of lines of electrisation and the lines of 
electrostatic force crossing that surface. 

12. The electrostatic flux density B at any point is the number 
of lin&i of electrostatic induction per square centimeter crossing 
an elementary surface drawn at this point normal to their direc- 
tion. The electrostatic flux density is the vector sum 

B=iwJ+H 

13. In an electrostatic field due solely to electric chaises, a 
line of electrostatic force originates at a positive charge and ends 
at a negative charge, and may exist in any dielectric but not in a 
conductor in which no current is flowing. A line of electrisation 
originates at a negative induced charge on a dielectric and runs 
through the dielectric to a positive induced charge on the surface 
of the dielectric. A line of electrostatic induction is a continuous 
line which originates at a positively charged conductor (or at a 
poiitive contact charge on a dielectric) and ends at a negatively 
charged conductor (or at a negative conlacl charge on a dielectric), 
but passes through the induced charges on dielectrics. 

14. The dielectric constant, or specific inductive capacity, K, of 
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a dielectric is the ratio of the electrostatic flux density B in the 
dielectric to the resultant electrostatic intensity H when the 
dielectric is placed in an electrostatic field; that is 

H 

15. A closed hollow conductor completely screens everything 
inside from external electrostatic influences. 

16. The electrostatic intensity within the substance of a con- 
ductor in which there is no electric current is zero. 

17. The total charge within any region completely enclosed by 
a conductor is zero. 

18. The electrostatic intensity at any point P just outside a 
charged conductor in which there is no electric current is normal 
to the surface and equal to 



4ff(r 



where K is the dielectric constant c4 the dielectric in contact with 
the conductor at P and <7 is the surface density of the charge on 
the conductor just opposite P. 

19. The electrostatic flux densi^ at any point P just outade 
a chained conductor in which there is no electric current is noniial 
to the surface and equal to 

B=iira- 
independeTJt of the dielectric in contact with the conductor ; o" is 
the surface density of the charge on the conductor just opposite P. 

20. The electrostatic potential V at any point in an electrostatic 
field is the work which would be done by the agents producing 
the field in moving a unit positive point-charge from this point to 
infinity. The electrostatic potenti^ at any point due to a point- 
charge 9 at a distance r centimeters away is 



The resultant electrostatic potential due to any number of charges 
is the algebraic sum of the potential due to all the individual poles. 
21. The drop of electrostatic potential along any path from 
any point 1 to any point 2 is 

V,-V,= h {H cos 9)61 

where dl is the length of any element of the path from 1 to 2, // 
the field intensity at dl and 6 the angle between the direction of 
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H and dl. When the field ia due solely to electrostatic charges 
the drop of potential is independent of the path from 1 to 2. 
The drop of electrostatic potential around a closed path is equal 
to the algebraic sum of the contact and induced electromotive 
forces in this path, provided all quantities are expressed in the 
same system of units. 

22. An doctrofitatic eqiiipoteatial surface is a surface drawn in 
an electrostatic field in such a manner that the drop of electro- 
static potential along any path in the surface is zero. Such a 
surface is perpendicular at each point to the line of electrostatic 
force through that point. 

23. When as the unit of electrostatic charge ta taken a unit 
equal to 3X 10"" times the size of an electrostatic unit, called the 
electromagnetic unit of charge, the charge produced at a conduct- 
ing surface by a variable current is equal to the quantity of elec- 
tricity (Article 80) transferred to that surface by the electric 
current in the conductor. 

24. When as the unit of electrostatic potential difference is 

taken a unit equal to times the size of the electrostatic 

3X 10"* 
unit of potential difference, called the electromagnetic unit of 
electrostatic potential difference, the electrostatic difference of 
potential between any two points is equal to the difference of 
electric potential (Article 87) in abvolts between these points. 

25. When as the unit of electroetatie intensity is taken a unit 
1 

xTc 

called the electromagnetic unit of electrostatic intensity, the electro- 
static intensity at any point is equal to the electric intensity 
(Article 102) in abvolta per centimeter at thb point. 

26. The displacement current i^ flowing away from a con- 
ducting surface through the dielectric in contact with this surface 
is equal to the time rate of change of the charge q on this surface, 



dl 
where all quantities are in the sanw system of units. The current 
density of the displacement current at any point in a dielectric is 
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where B is the electrostatic flux density and all quantities are in 
the same system of units. 

27. The value (rf the ratio of the displacement current between 
two equipotential surfaces in a dielectric to the time rate of 
change of the difference of potential between these two sutfaees 
is called the capaci^ C of the portion of the dielectric between the 
two surfaces. The displacement current through a given portion 
of a dielectric between two equipotential surfaces is then 

where v is the difference of potential between the two surfaces. 
The c. g. s. electrostatic unit of capacity, the electromagnetic unit 
or abfarad and the practical unit or farad are related as follows: 

1 abfarad = lO* farads =9X 10" c. g. a. electrostatic units. 
When the two equipotential surfaces are cooductiog surfaces, the 
dielectric and the two conducting surfaces are said to fomi an 
electric condenser- The capacity of a condenser is also equal to 
the numerical value of the ratio (rf the charge on either surface 
to the difference of potential between the two. 

28. The capacity of the condenser formed by two long parallel 

wires of circular cross section is 

_ 0.01941 K ■ , . -, 

C = microfarads pernme 



where K is the dielectric constant of the surrounding medium, D 
the distance between centers of wires and r the radius d each wire. 

29. The resultant capacity ttf two or more condensecB in series 
is the reciprocal of the sum of the reciprocab of the various 
capacities, i.e., 

1 1 I 

c-c^c.+- — 

The resultant capacity of two or more condensers ia parallel 
is the sum of the various capacities, i.e., 
C=C,+ C,+ 

30. The energy stored in the dielectric of a condenser is 

2 ' 2C 2^ 
where C is the capacity of the condenser, q the numerical value of 
the charge on either conductor, and v the difference of potential 



i,,Cot)^ic 



ELECTROSTATICS 281 

between the conductors. These formulas hold for any system of 
units provided all quantities are expressed in the stune system. 

PROBLEMS 

1. A circular disc 20 inches in diameter and of negligible thick- 
ness is charged uniformly on both sides with a total charge of 
15X 10" electrostatic units. (1) What is the intensity of the elec- 
trostatic field at a point on a normal to the disc at its center 10 
inches from the plane of the disc? (2) What would be the intensity 
at this point if the disc had an infinite radius and the surface 
density of the charge remains the same? (3) Under the latter con- 
ditions what would be the difference in electrostatic potential be- 
tween the point and the disc? 

Ana.: (1)1 358 c. g. a. electrostatic unite ; (2) 4650 c. g. s. electro- 
static units ; (3) 11S,000 c. g. a. electrostatic units. 

2. Two plates A and B, the areas of which may be considered 
to be infinite, are placed parallel to each other and 10 cm, apart. 
A is chained positively with 50 electrostatic units of charge per 
sq. cm. while B is charged negatively with the same density; the 
charges are confined to the surfaces which face each other. (1) 
Determine the pull per aq, cm. which A exerts upon B. 

A slab of glass of infinite area and 8 cm. in thickness is now 
placed between the two plates and parallel to them, but not touch- 
ing either. The dielectric constant of the glass is 5. (2) Deter- 
mine again the pull per sq. cm. which A exerts upon B; (3) the 
intensity of electrisation in the glass; and (4) the electrostatic flux 
density in the glass. 

Ana.: (1) 15,700 dynes; (2) 15,700 dynea; (3) 40 c.g.s. elec- 
trostatic unite ; (4) 629 c. g. a. electrostatic units. 

3. Determine the difference of electrostatic potential between 
the two plates in Problem 2 when the plates are charged positively 
and n^atively respectively, with 0,05 c. g. s. electrostatic units 
per sq. cm. (1) when the mediimi between the plates is air; (2) when 
a slab of glass of infinite area, 6 cm. in thickness and with a dielec- 
tric constant equal to 5, is placed between the plates and parallel 
to them. The charge on the plates and the distance between the 
plates remain constant in the two cases. 

If the difference of potential between the two plates is kept 
constant at 0.1 electrostatic unit, what will be the numerical value 
of the charge per sq. cm. on each plate (3) when the medium be- 
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tween the plates is air; (4) when the slab of glass 6 cm. thick is 
placed between the plates? 

Ans.: (1) 6.29 c. g. a. electrostatic units ; (2) 3.27 c. g. s. electro- 
static units ; (3) 0.000795 c. g. a. electrostatic units ; (4) 0.00153 
c. g. ». electrostatic units. 

4. Two parallel metallic plates each 100 sq. cm. in area are 
separated by a distance of 0.5 cm. If the difference of potential 
between the two plates is maintained at 1000 volts, determine 

.(1) the charge in microcoulombs on each plate when the plates 
are separated by air; (2) when the dielectric between the two 
plates is glass; (3) the work required to pull the glass out ctf the 
electrostatic field. The dielectric constant of glass is 5. Assume 
a uniform distribution of charge. 

Ans.: (1) 0.01768 microcoulombs; (2) 0.0884 microoouIombB ; 
(3) 354 ergs. 

5. Two metallic plates each 100 sq. cm. in area are charged 
until the difference of potential between the plates is 300 volts 
and the source of potential is then removed. The plates are 0.5 
cm. apart and the medium between them is air. (I) Determine 
the work done in separating the plates until they are one centi- 
meter apart. (2) What is the difference of potential between the 
plates if a sheet of glass 0.5 cm. thick and having a dielectric 
constant of 5 is then pushed in between them? 

Ans.: (1) 7.96 ergs; (2) 360 volts. 

6. A transmission line 10 mUes in length consists of two No. 
0000 wires (B. & S. gauge) spaced 3 feet between centers. If a 
potential difference of 1000 volts is established between the wires 
and the line is open at the far end, determine the energy in the 
electrostatic field surrounding the line. The diameter of a No. 
0000 wire is 0.460 inch. 

Ans.: 0.0443 joules. 

7. The total inductance of a two-wire transmission line 25 
miles in length is 84.6 millihenries. What is its capacity in micro- 
farads? 

Ans.: 0.223 microfarads. 

8. Three condensers, A, B and C, the capacities of which are 
25, 20 and 15 microfarads respectively, are connected in series. 
If the potential drop across B is 100 volts, determine (1) the po- 
tential drop across A; (2) the potential drop across C; and (3) the 
potential drop across the three condensers in series. (4) What is 
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the charge in microcoulombs on each condenser; and (5) the 
capacity of the three condensers in series? 

Ans.: (1) 80 volts; (2) 133.3 volts; (3) 313.3 volts; (4) 2000 
microcoulombs; (5) 6.38 microfarads. 

9. When an c. m. f. of 200 volts is impressed across two con- 
denaera A and B of unknown capacity connected in aeries, the 
potential drop through A is three times that through B and the 
electrostatic energy of the system is 0.5 joule. What would be 
the charge upon A and upon B when an e. m. f. of 100 volts is 
impressed across the condensers in parallel? 

Ans.: 0.00333 and 0.01 coulomb respectively. 

10. A lead-covered cable is made of a No. 00 B. & S. wire sur- 
rounded by a layer of rubber 0.25 inch thick, which is in turn 
surrounded by a layer of gutta-percha 0.25 inch thick, the whole 
being encased in the lead sheath. The specific inductive capacity 
of the rubber and the gutta-percha is 2.2 and 4.5 respectively. 
What is the ratio of the potential drop through the rubber to that 
through the gutta-percha when a given difference of potential is 
established between the wire and the sheath? The resistance of 
the dielectric is to be considered infinite. The diameter of a No. 
00 wir« is 0.365 inch. 

Arts.: 3.87. 

11. What is the displacement current per mile of the above 
cable when the difference of potential between wire and sheath 
varies at the rate of 10,000 volts per second? 

Ans.: ISIO microamperes. 
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VI 

VARIABLE CURRENTS 

15S. Total Entrgy Associated with an Electric Circuit. — 
From the forgoing discussion of the magnetic and electrostatic 
field it is evident that the enei^ associated with an electric 
circuit may manifest itself in the following ways: 

1. As magnetic energy, due to the magnetic field produced 
by the current in the circuit. 

2. As electrostatic energy, due to the electrostatic field pro- 
duced by the differences of electric potential between the various 
parts of the circuit. 

3. As mechanical energy, due to the relative motion of the 
various parts of the circuit or to the motion of conductors or of 
magnetic or dielectric bodies in the surrounding field. 

4. As chemical energy, due to chemical changes vhich may 
take place in various parts of the circuit. 

5. As reversible heat energy, due to thermal electromotive 
forces. 

6. As heat energy dissipated in the conductors (and to a 
slight extent in the surrounding dielectric), due to their electric 
resistance. 

7. As heat energy dissipated in surrounding magnetic bodies 
due to the variation of the magnetic flux through them; i.p., 
magnetic hysteresis. 

8. As heat energy dissipated in the surroimding dielectric 
bodies due to the variation of the electrostatic flux in them; 
i.e., dielectric hysteresis. 

The effects produced by the firat five fomts of energy are all 
reversible; i.e., energy is required to establish a magnetic or an 
electrostatic field, but the same amount of energy is given back 
in some other form when these fields disappear ; enefgy is required 
to move a conductor or a magnetic or a dielectric body in the field, 
but the same amount of energy is given back in some other form 
when the motion of the body is reversed ; energy is required to 
produce any chemical action but the same amount of energy is 



^dbyGoOgk' 



VARIABLE CURRENTS 285 

given back in Bome other form when this action is reversed ; the 
heat energy given out at a junction of two dissimilar subatancea 
when the current flows through the junction in one direction, is 
given back as some other form of energy when the current Is 
reversed. 

The effects produced by the last three forma of energy are 
not reversible; i.e., energy is always dissipated in a conductor 
through which a current is flowing, independent of the direction 
of the current ; energy is always dissipated when the phenomenon 
of magnetic or dielectric hystereeis occurs, independent of whether 
the flux is increasing or decreasing. 

The first five effects are sometimes said to be due to conserv- 
ative forces, the last three to dieaipative forces. The word forces 
is here used in a general sense, meaning the something that pro- 
duces or opposes the effects. 

1B9. Oraeral Equations of the Simide Electric Circuit. — 
The transfer of energy from one region to another in space by 
means of an electric current is in general accompanied by pro- 
duction of energy in all these various forma, except in the special 
case of a continuous current, i.e., a current which does not vary 
with tinie; there is also in general a transfer of energy from one 
form to another all along the circuit. To understand clearly the 
effects produced by a variable current it is necessary to confine 
one's attention at firat to comparatively simple circuits. 

Consider a circuit consisting of a coil having a resistance r 
and an inductance L in series with a condenser having a capacity 
C and a conductance g. The conductance of a condenser, that 




Fi«. 82. 

is, the reciprocal of the resistance of the dielectric between its 
plates, is sometimes called the leakance of the condenser. This 
circuit is typical of the circuits one has to deal with in practice; 
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in fact the most general form of circuit may be looked upon as 
made up of such elementary circuits. This simple circuit may 
be represented diagrammatically as shown in Fig. 82, the resist- 
ance and inductance and the leakance and capacity being shown 
separately simply for convenience. Let an electromotive force 
e be impressed across the terminals of this circuit. This im- 
pressed electromotive force will establish a current in the circuit 
and therefore a potential drop across the various parts rf the 
circuit. When there is originally no current in the circuit and 
no charge on the condenser, this current will be around the circuit 
in the direction of the impressed electromotive force, and will 
produce a drop rf potential through the coil and through the 
condenser. The current in the coil will have the same value at 
each part of its winding at any given instant (provided the capacity 
and leakance of the coil may be neglected) and this current must 
in turn be equal to the total current through the condenser. 
Let i be the current in the coil, tj the displacement current through 
the condenser and ^ the conduction current through the con- 
denser. Then from Article 149 

di dq '-''+'' . 

but Id ™-j - where -r represents the time rate of change of the 

charge on the condenser. Let v be the potential drop through the 
condenser in the direction of the current through it, then from 
Article 149 






dt 

The conduction current through the condenser is, by Ohm's Law, 
i^ =gv. Hence 

i.g,+ C't (1) 

dl 

From Ohm's Law, the drop of potential through the coil 
due to its resistance is n. From Article 116 the drop of poten- 
tial through the coil due to its inductance (i.e., the back electro- 
motive force of induction) is L-~. Hence the total drop erf no- 
dt r- f 

tential through the coil is 

, di 
n+L- 
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and therefore the total drop of potential through the coil and the 
condenser in series is 

. .di 
n+L — \-v 
dl 
and this must be equal to the impressed electromotive force e, 
that is, 

e = n+L-\v (2) 

dt 

Equations (1) and (2) are two equations in the two unknown 
quantities i and v. The solution of practically every electrical 
engineering problem that has to do with the transmission of 
energy by variable or alternating currents is simply a special 
solution of one or more sets of equations of this kind. It is 
therefore necessary to understand thoroughly the physical mean- 
ing of every term in these two equations and to become thoroughly 
familiar with the various mathematical expedients employed 
in their solution. 

Since energy is transferred by the current to the electrostatic 
field of thfe condenser, the potential drop v across the condenser 
may be looked upon as the back electromotive force of the con- 
denser (see Article 156). 

These two equations may then be looked upon simply as a 
special case of Kirchhoff's two laws. In the first equation t 
represents the current flowing to the junction between the coil 

and condenser and gv+ C— represents the total current flowing 

away from this junction. In the second equation, which may 

di ''' 

be written e— ti— L— = )V, the symbols e 

sent an e. m. /., the last two being in the opposite direction to the 
impressed electromotive force e, and therefore e—u—L — repre- 
sents the sum of the e.m.f.'s in the loop formed by the source of 
the impressed e. m. /., the inductance L, the resistance r, and the 
capacity C, and ir is the total resistance drop in this loop. In 
fact, Kirchhoff's Laws apply not only to steady currents but to 
currents varying in any manner whatever, provided the iiislan- 
ianeous values of Ike currents are considered. 

It should be clearly borne in mind that Equations (I) and (2) 
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apply directly only to a single circuit and when there is no dimipa- 
tion of energy dtie to ^iher magnetic or dielectric hysteresis or to 
Gurrente induced in surrounding bodies. When there ia any 
dissipation of energy due to hysteresis or eddy currents* a term 
should be added to take into account this dissipation of energy. 
In case there is iron or any other magnetic substance in the 
magnetic field produced by the current there are both magnetic 
hysteresis and eddy currents ; in such a case equations (1) and (2) 
give only a first approximation to the true relations between 
current, potential difference and time; tfus approximation, how- 
ever, is usually sufficiently close for practical work. We shall 
see in Article 190 how a still closer approximation can be made 
in the case of alternating currents. 

In this chapter will be given the solutions <rf equations (1) 
and (2) for a few simple cases. In every case the inductance 
will be assumed constant ; when there is iron in the magnetic field 
of the current this assumption will give only a roughly approxi- 
mate solution. 

160. Establishment of a Steady Current in a Circuit Containing 
Resistance and Inductance. — The 
circuit is represented diagrammati- 
cally in Fig. 83; E represents a 
constant e. m, /, I^t the time ( be 
reckoned from the instant the 
switch iS is closed; i.e., let tlie 
switch be closed at time ( =0. At 
any instant an interval of time t 
after closing the circuit. 



I ^WWV — W5?^-| 



-ih 



_d(E-ri) 



<l 



Integrating, 



— ln(E-Ti) + G 



where G is a constant of intcKration. The value of G is foun<l by 



*Th<i I 
magnetic cir 



: eddy eurreiU is apr^ied to the currenU induced in the 
or in any metal forming the frame of an electric machifo. 
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the condition that &t time t-^O (that is, at the instant the circuit 
is closed) t =0.* Substituting these values in the above equation 
gives 

hence at any instant t seconds after closing the circuit 



L \ E I 



L \ E 

Writing each Bide of this equation as the exponent of the baae e 
of the natural syatem of logarithms, we get 



(.-.-?) 



The physical interpretation of this equation is that the current 

reaches its steady value /=— only after the time ( measured 

r 
from the instant of closing the cirouit has become sufficiently 

great to make the term c ^ sensibly equal to zero. Since, 

however, the ratio y- is usually quite large, this term e ^ as a 

rule becomes practically zero for I equal to a small fraction of 
a second, and ther^ore the current reaches ite steady value 

/"- almost immediately after the circuit is closed. When 

r 

the self-induction is ]arge, as in the case of a coil wound on a 

closed iron core, the ratio — may be relatively small, in which 

case several seconds may elapse before the current reaches its 
steady value. 

In any case, after an interval of time 7"=-, the current is 
r 
E i 



■('-)=7('-^--f 



That is, after an interval of time T = -, the current reaches 63.2 

*OtherwUe at the inslAnt the switch is dosed energy would be tnuw- 
fened to the nugnetic field at an infinite rate, which is impossible. 
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per cent of its final value. The time required for the current in 
such a circuit to reach 100(1 — e'') =63.2 per cent of its final steady 
value when a steady e. m. /. is impressed upon the circuit is called 
the " time-conatant " of the circuit. The time-constant of such a 
circuit may be looked upon aa a measure of the slowness with 
which the current reaches its steady value, the greater the time- 
constant the longer the interval before the steady value is reached. 
For a circuit consisting of an inductance L and a resistance r the 

time-«onstant is equal to — It should be noted that this L and 

r 
r refer to the entire circuit; hence when the impressed e. m./. is 
produced by a generator developing a steady armature e. m. /. 
E, the resistance and inductance of the generator must also 
be included. In addition, the above formulas bold only in case 
the inductance of the entire circuit is a constant, and there is 
no energy dissipated in hysteresis, which conditions never hold 




when there is iron or any other magnetic substance in the mag- 
netic field produced by the current. In such cases, however, 
the formulas may be looked upon as a first approximation to the 
true relation between current and time. 

The relation between current and time given by equation (3) 
may be represented graphically by plotting the current t as the 
ordinates against the time ( as abscissas. The curve has the 
general shape shown in figure .S4 ; i.e., the current rises rapidly 
at first and becomes asymptotic to the line corresponding to 
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/=-, which gives the final steady value of the current. The 

abscissa T of the point having the ordinate i =0.632 - is equal to 

the time-constant of the circuit. 

161. Decay of Current in a Circuit Containing Reastance and 
Inductance. — Let the circuit be r L 

sbort-oircuited on itself at any i \/^ — i 

instant when the current has the 
value i„, say; let the time ( be 
measured from this instant, i.e., at 
time i — let t "i^. The circuit is 
represented diagrammatically m 
Fig. 85. In this case the impressed 



i./.isz 



whence 



0=ri-|-L 



di 



and therefore 



which integrated gives 



where (? is a constant of integration. The value of (? is found 
from the condition that at time fM), i=ig which values sub- 
stituted in the above equation give G = —lni. Hence at any 
instant t seconds after closing the circuit 

=ln — 



The physical interpretation of this equation is that the current 
does not fall to zero immediately, but only after a sufHcient time 

t has elapsed to make the term e ^ sensibly zero, which is usually 
only a fraction of a second, unless the self-induction of the circuit 
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is large comp&red with its resistance. The current falls to 100 e~' = 

36.8 per cent of its original value in the time 7'=— — the time- 

r 
constant of the circuit. The relation between the current i and 




I — wwv- 



time t is shown graphically in Fig. 86. The current faOs r^idly 
at first and becomes asymptotic to the axis of t, i.e., to the line 
corresponding to r=0, 

162. Chaigiiig a Contfouer through a Resisbuice. — ^The cir- 
cuit is represented diagrammati- 
cally in Fig. 87; E is a constant 
e. m. f. Let the charge on the con- 
denser be zero at the instant the 
switch is closed, and let time be 
measured from this instant; i.e., 
at time (=0 let g„=0 and i=0. 
Let q and i be the charge and 
^ current respectively and v the p.d. 

through the condenser at any in- 
stant t seconds after closing the switch. Then at this instant, 
assuming the ideal condHums of no leakaiux in the condenser and 



H 



-K^C- 



o inductance of the circuit, 






From the first equation we have that i 
in the second equation gives 



- which substituted 
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dt^_ dv _ ~d(E~v) 
rC~E~v E^ 



which integrated ^ves 

-~^ = ln(E-v) + 
where (? is a constant of int^ration. For t=0, vaO,* which 
substituted in this equation gives 0= — ME. Substituting this 
value of in the last equation gives the equation 



rC \ E / 



(5o) 



which substituted in the second equation above gives 

i-le"f5 (») 

r 

and since g^Cv &t any instant we get immediately from (5a) that 
j_ 
q-^CE (l-e'rtrj. (5c) 

_V-E 

Q-CB 




Equations (5) then give the values of the p.d. through the con- 
denser, the current, and the charge at any instant. The variation 
of V, i, and q with time is shown graphically in Fig. 88, Note 
that both the p.d. through the condenser and the charge start at 

"Otherwise at the instant tlie switch ia closed energy would be transferred 
to the eUctnwtatic Geld at an infinite rate, which is iiupoasible. 
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zero rise rapidly at first and then approach more slowly thetr 
constant values E and CE respectively. The current, on the 



other hand, has ita 



value — at the instant the switch 



if closed and then falls, first rapidly and then more slowly, to zero.* 
As a rule rC is extremely small, so that only a small fraction of 
a second is required for these steady conditions to become 
established. v 

The product rC measures the slowness with which the con- 
denser becomes charged; it b called the time-constant of the 
circuit. Compare with the time-constant of a circuit formed by 
a resistance and an inductance in series. 

163. Discharging a Ccmdenaer 
through a Resistance. — Let the con- 
denser be charged to a p.d.Vf at 
the instant t = at which it is short- 
circuited through a resistance r, Fig. 
89. Aasuming as before the ideal con- 
dUiona of no leakance and no induc- 




=H+v 
_^dv 



Eliminating i from these two equations gives 



whence 



= lnv+G 



tC 

But at ( =0, V =Vg, whence G = — InVg. 

Hence at any instant t seconds after the condenser is short- 
circuited, 

^Actually the current always starts from cero and rises to a maximum 
value, due to the inductance of the circuit, which, though it may be small, 
ia never absolutely zero as assumed in the above discussion; see Article 201. 
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r=PpC ^5" (60) 

q = Cv„€'^ (6c) 

In this case botb the p.d. 
and the charge decrease at 
first rapidly and then more 
slowly to zero. The current 
through the condenser, how- 
ever, is negative, i.e., in the 
oppomte direction to the drop 
of potential through the con- 
denser. Hence the current 
through the resistance is in 
the direction from the + to 
the — plate of the condenser. 
The current is a maximum 

— (in the negative direction) 
r 

at the instant of short cir- 
cuit,* and then decreases in the same manner as the p.d. and 
the charge. 

164. Discharge ctf a Condenser through an Inductance. — The 

circuit is represented diagrammatically in Fig. 91, The condenser 

is charged to a p-d.v„ and at time ( = the switch is closed. At 

. any time ( seconds later assuming the ideal conditions of no leakance 

and no resistance, 



Fis. eo. 



I 'TTOOOS^ 



O^L~+v 



(a) 



Fig. 01. 
equation gives 

*The current acttmll}' starts at 2 
euit; aee Article 201. 



i 


=4: 




(ft) 


From equation 


(6) we 


have that 




which Bubstitutec 


in the fii^t 



D due to the inductance of the cir- 
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dt' LC 

This equation ia of exactly the same form as the equation for 
the pendulum; see Article 23. Compare also with the equation 
for the vibration of a magnet in a uniform mafrnetic field, Article 42. 
Its solution is 



which substituted in equation (fr) gives 



-'4-'{^c^') 



(e) 



The constants A and are determined from the condition thai 
at time 1=0, v=Vg, and t>=0. Substituting these values in (d) 
and (e) we get 

iia = A sin 6 



^h 



Q=A 



The equations for the p.d. and cur- 
rent at any instant are then 



'VVLC/ 



1= -l'o\ 



'-l-4^\ 



wrc) "'" 



These two equations are plotted in Fig. 92. That is, both v and t 
are harmonic functions, or " sine waves," having a period equal 
to 2 TT \/LC. The maximum value of the p.d. is v„ and the maxi- 
mum value of the current is Vg-«f _, That is, the charge on the 
condenser oscillates from q = Cvg to — g =■ — CVg, and the current 
osciUates between the values «<, \l - and — r„-*l -, the charge 

reaching the maximum when the current is zero and vice versa. 

If the current in the inductance had been equal to ig and the 
p.d. across the condenser zero at time (=0, then the equations 
for p.d. and current would have been 
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A circuit of this kind is approximately realized in the case of 
a transmission line, except that the inductance and capacity in- 
stead of being lumped in a single coH and a single condenser are 



-n^w^w?- 



Fi«. 03. 

distributed unifonnly along the line, and the resistance of the line 
is not negligible. As a fiist approximation we may consider the 
line as equivalent to a lumped inductance and a lumped capacity 
as shown in Fig. 93 and neglect the resistance. If the line, open 



c,..i,.eJ,,Cot)^Ic 



298 ELECTRICAL EHGINEERINO 

at the receiving end, becomes short-circuited ftt any time P, by 
a wire falling across it, for example, we have the conditions Just 



Take the case of a line consisting of two number 0000 B. & S, 
wires (solid) spaced 6 feet apart; let the line be 50 miles long 
(100 miles of wire). 

The inductance of the line will then be 0.193 henries and the 
capacity 0.389 x 10^ farads. Let 500 amperes be flowing in the 
line at the instant of short-circuit at P and let the p.d. across 
the end of the line (i.e., across the condenser) be zero at this 
instant. Then this p.d. will reach a maximum of 

50oJ ^-^^^ =352,000 volts 
>< 0.389 X 10-* 
and the current and p.d. will begin to oscillate with a period of 
2irVL'C=2 irv'0^193X0.389X 10 ■•-=0.00172 seconds or 580 com- 
plete swings or cycles per second. This abnormal rise in voltage 
would of courae puncture the insulators carrying the wires were 
not some sort of " safety valve " provided. Such a safety device 
is the lightning arrester, which in its simplest form consists of one 
or more spark gaps so arranged that when the voltage on the line 
rises a predetermined amount above normal, a spark jumps across 
the gap and thus reduces the voltage. Protecting a line against 
lightning discharges is only one of the functions of a lightning 
arrester; such a device is likewise necessary to protect the line 
(and the apparatus connected therewith) against the abnormal 
voltage which may be produced when heavy loads are switched 
on or off the line. 

Note that the ideal case of a condenser without leakance and 
an inductance without resistance, which we have been consider- 
ing, cannot be completely realized in practice, since the dielectric 
of every condenser is a conductor to a certain extent (though 
usually an extremely poor conductor) and every circuit made of 
conductors has a certain resistance. The effect of resistance and 
leakance is to damp out the oscillations of the electric current in 
the same way that friction damps out the oscillation of a vibrating 
penduliun. (See Article 202.) 
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SUMMARY OF IMPORTANT RELATIONS 

1. In general, the energy associated widi an electric current 
may manifest itself in eight different fonns, i.e., as 

Magnetic energy, 

Electrostatic energy, 

Mechanical energy. 

Chemical energy, 

Heat energy at the junction of dissimUar substances. 

Heat energy due to the resistance of the conductors. 

Heat energy due to magnetic hysteresis, 

Heat energy due to dielectric hysteresis. 

2. The general equations of a circuit formed by a. coil and a 



where e is the impressed e. m. f. across the terminab of the circuit, 
V the potential drop through the condenser, i the current in the 
coil, r the resistance of the coil, L the inductance of the coil, g 
the leakanee of the condenser and C the capacity of the condenser. 
These two equations are simply Kirehhoff'a Law applied to the 
instantaneous values of the current, e. m. f. and p. d. 

3. The current i in a circuit formed by a resistance r and an 
inductance L, t seconds after impressing a constant e. m. }. E 
across its terminals, is 



-?('--) 



provided there is originally no current in the circuit; r is the 
resistance, L the inductance of the eiUire circuit. 

4. The time-constant of a circuit formed by a resistance r and 

an inductance L in series is -. 

5. The current i in a circuit formed by a resistance r and an 
inductance L, ( seconds after the terminals of the circuit are short- 
circuited, is r( 

where t„ is the current in the circuit at the instant of short-circuit, 
provided there is no e. m. f. in the circuit. 
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6. When a condenser of capacity C is charged through a 
resistance r by a constant impressed e. m. f. E, the p. d. across the 
condenser, the current in the circuit and the ehai^e on the con- 
denser ( seconds after the e. m. J. is impressed, are respectively 



-B 1 



r 

q=CE(l-e'^\ 

provided there is originally no charge on the condenser and no 
current in the circuit and there is no inductance in any part of 
the circuit. 

7. The time-constant of a circuit formed by a resistance r and 
a capacity C in series is rC. 

8. When a condenser of capacity C, through which the p.d. 
is Vg. is discharged through a resistance r, the p.d. through the 
condenser, the current in the circuit and the charge on the con- 
denser I seconds after the terminals of the circuit are short-circuited 
are respectively 

v=Vg e'^ 



q=Cv^ f tC 
provided there is no current in the circuit at the instant of short- 
circuit and there is no e. m. f. and no inductance in the circuit. 

9. When a condenser of capacity C, through which the p.d. is 
Vg, is discharged through an inductance L, the p.d. through the 
condenser and the current in the circuit I seconds after the ter- 
minals of the circuit are short-circuited are respectively 



<M 



\^ WLC' 
provided there is no current in the circuit at the instant of short- 
circuit and there is no e. m. j. and no resistance in the circuit. 
When the tenninals of the circuit are short-circuited at the instant 
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when the current is ig and there ia no p.d. through the condenser, 
the p.d. and current ( seconds after the terminals are short-circuited 
are respectively 

i=i.cog 1 — — \ 
WLcf 
provided there is no e. m. j. and no resistance in the circuit. 

PROBLEMS 

1. An air-core solenoid of 5000 turns is 20 cm. long and has a 
diameter of 5 cm. ; the resistance of the solenoid is 2 ohms. When 
a constant e. m. f. oi 50 volts is impressed across the terminals of 
this coil (1), at what rate does the current begin to increase; (2) 
what is the final value of the current ; and (3) what is the time- 
constant of the coil? 

Ana.: (1) 162.2 amperes per second ; (2) 25 amperes ; (3) 0.154 
second. 

2. In the preceding problem, (I) at what rate is energy being 
stored in the magnetic field of the current when the current has 
reached a value of 10 amperes ; (2) when the energy of the electro- 
magnetic field is 30.8 joules at what rate is energy dissipated in 
heating the coil ; (3) at what rate is the current changing when the 
total power supplied to the coil is 250 watts? 

Ans.: (1) 300 watts; (2) 400 watts; (3) 129.9 amperes per 
second. 

3. At the same instant that the e. m. f. impressed upon a coil 
is removed, the ends of the coil are connected by a resistance of 
3 ohms. At the instant immediately after this change in con- 
nections is made the current in the coil ia 12 amperes and is de- 
creasing at a rate of 480 amperes per second. (1) What is the 
time-constant of the circuit? (2) If the energy of the electro- 
magnetic field is 7.2 joules at the instant that the change in 
connections w made, st what rate is energy dissipated in the 
circuit in the form of heat energy at that instant? (3) What is 
the resistance and the inductance of the coil? 

Ans.: (1) 0.025 second; (2) 576 watts; (3) resistance 1 ohm, 
inductance 0.1 henry. 

4. An «. m. f. of 20 volts is impressed upon a coil of 0.6 ohm 
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resistance and 0.3 henry inductance. What is the value of the 
current. in the coil 0.5 second after the e. m. f. is impressed? 
Ana.: 21.1 amperes. 

5. Aji e.m. f. of 30 volts is impressed upon a coil of 0.5 ohm 
resistance and 0.2 henry inductance. One tenth of s second after 
the e. m. f. is impressed, the source of the e. m. f. is removed and 
the coil is short-circuited by a resistance of 0.1 ohm. Detenniue 
the value of the current in the circuit 0.08 second later. 

Ane.: 10.48 amperes. 

6. A battery which has an e. m. /. of 10 volts and a resistance 
of 0-5 ohm, a coil which has an inductance of 3 henries and a 
resistance of 0.5 ohm, and a non-inductive resistance of 4 ohms 
are all connected in series to form a closed electric circuit. Find 
the value of the current flowing in a non-inductive resistance of 
4 of an ohm 2 seconds after it is connected in parallel with the 
4 ohm resistance. 

Ati8.: 4.34 amperes. 

7. An e. m. f. of 250 volts is impressed upon a circuit con- 
formed by a non-inductive resistance of 1000 ohms in series with 
a condenser of 50 microfarads capacity. Find (1) the initial 
rate at which the condenser is charged; (2) the current in the 
circuit when the charge on the condenser is 5000 microcoulombs ; 

(3) the energy in the electrostatic field when energy ia dissipated 
as heat energy in the circuit at the rate of 10 watte ; and (4) the 
charge in microcoulombs on the condenser when the current is 
changing at the rate of 4 amperes per second. 

Ans.: (1) 0.25 ampere; (2) 0.15 ampere; (3) 0.563 joule; 

(4) 2500 microcoulombs. 

8. A 100 microfarad condenser charged to a potential differ- 
ence of 600 volts and is discharged through a resistance of 500 
ohms. Find (1) the current when the current is decreasing at 
the rate of 16 amperes per second; (2) the charge on the con- 
denser when the energy of the electrostatic field ia 2 joules; (3) 
the potential drop through the condenser when the condenser is 
discharging at the rate of 0.5 coulomb per second; and (4) the ra.te 
at which the conden.'fer is losing energy when the charge on the 
condenser Ls 10,000 microcoulombs. 

Am.: (1) 0.8 ampere ; (2) 20,000 microcoulombs ; (3) 250 volts ; 
(4) 20 watts. 

9. One-half a second after an e.m.j. of 1000 volts is im- 
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pressed upon & circuit formed by a non-inductive resktance and a 
condenser in series, the current is 10 milliamperes. If the resist- 
ance IB 10,000 ohms, what is the capacity of the condenser? 
Ans.: 21.7 microfarads. 

10. An electrostatic voltmeter connected across the terminals 
of a condenser indicates a potential difference of SOO volts. The 
capacity of the condenser is 35 microfarads and that of the volt- 
meter is 5 microfarads. When an unknown resistance is connected 
acroes the condenser terminats, it is noted that when the con- 
denser has been discharging for 1 second the voltage across its 
terminals has decreased to 100 volts. What is the value of the 
unknown resistance? 

Ans,: 15,530 ohms. 

11. Two-tenths of a second after an e. m.f. of 100 volts is 
impressed across the terminals of a circuit formed by a non- 
inductive resistance of 5000 ohms in series with a 20 microfarad 
condenser, a 30 microfarad condenser is connected in parallel with 
the 20 microfarad condenser. Find the chaise on the 30 micro- 
farad condenser 0.3 second after this parallel connection is made. 

An6.: 2410 mierocoulombs, 

12. A 50 microfarad condenser is charged to a potential differ- 
ence of 1000 volts and is then discharged through a coil of 0.3 
henry inductance and negligible resistance. Find (1) the maxi- 
mum value of the current in the circuit; and (2) the frequency at 
which it oscillates. (3) Plot to scale the current and p.d, waves. 

Anx.: (1) 12.91 amperes;(2) 41,1 cycles per second. 
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ALTERNATING CURRENTS 

166. Introduction. — We have just seen that when a con- 
denser is discharged through a coil having an inductance L hvi 
no resistance that the current in the circuit and the p.d. across 
the condenser vary harmonically, i.e., the instantaneous value 
of the current at any instant is t=/^n tut and the instantaneous 
value of the p.d. across the condenser at any instant is v=s V„eos at 
where /„ and V^ are the maximum values of the current and p.d. 
and to is eqiial to the factor 2 ir divided by the period of oscil- 
lation of the current and p.d. Both the current and p.d. vary 
periodically from fixed maximum values (/„ and Vg respectivdy) 
in one direction to equal maximum values ( — /„ and — F„ respeo- 
ttvely) in the other direction and back again to the maximum 
values in the fii3t direction. The current is therefore called an 
alterjiating current and the p.d. an altemaiing p.d. This ideal 
circuit we have been considering is a very special one ; alternat- 
ing currents employed in practical work are produced by an 
entirely different method, namely, by the rotation of one or more 
coils in a magnetic iield. The machine for producing alternating 
currents in this manner is called an allemalor. 

166. Tbe Simple Alternator. — The simplest form of alternator 
consists of a coQ of wire of one turn rotating in a uniform magnetic 




field, see Fig. 94. The ends of the wire forming the coil are 
connected to two rings called slip rings; making contact with 
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these rings are the bruBhes 1 and 2. Let the coil be rotated with 
an angular velocity a> ; let time be counted from the instaat when 
the wire a is above b and the plane of the coil coincides with a 
vertical plane drawn through the axis of rotation, and let <f», be 
the value of the magnetic flux of induction threading the ooil 
when in this position. Then i^ =iftg cos <al is the value of the fiux 
threading the coil at any instant t; hence the e. m. f. induced in 
the coil at this instant is; see Article 105, 

•^■^ j: ■ , 
e = — —!- =a) A. sin at t 

dt ^ 
and is in the direction from 1 to 2. The maximum value of the 
e. m. f. is then ta ^^ and occurs when w I =— or i •• — Calling E, 

this maximum value of thee. m. /., the induced e. m. /. in the direc- 
tion from 1 to 2 may be written 

e = Eg sin <a t 
The electromotive force in this case is a harmonic or sine function 

of the time, the period is T™ — and the number of complete 

((I 
periods per second, oTih.^ frequency, is/= — . 

In alternators as actually constructed the coils of wire are 
not made of a single turn, nor do they rotate in uniform magnetic 
fields ; the field of the alternator abo has a large number of poles. 
By properly designing the coils and the pole faces of such a ma- 
chine it is however possible to produce in the coils when rotated 
at constant speed sn altematii^ e. m. /. which is practically a 
harmonic function of the time. In any ease, the e. m. f. will be 
a periodic function of the time and can therefore be represented 
by a series of harmonic terms, called a Fourier's Seriet, of the 
form 

e—E,nn ta t+E^n (2iot + 6^ + EMn (Saii+tfjH- 

where <a depends solely upon the number of pairs of field poles 
and the angular velocity of the rotating part of the machine 
(which rotating part may be either the field or the armature) and 
the E'a and 6's are constants, in general different for each term. 
The first term Ei sin at is called the fundamental or first harmonic, 
the remaining terms are called the second, third, etc., harmonics. 
The frequency erf the nth harmonic is equal to n times the fre- 
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quency of the fundamental. In moet practical cases it k ncc^- 
sary to consider only the fiist hurmomc or fundamental. 

In order to understand the properties of alternating electro- 
motive forces and currents it is necessary first to get clearly in 
mind certain fundamental definitions. 

167. Definitioii of Alternating Current and Alteraatiiig Electro- 
motiTe Force' — An alternating current is defined as a current 
which varies continuously with time from a constant maximum 
value in one direction to an equal maximum value in the opposite 
direction and back a^ain to the same maximum in the first direc- 
tion, repeating this cycle of values over and over again in equal 




Fi«. OS. 

intervals of time T, in such a manner that the instantaneous 
value of the current at any instant t is identically the same as 
at any other instant t + kT where T is the time, constant in value, 
required for the current to pass through a complete cycle of 
values, and k is any integer, positive or n^ative. TSimilarly, an 
alternating e. m. f. is defined as an e. m. f. which varies continu- 
ously with time from a constant maximum value in one direction 
to an equal maximum value in the opposite direction and back 
again to the same maximum in the first direction, repeating this 
cycle over and over again in equal intervals of time T, in such a 
manner that the instantaneous value of the e. m. f. at any instant 
( is identically the same as at any other instant t + kT where T is 
the time, constant in value, retjuired for the current to pass through 
a complete cycle of values, and k is any integer, positive or nega- 
tive. In Fig. 95 the successive values of an alternating current 
are plotted as ordinates against time as the abscissa. Such a 
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curve is called a current " wave." In the figure the positive and 
negative portiooa of the current wave are shown unsymmetrical ; 
such a non-aymmetrical current or p.d. wave is physically possible, 
but the current and p.d. waves 
developed in ordinary electric 
machines are usually perfectly 
symmetrical, i.e., the positive and 
negative portions of the wave are 
exactly alike. 

An oscillating current or e.m.f. 
is a current or e. m. f. which ^ter- 
nates in direction hut chanf^ in 
amplitude. An oscillating cur- 
rent wave is shown in Fig, 96. '"' "■ 

A pulsating current is a current which varies with time but is 
always in the same direction ; such currents are obtained from an 
arc rectifier. 

169. Period, Frequency, Alternations, Periodicity and Phase. — 
To avoid repetition the following definitions are given in terms 
of an alternating current; they also apply to an alternating elec- 
tromotive force, an alternating potential difference, or to any 
other periodic function of time. 

The -period rf an alternating current is the time taken for 
the current to pass through a complete cycle of positive and 
negative values ; i.e., the period is equal to the time T defined in 
the preceding article. 

The frequency, or numdrr of cycles per second, is the number 
of periods per second. 

The number of allemations per minute is the total number of 
tiinra per minute that the current changes in direction, from 
pa^itive to negative and froitl negative to positive. In engineer- 
ing practice the number of cycles is usually referred to the second 
as the unit of time and the number of alternations is referred to 
the minute as the unit of time. 

Tjct r be the period, / the frequency or number of cycles per 
second, and a the number of alternations per minute, then 

/=; 0) 
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The equation of a harmonic or sine-wave current is 

i^I„8in{iat + 0) (3) 

where u ia h constant equal to — > and is a constant such that 

Igsin $ gives the value rf the current at time (=0. The constant 
tit is called the periodicity of the current, and the constant $ is 
called the phase of the current. The relation l>et}veen periodicity, 
period and frequency is 

"-y-2^/ (4) 

f 169. DifferencA in Phase. — In general, when a harmonic or 
Bine-wave electromotive force is impressed on a circuit the result- 
ing current is likewise a harmonic function of time (after a very 
brief interval) having the same frequency, but the e. m. f. and 
current do not reach their maximum values simultaneously. In 
other words, when c^Eg Hn at represents the e. m. /., the current 
is represented by i=/oMn (<at + $) where Eg and I„ are the maxi- 
mum values of the e.m.f. and current respectively; (u=2 ir/ 
where / is the frequency; ( is the time measured from the instant 
when e =0 and n increasing in the posUive direction and d is an 
angle which measures the interval between the instants when the 
e. m. f. and current reach successive maximum values. The e. m. f. 

reaches its maximum value at time t = — while the current 

2 til, 
reaches its maximum value when 

^t + 0=Zort=l('^-0) 
2 ta\2 / 

Hence when is positive the current reaches its maximum value 

— seconds before the e.m.f. reaches its maximum; when is 

negative the current reaches its maximum value - seconds after 

to 
the e. m. /. reaches its maximiun. In the first case the current is 
said to lead the e. m. /., and in the second case the current is said 
to lag behind the e. m. f. The angle 6 is called the difference in 
phase between the current and e. m. /. A careful re-reading of 
the latter part of Article 23 will aBsist the reader in obtaining a 
clear physical conception of phase difference. 

When the phase difference is zero the current and e. m. /. are 
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said to be in phase; when the phase difference is — radians or 90° 

the current and e. m. f. are said to be in quadraluTe; when the 
phase difference is v radians or 180" the current and cm,/, are 
said to be in opposition. 

In general, when we have any two harmonic functions of 



the first function reaches its maximum value at time(i<=— I — — d,| 

w\2 / 

and the second reaches its firat maximum value for t,'^-\ — — 6,\. 

<a\2 I 

Hence the first function x, reaches its first maximum an interval 

of time ti—ti=- (^1 — ^i) oAeodof the second functional; the firat 

01 

function x, is therefore said to le^ the second function Xt by the 
angle Bi — Q^. Note the order of the siiltacripts : Xi Uads x, by 
01 — 6,; or X, leads x, by the angle Bt—6i. A negative lead is 
of course equivalent to an actual lag, and a negative lag is equiv- 
alent to an actual lead. 

170. Instantaneous, Maximum, and Average Value8> — The 
inOantaneoua v^ue of an alternating current is the value of the 
current at any instant. 

The rrMximum value of an alternating current is the greatest 
inatantaneouB value during any cycle. For a harmonic alternat- 
ing current the value of the current at any instant is given by an 
equation of the form i=laSin {wt+d); in this case the constMit 
/„ is the maximum value. 

The average value of an alternating current is defined as the 
numerical value of the average of its instantaneous values between 
successive zero values ; hence, when the instantaneous values are 
plotted as ordinatee against time as abscissa, the average value is 
the average ordinate for any positive half cycle of instantane- 
ous values. In the case of a harmonic current of the form 
i'^Igsin({ot+6) the average value I^^^ is equal to 2 over jr 
times the maximum value /„, that is, 
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/««r. =~fo (5) 



For, put <at+0='X, then the average value of Eg ain (w( + ^) 
between the limits ta 1 + 0=0 and a>t-i-6=v is equal to the aver- 
age value of lo sin x between the limits x =0 and x =ir, or 



=— \ la sin X dx =B-^ — coax - 

"J. ^ -'• 



The average value over a complete period of an alternating current 
having symmetrical positive and negative values is zero, since the 
average of the positive instantaneous values over half a period is 
equal to the average of the negative instantaneous values over 
half a period. 

The above definitions and deductions also apply to alternat- 
ing electromotive forces and alternating potential differences. 
In the case of any harmonic function of the form x=Xg»ini<at+$) 
the same relation exists between its maximum and average value 
as between the maximum and average value of a harmonic cur- 
rent, that is, 

171. Effective Values. — The total amount of heat energy 
developed during a complete period T in a resistance r through 
which an alternating current is flowing is equal to 



le interval i 
nt of beat 
vill develop 
mount of h 

1/" 



A steady current / in the same interval of time will develop in 
this same resistance an amount of heat energy equal to rPT. 
Hence the alternating current will develop in any given resistance 
in any given time the same amount of heat energy as a direct 
current / provided 



rPT=T 



C^ 



The right-hand side of this equation represents the mean of the 
squares of the instantaneous values of the alternating current; 
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hence an alternating current will develop the same amount of 
heat energy in a given resistance as a direct current which has a 
value equal to the square root of the mean of the squares of the 
instantaneous values of the alternating current. The aguare root 
of the mean of the squares of the inatantaneoua values of an alier- 
naling cwrerd over a complete period is called Ike effective value 
of the atlemaiing current. In specifying the value of an alternating 
current as so many amperes this effective value is always meant 
unless specifically stated otherwise. In the same manner the 
square root of the mean of the squares of the instantaneous values of 
an aUerruiting potential difference over a complete period is called 
the effective value of the alternating potential difference. When 
the value of an alternating potential difference is specified as eo 
many volts, this effective value is always meant unless specifically 
stated otherwise. 

The reason for selecting this particular function of the in- 
stantaneous values of an alternating current or potential differ- 
ence as the measure of the current or potential difference is that 
the deflection of all instnunents used in alternating current 
measurements is a function of this effective value. Moreover, 
Joule's Law for the heating effect of a steady current also applies 
directly to the heating effect of an alternating current provided 
the current is expressed in terms of its effective value; i.e., the 
average power dissipated in a resistance r, when an alternating 
current of effective value / flows through it, is rP. 

In case the current is a harmonic function of time, a simple 
relation exists between its effective and maximum values. Let 
T be the period of the current and begin counting tJme when the 
current is zero and increasing in the positive direction. The 
equation of the current is then 

i=IoSin (ai 

where /_ is its maximum value and q> = — . The effective value 

T 
of the current is then 



■^H. 



But from the trigonometric relation that sir^x = 
X is any variable, we have that 
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(6a) 



anu inereiore 

Hence the effective value of the current is 

/-A. 

V2 

Similarly the effective value of a harmonic electromotive force 
which has the maximum value E. is 



and the effective value of a harmonic potential drop which has 
the maximum value V^ is 

V 

V= ^ (&) 

V2 
Note that the effective value in each case is independent of the 
frequency but depends only upon the maximum value. The 
above retatum^ hold only for harmonic funcHona; when the current, 
electromotive force or potential drop i3 not a hannonic function 
(A the time equations (6) do not hold, (See Article 176.) 

172. Tlie Use of Altematiiig Currents. — When an alternating 
electromotive force is impressed across the terminals of an electric 
circuit (rf any kind an alternating current of the same frequency 
is established in this circuit.* When the strength of the current 
between theae two points at any instant is i and the poteutial 
drop in the direction of the current is v, the input of electric energy 
between any two points 1 and 2 of the circuit in any inCiniteeiinal 

*The ciurent established for the fint second or two alttr the alternating 
electromotive force in impressed ia not atrictly an aUemaliJig cuirent, since 
itsamplitudc builds up gradually to a constant maximum, just aa the value of 
the current established in a circuit by a continuous electromotive force builds 
up gradually from lero to a. constant maximum, depending upon the rasisl- 
anoe and back electromotive tartxa in the drcuit. The current for the first 
■ecood or two is then an (MciUatin; current. Thebuildingupofansitemating 
current is diwnused in Article 20 1 . For the preeent we shall confine our atten- 
tion to irtiat takes placn in the circuit after the current has become a true 
alternating current, alternating between constant podlive and negative maxi- 
mum vahiee. 
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interval ot time di is equal to vidt, and therefore the rate at wbicb 
enetgy is transferred to this part of the circuit at this instant, or 
the power input between 1 and 2 at this instant, is p =vi. Although 
the average values c^ an alternating current and an alternating 
p.d. over a complete period are both zero, the average value of 
the power input (or output, when the potential drop is in the 
opposite direction to the current) when the current and p.d. have 
the same frequency is not zero except in certain special cases. 
Hence an alternating current may be used to transmit electric 
energy juat aa a continuous current is used for this purpose. In 
fact, the transmission of electric energy over long distances can 
be accomplished much more economically by the use of alternat- 
ing than by the use of continuous currents. Alternating current 
generators are much lees expensive for the same power output, 
and certain forms of alternating current motora, particularly the 
induction motor, are cheaper to build and require lees care in 
operation than a direct current motor of the same power output. 
An additional advantage of alternating currents comes from the 
fact that by means of a device called an alternating current 
transformer, power may be readily transferred from a, circuit in 
which the current is small and the voltage high to a circuit in 
which the voltage is low and the current large. Since the power 
lost in a transmission line depends upon the sqware of the current, 
it is obvious that for economical transmission the current should 
be kept small, and therefore the voltage high. On the other 
hand, a high voltage is dangerous, particularly inside of buildings. 
Hence electric power is usually generated at a comparatively low 
voltage, " stepped up "by means of a transformer to a high volt- 
age for transmission, and then "stepped down" by means of 
another transformer to a comparatively low voltage for local 
distribution and use. 

178. Altematiiig Currant Tnuisformer. — An alternating cur- 
rent transformer consists essentially of two independent windings 
wound on the same closed iron core. When a current is estab- 
lished in either winding a magnetic flux is established through 
the iron core, and when this current varies with time the flux 
varies with time and therefore an electromotive force is induced 
in each winding. Let N, and N, be the number of turns in series 
in the two windings respectively, and let i^ be the number of lines 
of magnetio induction established in the core at any instant. 
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When all the lines of induction link all the turns of both windings 
(that is, when there is no magnetic leakage) the electromotive 

forces induced in the two windings at this instant are e^ =N, -? 

and«,=A^,— i respectively. Hence these electromotive forces are 

directly proportional to the number of turns in series in the two 
windings respectively. When the terminals of the first or priman' 
winding are connected to the terminals of an alternating current 
generator and the terminals of the second or secondary winding 
are connected to an alternating current motor or other receiving 
device, energj' will be transmitted through the transformer to the 
receiving device. Neglecting the dissipation of heat enei^ in 
the connecting wires and in the windings and core of the trans- 
former, the power input into the primary winding of the trans- 
former is equal to the power output of the secondary winding. 
Hence calling V, and i, the instantaneous values of the currents 
in the two windings, we have that 

«,i,=e,i, 

e N i N, 

But — = — ; therefore — = — . That is, the electromotive forces 

e, N, i, N,, 

induced in the two windings are to each other as the number of 
turns in the respective winding, and the currents in the two 
windings are to each other inversely as the number of turns in 
the respective windings. These relations are only approximate, 
since the assumed conditions are only approximately reaUzed in 
practice. For a full discussion of the alternating current trans- 
former see any text-book on alternating current machinery. 

174. Average Power Corresponding to a Harmonic P.D. and 
a Hannonic Current. — Power-Factor. — The average power input 
into a circuit when a harmonic current is established in the circuit 
and a harmonic p-d. is established between the terminals of the 
circuit can be readily expressed in terms of the effective values 
of the current and the p.rf. and the difference In phase between 
the current and p.d. Let 

be the value of the current at any instant /; and let 

v = V„sin(at + B,) 
be the value of the potential drop in ike direction of the ctarent i 
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at this same instant. The power input into the circuit at this 
instant is then 

p =vi = V„ Ig ain {td + 8,) sin {<t)t + $,) 
I'rom the trigonometric relations that 

cos (o + b) —cos a cos b—sin a m'n b 
cos (a—b) —cos a cos b + sin a sin b 
we have, subtracting the upper from the lower, that 

sin a sin 6=J cos (a— 6) — J cos{a + b) (7) 

Hence, substituting ai( + ^i for a and att + dt for 6 we have 

sin («( + $,) sin («( + ^,) - J cos (6, - 5.) - J cos {2u>t + ^, + ^J 
Hence the instantaneous power is 

p =vi = X^° cos (0, - $,) - l^" cos (2aU + 0, + 0,) (8) 

Therefore the instantaneous power is also a hamwnic function of 
time but has tvnce the frequency of the current or p.d., and it is 

unsymmetrical with respect to the axis of time unless tf , — $, =—, 

i.e., unless the current and p.d. are in quadrature. The curves 



for current, p.d. and power in the general ease are shown in Fig. 
97. Note that, in general, for part of the time the power is posi- 
tive and for part of the time the power is negative; whiph means 
that energy is transferred /o the circuit during part of each cycle 
and transferred from the circuit during the remainder of the cycle. 
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The average power transferred to the circuit during each 
complete period T is 

1 C^ 1 C^V I I \ 

n(2wt + B, + B^)^ 
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and therefore the average power input is 

P = VI cos ($,-&,) (9) 

wAere V arid I are the effective values respectively of the p.d. and 

current, that is V= — ^and/ = — ^; and 6,— 0t is the difference 

V2 V2 

in phase between the current and p.d. 

Hence, when the current and p.d. differ in phase, the average 
power input into the circuit ia leaa than the product of the effective 
current and the effective p.d. The ratio of the true power input 
into a circuit to the product of the effective current and effective 
p.d. is called the power factor of the circuit. In the case of a 
harmonic current and a harmonic p.d. the power factor is there- 
fore equal to the cosine of the angle which expresses the difference 
in phase between the current and the p.d. Hence this angle 
is frequently called the power-facior angle of the circuit. 

Equation (9) may then be expreaaed in words as " the average 
power input into any circuit, when there is established a harmonic 
current in the circuit and a harvumic p.d. of the same frequency 
across the terminals of the circuit, is equal to the product of the 
effective vahies of the current and the p.d. times the power factor 
of the circuit." 

When current and p.d. are in quadrature, i>.,whentf,—tf,= ± — 

then COS {0,-0,) =0, that is, the power factor is zero, and the 
average power input into the circuit is also zero. The sine curve 
representing the instantaneous power is then symmetrical with 
respect to the axis of time. In this case as much work is done 
on the current during one half of the cycle of the power curve as 
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13 done by the current during the other half of this cycle ; the total 
work done by the current in a whole cycle is zero. When current 
and p.rf. are in phase, i.e., when 6, — d,=0 then coa {6,~ 0^ •=1 ; 
that is, the power factor is unity and the average electric power 
input for the given current and p.d. is a maximum and equal to 
VI, where V and / are the effective values of p.d. and current. 
In this case the entire curve of instantaneous power Uea above 
the axis of time. When current and p.d. are in oppoeition, i.e., 
when $,— 6, = ± IT then cos {0i — &,)•= — I; that is, the power 
factor is again numerically equal to unity, but the average electric 
power input is negative, i.e., work is done on the current at the 
average rate VI. In this case the entire curve for instantaneous 
power lies below the axis of time. 

In general, whenever the power-factor angle $, — $, is greater 

than +- or less than — -, that is, whenever the current leads or 

2 2 

lags behind the potential drop in the direction of the current by 
more than 90°, work is done on the current at the average rate 
equal to the numerical value of the expression VI cos {Bi — S^. 
This, part of the circuit then acts like a generator. Let the in- 
stantaneous values of the net rise of potential in the direction of 
the current in this part of the circuit, i.e., the terminal e. m. /., 
be represented by the equation e = E„ sin {lat + d'). Then E^ is 
numerically equal to V^ and & is equal to 9,-\-ir, for the rise of 
potential at any instant is opposite to the drop of potential at 
this instant. The average power output of this part of the cireuit 
is then 

P^-^EI cos (0,-0') (9a) 

where E = V is the effective value of the terminal electromotive 
foree. This output P^ is positive when (0,-0') is greater than 



power input into the circuit and equation (9a) gives the average 
electric power oulpiU of the circuit. 

176. Power Corresponding to a Non-Hanootiic P.D. and a Non- 
Harmonic Cuirent. — When the p.d. and current are not harmonic 
functions of time the above expressions for power, equations (9), 
do not apply. An alternating p.d. or current, however, may 
always be represented by a Fourier's series (see Article 166), no 
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matter what may be the shape of the curve or " wave " represent- 
iog it. For example, let the current and p.d. be 

i,-K,«i»(<.( + ^J+V,rin(2<ij(+«'J + V>n(3o.i + #'J 
In this case the iuatantaneous power is (see equation 7) 

-K,;, eo«(2oil + ft+#',)- YJ,coti.iiit+e,+ e'i 

- VAco«(6<Bl + ft + »'J + V^,eOii(oil + ^,-9,) 
+ VJ, cos (2ail + e;-e,) + VJ,cos (ml + ft-*',) 
+ V^, CO. (oil + »,' - »J + V,/. CO. (2<«i + ft- #•,) 
+ y/.co. (c«l + ft-^0 - VJ, CO. (3oil + ft + #',) 

- V^, CO. (4011 + », + »•.)- l',/,eo>(3oii + ft+9,') 

- 7^, CO. (5o/ + ft + *■.)- V,/. cos (4o< + ft + ^0 

- y^. CO. (5<ol + ft + »■,)] 

The average of this instantaneous power for a complete cycle of 



■'€■ 



Hence the average power is 

p ^XjL. cos {0,-0';)+^ cot (0,-e/) +1^^ cos {0,-0/) (10) 

eince the integral between the limite and T for each of the har- 
monic terms containing t in the equation for instantaneous power 
is zero. Hence when there exists in a circuit an alternating 
current and an alternating p.d. of any kind whatever, the averaf;e 
power is equal to the sum of the values of the average power 
corresponding to each p^ir of harmonics of the same frequency 
which exist in the Fourier's series for the current and p.d. That 
is, the average power input corresponding to each pair rf har- 
monics of the same frequency is independent of what other har- 
monics may be present. Note that when any harmonic is absent 
in either the p.d. or the current thb harmonic contributes nothing 

/ V 
to the average power. For example the term ^—^coa (0,-0'^ 

equals zero for either /, =0 or V, =0. 

It should also he remembered that in most practical cases the 
curves representing p.d. and current are each synmietrical with 
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respect to the axis of tune, and therefore as a rule only the odd 
harmonics are present. 

176. Effective Vahie of a Iton-Hannonic Current o^ P.D. — 
When the current is of the form 

t-/, «n {ot(+tf,} + /, sin (2(at + 6,)+I, (sin Zod + 0,) 

1 C^ 
the square of the effective value is, by definition, P =— I I'tft. 

J 
That b, the square of the effective value of the current ia of 
the same mathematical form as the average power correspond- 
ing to the current i and an equal p.d. in phase with it. Hence 
from equation (10) 

III 222 

But — =, — =, — ?=, etc., are the effective values of the harmonica 

V'2 V2 V2 
which have the maximum values /i, /„ /„ etc., respectively. 
Hence, the effective valtie of any non-harmonic current is equal to 
the square root of Ike sum of the squares of the effective values of 
all the harmonics jiresenl in the currejtt wave. Similarly, the 
elTective value of any non-harmonic p.d. is equal to the square 
root of the sum of the squares of the effective values of all the 
harmonics present in the p.d. wave. When /,, 7„ /„ etc., are 
taken to represent the effective values of the various harmonics 
of the current and V„ V,, V„ etc., are taken to represent the 
effective values of the various harmonics of the p.d., the effective 
value of the resultant current may be written 

I=Vl?+l,^+I^+ (11) 

and the effective value of the p.d. may be written 

y=W*+ r,'+ V^+ — ^ (ilfl) 

and the average power may be written 

P^UV, cos e, + UV, cos e,-^I,V, 008 0.+ (lib) 

where tf,, $,, d„ etc., are respectively the differences in phase 
between the harmonics of current and p.d. of the same frequency. 

177. Equivalent ^e-Wave P.D. and Current — In practical 
work the p.d. and current are seldom simple harmonic functions 
of ti-ne, i.e., are seldom " sine waves," but each contains one or 
more irf the odd harmonics. As a rule, however, it is not neces- 
sary to consider these harmonics separately, but as a first ap- 
proximatioli the p.d. and current may each be considered as a 
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sine wave having an effective value equal to the effective valuu 
of the actual wave and differing in phase by an angle 6 such that 
VI cos 6 represents the average power, where V and / are the 
effective values of the true p.d. and current waves respectivdy. 
In certain special cases, however, it is necessary to analyse the 
waves into their constituent harmonics. 

178. Determination of the Maximuni Value and Phase of the 
Harmonics in a Wave of Any Siape. — When the wave shape of 
a p.d. or current is known, the effective value and the phase of 
the harmonic of any order may be readily determined. For 
example, the instantaneous value of the current may be written 

1 =/. sin i + /,«tn (2*+ ^,) + /,*tn(3x+^,) + etc. (o) 

where x~2ir ft and / is the frequency of the wave. The in- 
stantaneous value of the current t corresponding to any value tA 
X is also given by the corresponding ordinate of the curve repre- 
senting the current wave. We wish to determine the constants 
'> /„ /„ etc., and 0„ 0„ etc., which will make the curve rep- 
reiiented by (o) coincide with the actual current wave. Con- 
sider, for example, the third harmonic. Multiply equation (a) 
by sin 3a: and integrate with respect to x over an entire period (rf 
the wave, i.e., between the limits x=o and x—2'tT. We then have 

inn3xdx= I [I,ainx8in Zx+T,sin (2x-t-$,) tin 3x 
J o 

+ /, sin (3a; + ^.) sin ar-l- etc.] dx 
But the integr^ of each term in the right-hand member of this 
equation between the limits o and 2ir is zera, except for the 
particular term / sin (3x+$) sin Sx, the integral of which from 

to 2 TT is -^ cos tf,=7r/, cos ^,. (See Article 175.) Hence 



"J. 



j: 



t sin 3x di = trliCi 



The integral I t sin Zx dx may be determined graphically 

by plotting the expression i sin 3x or ordinates against x as 
abscissas, and determining the area of this curve by means of a 
planimeter. Call this area A,, then 

A, = irl,coa0, (b) 
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nn (3.+I). 



Nert, multiply the equation (a) by cos 3x = 
exactly the same manner we then have that 

ieot^dx^TTltCoay^ — d,) =ir I, sin $, 



j: 



Rnd the value 



'j: 



icosSxdx may be determined graphically 



as in the first case by plotting the curve i coa 3x and finding ita 
area by means of a planimeter. Call this area B„ then 

B, = wl,nn$, (c) 

From equations (6) and (c) we then have 



1 



IT 

{B,\ 



O.^lan 



© 



{12a) 

(126) 



Note that in case the wave is symmetrical with respect to the 
axis of time it is unnecessary to look for the even harmonics. 
Also, when the wave is symmetrical, the curves i sin 3x and 
1 cos ar need be plotted for only a half period of the wave. Call- 
ing o, and /3, the areas of these curves for half a period of the 
wave, we then have ^ 



7,=.-: 



••■a 



{13a) 
(136) 



Tbis method of determining- the harmomcs present in the 
wave is of couise applicable to the determination of the harmonic 
<rf any order. 



Example: Suppose the current is a symmetrical rectangular 
wave as shoVn in Fig. 98. Let I be the value of the current 
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during the positive half of the wave. 8ince the wave is sym- 
metrical, only the odd harmonica can be present. Consider the 
nth harmonic, where n is any odd positive integer. Then 

/ / \' 2/ 

I sin nx dx = \ —- cos nx J = — 

\ n 'o " 

and . .- . 

* =0 



-J. 



y3„ =■ I I cosnxdx=\- sin nx) 
Jo 

e n is odd. Hence from equations (1 3) 

* ir\ Vn/ vn 



' 2/ 

n 
Hence all the odd harmomcs exist in a sjmunetrical rectangulftr 
wave, the maximum values of the harmonics varying inversely 
as their order n. A symmetrical rectangular wave having a maxi- 
mum value / may then be represented by the infinite series 



IT 2^ n 



where n has all the odd values from 1 to oo and / is the frequency 
of the wave. 

179. The Fisher-Hinnen Method for AnalTsing a Hon-Hannonic 
Wave. — (See Electric Journal, Vol. 5, p. 386 and ElektrotaA- 
nische Zeiischrifl, May 9, 1901.) This method is much simpler 
than that described above, exqept in the rare cases where the 
resultant wave may be represented by a simple int^rable func- 
tion. The method is baaed on the following facts: 

1. The algebraic sum of any n equally spaced ordinates of a 

sine wave, when these ordinates are spaced — th of a wave length 

apart, where k is any integer which a not a, multiple of n, is zero. 

2. The algebraic sum of n ordinates of a sine wave when these 

k 
ordinates are spaced — wave lengths apart, where kis a muUipU 

of n, is equal to n times the ordinate of this wave at any one of 
these points, 

3. The maximum ordinate of any sine wave is equal to the 
square root of the sum of the squares of any two ordinates spaced 
a quarter of a wave length apart. 
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4. Let ^1 be the ordinate of a n'nc wave at any point at an 
angular distance x, from the origin, and let y, be another ordinate 
of this wave a quarter of a wave length to the right of x,. Then 
the angular distance measured from the point x, toward the left 
to the point at which this wave first crosses the x axis in the 
positive direction is 

y> 

Consider a wave of any form whatever (for example, the 
wave shown in Fig. 95) and let the highest harmonic of this 
wave be the nth. Let y„ y„y„ y«i.i be n ordinates of 

this wave spaced — degrees apart, where 360° corresponds to 

a complete wave length of the given wave. Let Oi', a,', o,', be 
the corresponding ordinates of the fundamental or first harmonic 
of this wave, a,", a,*, a', be the corresponding ordinates of the 
second harmonic of this wave, a,", a,"', a,", etc., be the cor- 
responding ordinates of the third harmonic, and so on; the cor- 
responding ordinates of the nth harmonic being o,t">, a,'"\ 
a,'«), etc. We then have that 

S,=a/ + a/' + a,"'+ -a/"' 

!/.=a.' + o," + a/"+--- -a/"' 

y, =.a,' + o,"+ a.'" + a,'"* . 

!/«.,=a^./ + a^.," + a™.,"'+ --<!. 

The ordinates a,' to am,,' of the first harmonic are ordinates 
of a sine wave and are spaced — th of a wave length apart, and 

therefore, from Proposition 1, their sum is zero. Similarly, the 
ordinates a," to Om-x" ^^^ ordinates of a sine wave of half the 
wave length of the fundamental and therefore the angular dis- 
tance between these ordinates is -th of the wave length <rf the 

sine wave of which they are the ordinates ; hence the sum of the 
ordinates o," to a^x-i" is zero. Similarly for all the other ordinates 

except those of the nth harmonic. The latter are spaced - =1 

wave length apart, and therefore, from Proposition 2, their sum 
is equal to n times the value of the ordinate of this hamionie 
at any one of the points 1, 3, S, etc. Hence the value of the 
ordinate of the nth haniionic at the point 1 is 

M — (!/. + !/. + !/> + ?/«,-.) 

Similariy, if y„ y„ y„ - -ym are ordinates of the given 

wave one quarter of a wave length of the nth harmonic to the 
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right of the first set of ordioAtes, their sum will be equal to n 
times the ordinate of the nth hArmonJc a quarter of a wave length 
of this hanDonic from y, ; call this ordinate B^, then 

B„=^^(y.+y,+y.+— -y„) 

n 
Then from Proposition 3, the maximum value of the ordinate 
of the nth harmonio b 

From Proposition 4, the angular distance to the left of y, at which 
this harmonic outs the z axis in the positive direction is 

A.=(an' —= 

when 360 degrees are taken equiviUeat to a wave length of the 
nth harmonic. When 360 degrees are taken equivalent to a wave 
length of the given wave this angular distance is 

j: » , -1 ^« 

^^n B 
Consider next the mth harmonic, and ereot two seta of m 
ordinates, the ordioatee of each set being spaced 360° apart 
(considering a wave length cf the given wave as equivalent to 
360°) and the second set a quarter of a wave length <rf thia har- 
monic to the right of the firat set. Then, if the harmonica of higher 
order are not multiples of m, we have aa before that the ordinate 
of the With harmonic at the point 1 is 

-^m — (y. + y. + !/. y«n..) 

m 
and the ordinate of the mth harmonic at the point 2, which is a 
quarter wave length of this harmonic to the right of 1, is 

B„=^(!/.+y.+3/.+ y«.) 

Whence the maximum value of this harmonic is 

and it cute the x axis at the angular distance 

A_ =- ton ' —5? 

to the left of the first ordinate when 360 degrees are taken equiv- 
alent to the wave length of the original wave. 

If there also exists in the given wave a harmonic of the nth 
order, where n is a multiple of m, that is if n —km, where £ is an 
int^er, then from Proposition 2, since each set of these m ordinatee 

is spaced — '^k wave lengths of the nth harmonic apart, we have 

that the sum of the firat set of nt ordinate^ also contuns m times 
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the ordinate of the nth haimonic at the point 1. Calling A,! 
the ordinate of the nth harmonic at Uie point 1 we then have 
that 

^m=- {j/. + ff.+ !'. + + »«..)-V 

Similarly, 

5«=-(!/.+y.+!/.+ y^)-B„' 

m 
where B^' is the ordinate of the nth harmonic at the point 2. 

A similar correction must be applied for all other harmonics 
of higher order than the mth if the ordera of these harmonics 
are multiples of m. 

The waves of current and electromotive force with which 
one has to deal in practice usually contain only the odd har- 
monics; also, as a rule, the harmonics of higher orders than 
the seventh are negligible. In this case the three harmonics, 
the third, fifth, and seventh, are not multiples of each other 
and consequently no correctioo term has to be applied. More- 
over, it is sufHcient to consider the ordinates of only half a wave 
length. To determine the third harmonic divide the base line 
(^ this half wave into 2n=Q equal parts and measure the ordinates 
at the beginning of each of these six segments. Let these ordi- 
nates be Vij Vt, y%- Let the beginning of the fiist s^pnent 

be taken where the given wave cuts the x axis and call this point 
the origin, then y, =0 and we have 

A,-\ (S.-S.) 
Then the maximum value of the third liannonic is 

y,-'/a,'+b; 

and it cuts the x axis at the angular distance 



,.4..- (I;) 



to the left of the origin. The equation of the third hannonio 
is then 

Similarly, starting at the same point and dividing the half wave 
into 2n ^10 segments, we have for the 6th harmonic 

A = - {y^+y.-Vo-y^) 
B,=^ (y,+y,+y„-y,-y,) 
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and the equation of this hannoiuc is 

yi = F", sin S(x+ ^,) 
The detennination of the seventh harmonic is carried out by an 
exactly similar process, dividing the base line into 2n = 14 equal 
parte. 

The ordinates of the fundamental at the origin and at the 
point corresponding to one quarter of a wave length from the 
origin are then respectively 

A. A,-A,-A, 

and B.=y„+B,-B, + B, 

where j/m is the ordinate of the given wave corresponding to the 
point a quarter of a wave length from the origin (i.e., the mid- 
ordinate of the given wave) and A„ A„ A,, B„ B„ and B, are 
the quantities above determined. The maximum value (rf the 

fundamental is then 

Y,-^VA*-\-B* 
and it cuts the axia of x at the angular distance 

*■='""■ '(f) 

to the left of the origin. Its equation is therefore, 
J,-F,«m(H-f) 
The equation of the given wave is then 
y = K, sin (x+ <^,) + Y, sin 3 {x+<f>,) + Y, sin 5(x+ if,,) 

+ Y,dn7{x+^,) {14fl) 

The effective value of the given wave is 



4 



¥,•+ ¥,• +¥,'+¥,' 

2 (146) 



and the average value is 

r„„_?[y,co.f +^y.co.3,^.+Ay.co,5^.+lr,«).7f] 

(14=) 
In employing the above formulas strict aUention muet be paid 
to algebraic signs. 

Example. In the curve shown in the figure the ordinates at 
6 equally spaced pointa, starting from the point where the cun-e 
cuts the base line are 

y, =0 y. =940 

=676 v, = 10O4 



i/, = 660 i/.=55^ 



.,Coo^^[c 



ALTERNATING CURRENTS 



327 



and the ordiaates corresponding to 10 equally spaced points, 
starting from the point where the curve cuts the base line are 
j,,=0 i/,=719 y,=702 sf,=1086 y, =639 

t/.-470 y.=678 y,=940 i/.=920 !/,o=375 



y' 


// 


\ 


■--. 




••• \ 



FIc 99. 
From the finst Bet of ordinates we have for the third harmonic 
. I004-.660 



S. 



= + 114.7 
676 4-554-940 _ _ 



y,=V (114.7)'+ (96.7)' =150 

114 7 

i,-l ton' iii- - + 16.6» 

^ 96.7 

From the second aet of ordinates we have for the fifth harmonic 

702 + 630-719- ■"'"' 



-92.8 



B. 



470 + 940 + 375-678-920 



1-37.4 



Y, -\/(92.8)' + (37.4)' -100 

i.-'-ton-'^l??^— 13.6° 
^ 5 37.4 

For the fundamental we then have 

.•l,-114.7 + 92.8--21,9 
B. =940 + 96.7- 37.4 = + 999.3 
y, =\/(21.9)' + (999.3)' =999.5 
-21.9 ,„„ 



^' =(an'- 
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The equation of the given wave ie then 

1/ =999.5 sin (x- 1.25") + 150 sin 3 (x + 16.6<*} 
+ 100*1^5(1-13.6") 
Its effective value is 

y=718 
and its average value 

180. Form Factor. — The form factor trf a wave is defined 
as the ratio of the effective value to the average value. For 

, , . '<, 2/„ IT 

a Bine wave the form factor is— 7=-r- = _ ,- = 1.11. The 

form factor of a flat-topped wave is less; of a peaked wave 
greater. The form factor of the wave shown in Fig. 99 is — = 

1.068. 

181. Amplitude Factor. — The ampUtude factor erf a wave ii 
defined as the ratio of the maximum value to the effective value. 
For a sine wave the ampUtude factor is 1.414, The amplitude 
factor of the wave shown in Fig, 99 is 1.53, 

182. Power and Reactive Components of P.D. and Curroit.— 
Whenever we have to deal with two or more harmonic functions 
of time, we m^y as a matter of convenience begin counting time 
at an instant when one of these functions b zero and b increasing 
in the positive direction. For example, when the current is 
i=Ig sin (ott + 0t) and the p.d. v = V„ sin (at + 6^, we may b^in 
counting time at the instant when v =0 and is increasing in the 
positive direction ; 0, is then equal to zero. Hence, dropping the 
subscript from 5, and also writing /„=v'2 / and Vg='</2 V, 
where / and V are the effective values of i and v respectively, 
we have 

»=v'2 V sinatt 
i=\/2I^n(<ot + e) 
The average power is then 

P = VIco80 (15) 

From the trigonometric formula that 

sin (a+b) =sin a cos b+cos a sin a 
we may write the current 

i=\/2Icos0sina>i + V2 I sin cos at 
that is, we may consider i as made up, of two components 
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i, =v'27 COB 6 sin ott 
it-:V2 I sin 6 cos oil=V2I sin 6 sin /tat+'^) 

The first cotnpoDent ii is in phaae with the p.d. and has the effective 
value I cos 6; the Becond component is in quadrature ahead of 
the p.d. and has the effective value / sin 6. The average power 
corresponding to the fa&i component i, is 

V {I COS&) cosG=-VI cos e = P 

and the average power corresponding to the second component «', is 

V {I sin 9) COT-=0 

Hence the average power of a harmonic p.d. and current is equal 
to the effective value of Ike p.d. limes the effeetive value of the com- 
ponent of the current in phase with the p.d, The component of the 
current in phase with the p.d. is therefore called the -power com- 
ponent of the current. The component of the current in quadra- 
ture With the p.d. is called the reactive component of the current, 
since the power injmi corresponding to this component of the 
current during each quarter cycle is exactly equal to the power 
given back during the following quarter cycle. 

Similarly, we may consider the p.d. as made up of two com- 
ponents 

i>, =V2V cos 6 sin (<at + 0) 

v,=V2Vsin0cosio>l + e)=\/2Vsin0sin[(ojt + 0)~-^ 

The first component v, is in phase with the current and has the 
effective value V cos 0; the second component v, is in quadrature 
behind the current and has the effective value V sin 0. The 
average power corresponding to the first component Vy is 

HV CO8 0)COSO=l V COS0 = P 

and the average power corresponding to the second component 

V, is 

Hysin 9) cos~=0 

2 

Hence the average power of a harmonic p.d. and current is also 
equal to the product of the effective value of the current times the 
effective value of the component of the p.d. in phase with the current. 
The effective value of the component of the p.d. in phase with 
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the current is therefore called the power componeat of the p.d.; 
and the effective value of the component of the p.d. in quadrature 
with the current is called the reactive componeat of the p.d. The 
reactive component of the p.d. is in quadrature behind the current 
when the resultant current leads the resultant p.d. and is in 
quadrature ahead of the current when the resultant current lags 
behind the resultant p.d. 

The name " wattless component " is sometimes used for 
reactive component, since the average watts corresponding to 
this component of current or p.d. is zero ; the instantaneous watts 
corresponding to this component, however, are not zero. Hence 
the adjective " wattless " is misleading. 

183. Apparent Power. — The product of the effective value 
V of the resultant p.d. and the effective value / of the resultant 
current is called the apparetU power, that is 

Apparent Power =VI (16) 

From equation (15), we have 

Average Power = V/ cos 6 
where $ is the difference in phase between p.d. and current. 
Hence * 

r, T. . Average Power „ 

Power Factor= — =co» If 

Apparent Power 

The terms volt-amperes and apparent watts are also frequently used 
for apparent power; i.e., volt-amperes or apparent watts = (effec- 
tive p.d. in volts) X (effective current in amperes). 

184. Reactive Power. — The expression reactive power is 
used for the product of the effective current and the effective 
value of the p.d. in quadrature with it; or, what amounts to the 
same thing, the product of the effective p.d. and the effective 
value of the component of the current in quadrature with the p.d. 
That is 

Reactive Power = VI sin (17) 

where V and / are the effective values of p.d. and current respec- 
tively, and 8 is the power-factor angle. From equations (15), 
(16) and (17) it follows that the apparent power is equal to the 
square root of the sum of the squares of the average power and 
the reactive power, i.e., 

VI=V(VI cosOy+iVI siney 
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18S. Addition of Altsmating Currents and of Alternating 
Potential Differences. — ^In any technical problem that has to 
do with the generation, distribution or utilisation of electric 
energy by means of alternating currents it is of fundamental im- 
portance to be able to predetermine the distribution of the cur- 
rents and potential drops in the various windings of the machine 
and in the transmission line or network which forms the distribu- 
tion system. The fundamental principles involved in such calcu- 
lations are the same as in the case of continuous currents, that is, 
the two principles known as KirchhofF's Laws. However, in the 
ease of alternating currents, Kirchhoff's I^aws in the simple form 
in which they are stated in Article 98 apply only to the instan- 
taneoju valxies of the currents and electromotive forces; they do not 
apply to the effective values of these quantities. Effective values 
of alternating currents and electromotive forces are not additive. 
Effective values of alternating currents and electromotive forces 
are like the numerical values of continuous currents and electro- 
motive forces ; we cannot say, when two batteries are connected 
in a circuit, whether the net electromotive force in the circuit 
will be the sum or the difference of the electromotive forces of 
the two batteries unless we know their direction with respect to 
each other. Similarly, when two alternating electromotive forces 
are acting in the same circuit, we cannot say what will be the net 
electromotive force in the circuit unless we know their directions 
with respect to each other. The numerical value of an altematr- 
ittg electromotive force is specified by its effective value, and the 
difference in direction between two alternating electromotive 
forces is specified by their difference in phase. Hence, to deter- 
trane the effective valiie of two alternating electromotive forces, it is 
necessary to know both their effective values and their difference in 
phase. Similarly, to determine the effective value -of the total 
current leaving any junction in a network of circuits, it is necessary 
to know not only the effective values of the currents coming up to 
ihal junction but to know also the phase relations of these currents. 

Consider first two harmonic alternating electromotive forces of 
the same frequency, 

e, = E, sin <u ( 
and 

e, = E, sin (ait + 6) 
in series between any two points of a circuit. These two electro- 
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motive forces then differ in phase by f°. If ^ = 0, the two act 
in the same direction at each instant; if = 180" the two oppose 
each other at each instant; if 8 has any other value the two 
electromotive forces act together during part of each cycle and 
oppose each other during the rest of the cycle. In any case, the 
net or resultant electromotive force at any instant is 

e=e, + e, = E,aino>l+E,sin{att + d) 
The expression E, sin ott + E, sin {(at + 6) may be put equal to 
Eg si'n («i+ 9a) where the constants E^ and $„ may be deter- 
mined from the condition that the relation 

E, sin (ot+E, sin (wi ftf)->£, sin {ott + Oj 
must hold at all times. For ( = 0, we then have that 

E,sin0=E„ainB„ (a) 



£, + E, cos $ = E„ cos $„ (b) 

since sin I - + 01 ^ cosd and sin {- + d,,] =cos $. 
\2 / \2 7 " 

Squaring the equatioai (a) and (b) and adding;, we pet 
E,'+ E,*co^ $ + 2E,E,cos 0+ E,*ain* 0=E/cc^'6o+ E„'sin^ff„ 
whence 

B,» = E* + £,» + 2 E. E, cos (1 8o) 

Dividing the equation (a) by the equation (6), we get 

tan ff E,sin0 ^^^^ 

E, + E,cos0 
Therefore 

whore Eg is the maximum value of the resultant cm./, sad is 
given by equation (18a) and 0g is the angle by which the re- 
sultant e. m. /. leads e, and is given by equation (186). 

Exactly similar relations hold for two harmonic currents of 
the same frequency, and in fact for any two harmonic functions 
of the same frequency in the same independent variable. 

186. Representation of a Harmonic Function by a Rotnttne 
Vector. — The results just deduced may be arrived at graphically 
by a very simple method. T^t OQ in Fig., 100 be any line fixed 
in the plane of the paper and let the line OP, be equal in length 
to E„ and be pivoted at and rotate about with an angular 
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velocity at ; let this rotating line coincide with the line of reference 
OQ at time t»0. Then at any instant of time t, this line will 
make an angle at with OQ and the instantaneous value of the 
e.m.f.e,=E, sin otl at any instant will be equal to the vertical 
distance from P, to OQ. Similarly, if OPt is a second line 
equal in length to E, rotating about with the same angular 
velocity a, and making the angle 6 with OQ at time ( = 0, then 
the instantaneous value of the e. m.f. e, = E, ain (tat+ff) at any 
instant will be equal to the vertical distance from P, to OQ. 
Since both lines rotate with the same velocity the angle between 
the two will be equal to 6 at all times ; that ia the phase angle 
measures the difference in direction between the two rotating 
vectors representing the two e. m. f.'s. 




Pig. 100. 

Jjet OPo = Eo be the vector sum of OP, and OPt. It is then 
evident from the diagram that the instantaneous value of {ci + ej 
at any instant is the vertical distance from P„ to OQ; also that 
this line OP^ remains fixed in length and fixed in position with 
respect to OP, and OP, and is equal numerically to the maximum 
value of e, + e„ and at any instant makes the angle (oif + P„OP,) 
={<t>t + 0^ with the line of reference. Hence the resultant e.m.f. 



e, + e, = £ 



n(tot + e^) 
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E„=\/ E',+ E^,+2E,E,cos (19a) 

LE, + E,coa8J 
which are identical with equations (IS). 

The above discussion of course applies to any two harmonic 
functions of the same variable. For example, the resultant of 
two hannonio currents 

t, =/[ sin ad 
and V, =/, ain (ait + 6) 

is ii+i'j""/,, sin {tut + O^ 

where 

/„=V/,'+/,' + 2/,/,cos^ (20a) 



e,=tanA 



U, + I,cosa-i 



A re-reading of Articles 8 and 9 will be found helpful in 
understanding the vector method of representing alternating cur- 
rents and potential differences. 

187. The Vectors Representing Any Number of Harmonic 
Currents and P.D.'s of the Same Frequency are Stationary with 
Respect to One Another. — This is immediately evident from the 
fact that the analytical expression for any harmonic function of 
the time is A sin {tut + B), where A and are constants for each 
such function, and q>, which is equal to 2jr times the frequency, 
is the angular velocity at which the vector representing this 
function rotates. Hence the vectors representing any number 
of such functions of the same frequency all rotate through equal 
angles in any interval of time, i.e., their relative positions with 
respect to each other remain unchanged. Consequently in prob- 
lems which involve only harmonic currents and harmonic p.d.'s 
and their phase displacements with respect to each other, the 
vectors representing the currents and p.d.'s may be considered 
as stationary. 

It should bo carefully noted that non-harmonic currents or 
p.d.'s, or currents or p.d.'s of different frequencies caniwl be 
represented on the same diagram by stationary vectors. 

188. The Lengths of the Vectors Representing Harmonic 
Functions Taken Equal to their Effective Values. — In any prob- 
lem which has to do only with the efifective values of harmonic 
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currents, p.d.'a and e.m.}.'s and their phase relations, the lengths 
of the vectors representing these quantities may be taken equal 
to their effective values, since the effective values are directly 
proportional to the maximum values of these quantities. We 
then have that 

1, The effective value of the resultant of any number of 
h'lrmonic currents (or pA.'s or e.m.f.'a) of the same frequency is 
equal to the vector sum of the vectors representing these currents 
(or p.d.'s or e.m.f.'a) 

2. The average power corresponding to any harmonic current 
and p.d. of the same frequency is equal to the product of the 
lengths of the vectors representing them times the cosine of the 
an,Tle between these vectors. See equation (8). 

189. Potential Drop due to a Harmonic Current in a Circuit 
of Constant Reustaace and Inductance. — l^et r be the resistance 



i-I,8ln li'll) 




and L the inductance between the two points 1 and 2 of the circuit 
(see Fig. 101), and let this circuit be perfectly insulated and have 
neither capacity nor mutual inductance with respect to any other 
circuit. Let the current be i=Io sin{2Trjt), where /, is the maxi- 
mum value rf the current ( =\/2 X the effective value) and / is 
the frequency ; let d be the value of the instantaneous potential 
drop from 1 to 2 in the direction of the current i. The instantaneous 
drop of potential in the direction of the current is equal to the 
resistance drop in the circuit plus the back e. m. f. in the coil ; 
compare with equation (l&f) of chapter III. The resistance drop 
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is ri and the back e. m. /. (due to self inductance) is /*— (see Article 

116), Henoe the total instantaneous potential drop is 

v^n + L— 
dt 

Substituting for i its value /„ sin {2ir}t) in the above equa- 
tion we get 

V =r/>n (2 IT ft) + (2 IT /L) I^cos (2 it jl) 
=.rVm (2 Tr/() + (2 tt/L) I^n (2. wfl + ?) 

Hence when the resistance and inductance are constant the p.d. 
from 1 to 2 is also a hannonic function of the time, has the same 
frequency, and consists of two components having respectively 

the effective values rl and (2 vfL) I, where / = — 2^ is the effective 

V2 
value of the current. 

The first component of the p.d., namely rl, is in phase with 
the current and the second component of the p.d., namely (27r/L)/, 
leads the current by 90°. Hence the effective value of the 
resultant p.d. is (see the vector diagram and also equations 19) 



V=V(r/)*+(2 7r/L/J' 
or V=I VH+(2jr/i)' (21) 

and this resultant p.d. leads the current by the anglo 

e-lan- (^^) (210) 

This angle 6 is the power-factor angle of the circuit. The power 
factor of the circuit i:^ then 

COS — ^ , *" (216) 

l^H-|-(2jr/i)' 

Note that the potential drop in a given portion of a circuit is 
equal to the c. m. f. iviprcssed across the terminals of this portion 
of the circuit, which e. m. f. is in the same direction around the 
closed circuit as the potential drop through the given portion of 
the circuit ; hence in the above formulas V may be taken to rep- 
resent either the potential drop in the circuit or the e. m. f. ibi- 
pressed on it. 



^dbyGoOgk' 



ALTERNATING CURRENTS 337 

Since the fiist componeot of the p.d. is in phase with the 
current, and the second component of the p.d. is in quadrature 
with the current, it is the firat component alone which determines 
the average power put into the circuit ; rl is therefore the power 
component of the p.d. The electric energy r^dl which is con- 
verted into heat energy in the resistance r during each interval 
of time dt is not returned when the current reverses, since this 
energy is proportional to the aqvare of the current i and is there- 
fore independent of the direction of i. The average rate at which 
this energy ia supplied to the circuit is represented by the constant 
term in the expression for instantaneous power, equation (S). 

As just noted, the second component cS v, namely {2irfL)I, 
is in quadrature with the current and therefore contributes noth- 
ing to the average power, i.e., this is the reactive component 
of the p.d. This ts also evident from the fact that the energy 
stored in the magnetic field while the current is rising from zero 
to a maximum is equal to the work done on the current by the 
field when the current decreases from its maximum value to aero. 
Also note that this cycUc transfer of energy to and from the 
magnetic field occuis twice during each cycle of the current, i.e., 
it is represented by the double frequency .term in the expreesion 
for instantaneous power, equation (8). 

190. Effective Resistance, Reactance and Impedance of an 
Alternating Current Circuit. — In general when an alternating 
current is established in an electric circuit, secondary currents are 
established in the surrounding conductors (for example, as " eddy " 
currents in the iron cores of the magnetic circuits of electric ma- 
chinery) ; a certain amount of eneigy in addition to that dissipated 
in the main or primary circuit is therefore also dissipated in the 
conductors in which these secondary currents are established. 
Also, due to the fact that the number of lines of magnetic induc- 
tion linking the center of a wire ia greater than the number linking 
the outside of the wire (see Article 121) the induced back electro- 
motiv^inside the wire is in general greater than that induced in 
the outside filaments of the wire, and therefore the current density 
is not uniform over the cross section of the wire, as is the case 
with a continuous current; hence the effective resistance of a 
conductor to an alternating current is greater than its resistance 
to a continuous current. This skin effect, however, is not as a 
rule serious for the frequencies and sizes of conductors used in 
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practice, except in the case of steel rails used for conductoFs in 
railway work. Also, when there is iron in the magnetic field 
established by the current, a certain amount of energy is dissi- 
pated in the iron, due to. hysteresis. Hence the average rate 
at which heat energy is dissipated when an alternating current 
is established in a given portion of a circuit is not equal to the 
product of the square of the effective value of the current by the 
resistance of the conductor in which the current is established, 
08 determined by a continuous current measurement, but is in 
general greater than this. This portion of the circuit may, how- 
ever, be considered as having an effective or apparent resistance r 
such that this resistance multiplied by the square of the effective value 
of the current gives the trtic average rate at which heat energy is dis- 
sipated when the currerU is established in this portion of the circuit. 
This effective resistance is in most practical cases approximately 
independent of the current strength (as measured by the effective 
value) but does depend upon the frequency of the current, and, 
in case there is a loss of energy due to hysteresis, upon the effective 
value and the wave shape of the current also. (The part rf the 
effective resistance which takes into account the hysteresis loss 
in iron is not strictly constant, but varies approximately as the 
1.6 power of the maximum flux density, and therefore aa the 
1.6 power of the maximum value of the current.) 

The average rate at which heat energy is dissipated when an 
alternating current is established in any portion of a circuit may 
then be written 

F^ = rP (22) 

where r is the effective resistance of this portion of the circuit 
and / is the effective value of the current. 

The effective value of the resultant potential drop in any 
portion of a circuit, however, is in general greater than rl. Let 
V be the vector representing the resultant p.d. in any portion of 
the circuit and let E be the vector representing any externally in- 
duced e. m. f. in this portion of the circuit, both in the direction 
trf the current {e.g., if the portion of the circuit considered is the 
armature (rf an alternator, E is the induced e. m. /. due to the 
relative motion of the armature and the magnetic field). Then 
the ratio of the numerical value of the vector difference E — V 
to the effective value of the current / in this portion of the cireuit is 
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defined as the impedance of this portion of the circuit. That i 
the impedance of this portion of the circuit is 



When there is no externally induced e. m. /., that is, when E is 
zero, the impedance of the given portion of the circuit is 

.-J (,23a) 

The square root of the difference between the square of the 
impedance of any portion of a circuit and the square of the effective 
resistance of this portion of the circuit is caUed the reactance of 
this portion of the circuit, and is usually represented by the 
Evmbol X. The reactance corresponding to the impedance z 
and the effective resistance r is then 

x=v7r^ (24) 

In the case o£ a harmonic current in a given portion of cir- 
cuit in which there is no externally induced electromotive force, 
tI is the component of the p.d. in phase with the current, and 
i/ is the component of the p.d. in quadrature with the current. 
When the current lags behind the potential drop in the direction 
of the current the reactance is taken as positive, when the current 
lends the p.d. the reactance is taken as negative; that is, the sign 
of r is chosen so that xl represents the component of the p.d. 90° 
nkead of the current. The angle by which the current lags behind 
the pA., or by which the p.d. leads the current, is then 

e=(an-'- (25) 

r 

and the power factor of the circuit is 

coifi^ 1 JL (2.5a) 

Vr' + x' 2 
It also follows from the definition of reactive power (Article 
184), that the reactive power is equal to xP. 

Since both reactance and impedance are ratios of p.d. to 
current they are both measured in the sante unit as resistance, 
i.e., in practical units both the reactance and the impedance are 
expressed in ohms. 
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191. Reactance and Impedance of a Coil of Constant Resist- 
ance and Inductance* to a Hannonic Current, — From equations 
(21) and the above definitions, it is evident that the impedance 
of a circuit of constant resistance (independent of the value of 
the current at any instant) and a constant inductance (inde- 
pendent 01 the value of the current at each instant), to a har- 
monic current is 



z=v'r'-l-(2 7r/L)' (26) 

and the reactance is 

K=2 7r/L (2fo) 

Note that these relations are deduced on the assumptions that 
the coil has no electrostatic capacity and that the current is a 
sine wave. 

19S. Reactance and bnpedanca of a Coil of Constant Resist- 
ance and Inductance to a Non-Haimonic Current — The reactance 
of such a circuit to a non-harmonic current is readily found 
when the equation of the current is known. Consider the special 
case of a current which contains the third harmonic. This 
current may be represented by the equation 

i =/, sin (2 IT ft) + 1, sin (6vft + 0) 
where /, and /, are the maximum values of the fundamental and 
third harmonic respectively. When the wave shape remains 



the instantaneous value of the drop of potential through the 
resistance and inductance is 

i£. 

dl 

+ (2 )r /L) /, co<r (2 IT /I) + (6 )r /i) ;, COS (6 IT /( + ft 
Combining the terms of the same frequency in the manner de 
scribed in Article 186, we get 



•'-Vr' + (2 wIL)' 'i"" (2?r/H-a,) 

where 

* Such n coil ia frequently called sd " impedanoe ' 
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■ a,=tan-^ ^^^ and a,=d+lan' ^^^ 

(see equation ISb). 

The effective value of V is then (see Article 176) 

aad the effective value of i is 



whence 






Since — ia constant, — r-^ — is conetant; put 0'= — 

the impedance of the circuit to this current is equal to 



j=V r>+(2 IT fLf {l + 8a') (27) 

and the reactance is 

X =V7^ =2-jr fW~i + 8^* (27a) 

The constant o ia the ratio of the effective value of the third 
harmonic to the effective value of the resultant current. 

Note that the effective value of the fiiat harmonic in the p.d. 

. /. 

wave 13--^ Vr^+(2ir/L)', while the effective value of the third 

V2 J 

harmonic is -^ v/ H+ (6 «■ /L)'. When the inductance L is large 

compared with the resistance, the ratio of the third harmonic 
in the p.d. wave to its fundamental must then be three times 
as };reat as the ratio of the third harmonic to the fundamental 
in the current wave. Vice versa, the third harmonic in the 
current wave resulting from a given p.d. will be relatively only 
one third as great in the current wave as in the pM. wave. There- 
fore an inductance in a circuit tends to dampen out the harmonics 
in the current wave when a non-harmonic e. m. /. is impressed on 
it. and to make this wave approach more nearly to a sine wave. 
The higher the order of the harmonic the greater the daniping. 
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193. Cumat through ft Condenser wheax a Harmonic P.D. b 
Established across It. — Capacity Reactance. — Let the p.d. across 
the terminsls of the condenser be 

v = VaSin2iT ft 

and let the total current through the 
condenser in the direction ol the po- 
•T-7, •to(»»tti tential drop be t. Let C be the capacity 
of the condenser and g the conductance 
of the dielectric between its plates, i.e., 
the leakance of the condenser. Then, 
since the total current through the con- 
denser is the sum of the conduction cur- 
rent, gv, through the dielectric plus the 

displacement current C^ through the 

dielectric (see Article 151), we have 

i=gV„sin{2irft) + i2trfQ F„cos (2 jrfl) 
=gV„sin{2vft) + (^iTfC)V„sini2Trft+^) 

Hence the component of the current through the condenser due 
to the conductance of the dielectric, i.e., the leakage current, 
is in phase with the p.d. across the condenser, and the component 
of the current through the condenser due to its capacity, t,*., 
the displacement or " charging " current, leads the p.d. by 90°. 
The effective value / of the total current is 

l = VVf+(2irfC}' 
where V is the effective value of the p.d. Hence the effective 
resistance of a leaky condenser to an alternating current of fre- 
quency / is (see Article 190) 

and ite impedance is 

V 1 

^c=-r — , (28o) 

i Vg'+(2irlC)' 
and therefore its reactance is 
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x,=V?^= ^"^^ (286) 

■/+(27r/CT 
Xf is negative, since the current leads the p.d. When the dielec- 
tric is a perfect insulator g=Q, and in this case r^^O and the 
reactance of the condenser reduces to 

Xc=- — ^- — (28d) 

2vfC 

The reactance — corresponding to a capacity alone, with- 
out leakance, is called the capacity reactance of the condenser; 
it must not be confused with the effeclioe reactance of the con- 
denser; the two are equal only when there is no leakage. The 
leakage conductance of condensere used in practice is usually 
quite small but is not always n^ligible. 

194. Current through a Condenaer when a Non-Harmonic 
P.D. is Established across It — When the p.d. contains the third 
harmonic, for example, its equation is 

v = V,gin (2irfl)+V,ain (6itJI + $). 
N^Iecting the leakance of the condenser, the current is then 



~(2TTfC) K,cos2jr/i + (6jr/C)y,co8(6ir/(+^ 
The effective value of the p.d. is, see Article 176, 






and the effective value of the current is, see Article 176, 



/-(2n-/O^L'+9li-=(2ir/C)VVl + 8a' (29) 

where a= -^ v " 'Jy» = ""^^^^ ^^ '**^ effective value of the third 
harmonic of the p.d. to the resultant p.d. 

When the leakance of the condenser is negligible the ratio of 
the third harmonic to the fundamental in the current wave is 
therefore three times as groat as the ratio of the third harmonic 
to the fundamental in the p.d. wave. Hence, when a non- 
harmonic p.d. is impressed across a condenser, the upper har- 
monics in the current wave are greater than the corresponding 
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harmonics in the p.d. wave directly in proportion to their order. 
For example, when the seventh harmonic in the p.d. wave has 
an amplitude equal to 5 per cent of the fundamental, the seventh 
harmonic in the current wave has aa amplitude equal to 35 per 
cent of the amphtude of the fundamental in the current wave. 
Compare with the effect produced by an inductance, Article 192. 
195. Impedance of a Resistance, Inductance and Capacity in 
Series to a Haimonic Current — When a harmonic current of 
effective value / is established in such a circuit (see Fig, 103), the 
p.d. across the resistance is V^ =rl and is in phase with /. The p.d. 
across the inductance is V^ = (2 n- /L) I and leads I by 90°. The 
p.d. across the capacity (a condenser with negligible leakance) is 

^e=— — 7-^ and lags behind I by 90°. Hence the resultant p.d. is 



2irfC 



V=V^- 



,^^+(2WL-^J 



(30) 



— wwv — wrar — 



i - Iq elD (Srtt) 



F1«. 103. 

The impedance of such a circuit is tiierefore 



The reactance is therefore 

The angle by which the p.d. leads the current is 
=lan ■' - 
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Note that equations (30) apply only in case the condenser haa 
no leakance. 

196. Resonance. — When the inductance h and capacity C 
in the case juat considered are of such values that 



the reactance of the circuit is zero and the impedance is equal to 
the resistance, and therefore the current corresponding to a 

Y 
given p.d. V is 7 —— ; that is, the current is a maximum and 

depends only upon the resistance of the circuit. The frequency 
corresponding to this condition is the same as the frequency 
with which the current and "p.d. would oscillate were the con- 
denser short-circuited by the inductance; i.e., this frequency 
corresponds to the free period of such a circuit. (See Article 
164.) Note the analogy with the motion of a body, which is free 
to vibrate, produced by a periodic force having a period equal to 
the period of vibration of the body ; for example, a heavy church 
bell may be caused to swing with large amphtude (corresponding 
to the maximum value of the current T) when a comparatively 
small force (corresponding to the p.rf. Y) is applied by the man 
pulling the rope, provided the successive applications of this 
force are in time with the swinging of the bell. 

When the frequency of the electromotive force impressed 
across the teiminals of the circuit is equal to the natural or free 
frequency of the circuit, the circuit is said to be in resonance 
with this impressed electromotive force. 

Note also that, although the resultant p.d. across the resist- 
ance, inductance and capacity in series, is equal to rl, i.e., is the 
same as the p.d. across the resistance, the p.d. across the induc- 
tance or across the condenser may be many times this. For 
example, when the inductance Z, is 1 henry and the capacity C 
is 7.04 microfarads, and the frequency is 60 cycles, the inductive 
reactance is x^ =2 ir X 60 X 1 =377, and the capacity reactance is 

r- = - = — 377. Hence the total reactance 

2^X60X7.04X10"' 
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of the circuit isxi^ + x^ =0, and the circuit ia in resonance with the 
impreesed e. m. f. When the resistance r is 1 ohm and the im- 
pressed e. m. f. across the entire circuit is 100 volts, the current is 
100 
/ = =100 amperes 

The p.rf, across the resistance is then 100X1=100 volts. The 
p.rf. across the inductance, however, is 2 ir X BOX IX 100 =37,700 
volts and the p-d. across the condenser is 

_ — . i22 =37,700 volts 

27rX60x7.O4Xl0-" 

This brings out in a striking manner the fundamental fact that 
alternating p.d.'s cannot be added algebraically; they must be added 
vedorially. 

197. Impedances in Series. — In the case of continuous cur- 
rents we have seen that several resistances r,, r„ r„ etc., in series 
are equivalent to a single resistance R which is equal to the arith- 
metical sum of 7-,, r„ T„ etc., that is i£=r,+r,+r,H , In 

case of alternating currents this same relation- abo holds for the 
resistance of any number rf impedances in series, such as a num- 
■ber of coils of wire in series. For, when the same current / 
flows through each coil the average power dissipated in all the 
coils is r,/' + r,/' + r,/' + etc.=(r, + r,+r, + etc.)/' where r„ r„ r„ 
etc,, are the effective resistances of the respective coils. Hence, 
calling R the effective resistance of all the coils m series, we have 
from Article 190 that 

ie=r,4-r.4-r,+ etc. (32a) 

In the case of a harmonic current the total potential drop through 
all the coils inpAasewith the current is then iZ/=(ri+r, + r, + etc.)/. 
Similarly, calling x, z„ x,, etc., the reactances of the respec- 
tive coils to the harmonic current /, the p.rf.'s across the separate 
reactances are respectively xj, x,I, x,I, etc., and are all in quad- 
rature with the current and are therefore either in the same or op- 
posite direction. Hence the algebraic sum of these p.d.'s gives the 
total p.d. in quadrature ahead of the current. Whence, calling 
X the equivalent reactance of the circuit, we have from Article 
190 that 

XI =xj + xj -f xj + etc. 
or 

X =x, + a:, + X, + etc. (326) 
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(Xote that the reactances x may be either positive or negative ; 

an inductive reactance is positive, a capacity reactance negative.) 

The resultant p.d. across all the coils in series is ther^ore 

= V{rJ+rJ+rJ+etc.)*+{x,I+x,I+xJ+etii.)' 



7=/|/A'+.Y'=/l^'(r. + r, + r, + et,c.)' + (x. + x, + z. + eteO' 
Whence, the e^iuivalent impedance of such a circuit is, from 
Article 190, 

Z=- = y'ie+X' = v'{r, + r,+T,+eU.y+(,x,+x,+x,etc.)' i32c) 

Hence, the equivalent impedance of any number of impedances 
.2,, 2,, Zt, etc., is not the sum of the separate impedances. In 
general, the equivalent impedance can be calculated mily when the 
resiatance r and the reactance x of each impedance is knovm. 

Example: An alternating current of 100 amperes is to be 
supplied to a receiver which has an equivalent resistance r, of 2 
ohms and an equivalent reactance x, of 0.5 ohm. The line 
has a resistance r, of 0.1 ohm and an inductive reactance x, of 1.5 
ohms. The equivalent resistance of the line and receiver is then 
fl=2+0.1=2.1 ohms and the equivalent reactance of the line 
and receiver is ^=0.5 + 1.5=2.0 ohms. Hence the equivalent 
impedance of the line and receiver is Z= T^(2.1)'+(2.0)*=2.90 
ohms. The impedance of the receiver alone is 2,=»^(2)'+(0.5)' 
=2.06 and the impedance of the line alone is z, = l' (0.1)' + (1.5)* 
=1.50. Hence a, +2, =3.56 which is 23 per cent greater than 
the true impedance of the line and receiver. 

When the current sup- 
plied to the receiver is 100 
am[>erea, the p.d. at the re- 
cover is V =100X2, =100 
X 2.06 =206 volts and the 
p.d. at the generator is 
Vo=. 100XZ = 100 X 2.90 
= 290 volts ; that is, the p.d. 
at the receiver is 290-200 
= 84 volts less than at the rjl-»00 

generator. The total poten- Fu. 104. 

tial drop in the two wires forming the line, howovi 
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X2, = 100Xl.50=150 volts, which 18 79 percent greater than 
the true difference between the potential drops across the grai- 
erator and across the receiver" terminals. 

Fig. 104 will make these relations clear. The reason the p.rf. 
in the line is not equal to the difference of the p.d.'s at the 
generator and the receiver is that the p.d. in the line and the 
p.d. at the receiver are_ not in phase. 

198. Impedances in ParalleL — In the case of continuous cur- 
rents we have seen (Article 98) that when several resistances 
r,, r„ r„ etc., are connected in parallel, the currents in the various 

V V V 

resistances are respectively/, =—,/,=—,/,=—, etc., and therefore 

r, r, r, 

that the total current between the junction points of the several 

resistances is /=/, + /,+/.+ etc., = V (- + -+-+- -j. 

Wheace the equivalent resistance R must be such that 

1^L^U1^1 + — 

R V r, r, r. 
In the case of alternating currents, the currmts in any number 




of impedances connected in parallel between two points A and B 
(Fig. 105) are respectively 



/, = - etc. 
but these currents are not in phase, hcnoe thej- cannot be added 
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algebrsictdly ; they muBt be added vectorially. The components 
of the various currents in phase with the potential drop V between 
.4 and B are reapectively 

z. z, Z| 

/, cos $, = ' =—V etc. 

«. z. V 
and the components of these currents in quadrature bekind V are 
respectively 

z, z, z' 

I,sind,z= ?=— F etc, 

r Zt z^ 

The total current in -phase with V is then 
and the total current in quadrature behiJid V is 

[£i+fi+___]v 

Lz,* 2,* J 

Hence the total current / is the vector sum of these two com- 
ponents, i.e., 

and therefore the equivalent impedance is Z, where 



|-?=\l L7+S+ -T45+0+ -]' (33) 
ld9. Condtictance, Susceptance and Admittance. — Note that 
for any of the impedances the factor - multiplied by the p.rf, 
across the impedance gives the component of the current tn phase 



impedance. In general, the ratio of the average rate P^ at which 
beat energy is dissipated in any part of a circuit to the square of 
the effective value of the p.d. V across this part of the circuit, is 
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caUed the effective conductance " g " of this part of the circuit, 
th&t is, 

^ V (34) 

The ratio of the effective value of the current in any part of a 
circuit to the numerical value of the vector difference of the ex- 
ternally induced e. m. /. E and the resultant p.d. V in this portion 
of the circuit b called the admiUance " y" of this part of the 
circuit, that is, 

__f 

^~E-V (35) 

The square root of the difference between the square of the ad- ' 
mittance of any part of a circuit and the square of the effective 
conductance of this part of the circuit is called the sttsceplance 
" 6 " of this part of the circuit, that is, 

b=Vy'-g' (36) 

In the case oi a harmonic p.d., established across the terminals 
of a circuit in which there is no externally induced e. m. /., the 
product of the susceptance and the p.d. gives the component of 
the current in quadrature with the p.d., since the total current 
is yV and the component in phase with V b gV, whence the 
component in quadrature with V is y/(yyy— (gV)* = ^V'j/'-g'. 
The sign of the susceptance b b taken positive when the p.d. 
leads the current, n^ative when the p.d. lags behind the current ; 
that is, the susceptance and reactance of a circuit always have 
the same sign. Also, from the definition of reactive power (Article 
184), it follows that the reactive power b hVJ. 

From the above definitions and the dbcussion in Article 193, 
it follows that the effective conductance, or as it is also called, 
the leakance, of a condenser, b equal to the reciprocal of the 
resistance of the dielectric between its plates, as measured by 
means of a continuous current (provided there b no dissipation 
of energy due to " dielectric hysteresb ") and the susceptance of 
a condenser of capacity C to a harmonic current of frequency / b 

t, = -2ff/C. 
The susceptance of a condenser b negative, since the charging 
current corresponding to the capacity C leads the p.d. The ad- 
mittance of a condenser having a leakance g and capacity C to a 
harmonic current of frequency / b then 
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Compare with the resistance, reactance and impedance of a coil. 

Also, from the above defimtions, we have in general that, 

corresponding to an impedance 2= i/j^+i' the conductance is 



(37a) 



the admittance is 

1 / 

y=~ = Vf/ + b' (37(>) 

and the susceptance is 

2* C37c) 

Hence the resultant admittance of any number of circuits in 
parallel, equation (33), is 



Y = y'(3. + 9, + 9.--y+(b, + b,+b,~--)* (37d) 

where ji, g„ g,, etc., and bi, b„ b„ etc., are the conductances and 
susceptances respectively of the various circuits. 

Since conductance, susceptance and admittance are the ratios 
of current to voltage, the unit in which these quantities are meas- 
ured is the reciprocal of the ohm ; these quantities are therefore 
expressed in " mhos." 

For circuits in series, it ia more convenient to use the quantities 
resistance, reactance and impedance. For circuits in parallel, the 
conductance, susceptance and admittance are more convenient, 
since conductances and susceptances of parallel circuits are re- 
spectively additive. Note that when g and b are given r and x 
can be immediately calculated, since * 

r=l (38) 

and 

x^^ (38a) 

Compare with equations (37). 

200. Admittance of an Inductance and Capacity in Parallel to 
a Harmonic Current- — ^ Resonance.— Let L be the inductance of 
a coil of negligible resistance, C the capacity of a condenser having 
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negligible leakance, and / the frequency of the current. Let 
the coil and condenser be connected in parallel as shown in Fig. 106. 
Then, the susceptance of the 



■jumococ^ 



coil is 6 = ; and the bus- 

2irfL 
■ ceptance of the condenser is 
&,--2jr/C. Hence the ad- 
mittance of the inductance 
and capacity in parallel is 



/ = KF 



\2irfL / 

--2 
L 

i to , 
.v(-^-2wlc) 

\lTTfL I 



2irfL 

2 7r/L 
Hence the total current from ^ to S when a drop of potential V 
is established from -4 to B is 



1 



When — - — =2ir;C, that is, when / = 
2ir/L 



—^, the total 

vlc 

admittance is zero and therefore the total current from 
i4 to S is zero. This is also evident from the fact that the 

V 
current in the inductance b - — — and lags behind the p.d. by 90°; 

2ir/L 
the current in the condenser is 2ir/CV and leads the p.d. by 

90'., Hence, when 2 irfC=- , the current in the inductance 

.' 2irfC 

at each instant is exactly equal and opposite to the currmt in 
the condenser, and therefore the total curr^it is zero. Note 
1 



: is the natural frequency of the 



that the frequency /= _ 

closed circuit formed by the condenser and the inductance. 
(Compare with Article 196.) 

The above deductions are based on the assumption that a 
harmonic or gine~wave current is established in both the capacity 
and in the inductance. In the ideal case of a coil of no resistance, 
a harmonic p.d. impressed across its terminals does not necessarily 
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establish & harmonic current, but the expression for the current 
may contain a constant term. In the case of any actual coil, 
however, the resistance of the coil (which can never be actually 
zero though it may be quite small) causes the constant term in 
the expression for the current to become zero after a short time, 
and the current becomes a true harmonic current, see Article 201. 
Also, due to the resistance of the coil, and the leakance of the 
condenser as well, the resultant admittance of a coil and condenser 
in parallel can never be zero and henoe for a given p.d. across their 
common terminals the total current can never be absolutely zero. 
However, when the resistance of the coil and the leakance of the 
condenser are small fiompared with the reactance of the coil and 
the susceptance of the condenser, the total current will be a 
minimum when the impressed e. m. f. has the frequency 



Example: When L = I henry and C=7.04 microfarads, and 

the frequency / is CO cycles per second, = and 

2 ■TT/L 377 
1 

377 

resistance and leakance, is zero. Hence, when a coil of inductance 
X and a condenser of capacity C, connected in parallel, are 
connected to a GO-eycle generator and a sufficient time is allowed 
for the current in both the condenser and the coil to become 
true harmonic currents, a potential drop of 100 volts across 
the common terminals A and B will establish a current of 

100^ 

377 

provided the resistance of the coil and the leakance of the con- 
denser are small compared with the reactance of the coil and the 
su.sceptance of the condenser respectively. 

201. Transient Effects Produced when a Harmonic E. H. F. is 
Impressed on a Circuit. — So far, we have considered the relation 
between current and p.d. in various types of circuits when a har- 
monic alternating current is established in the circuit. However, 
when a harmonic e. m. /. is impressed across the terminals of a 
circuit, tune is required for a haniionic current to become estab- 
lished just as in the ca:;c of a constant e. m. /. impressed upon a 



.,Ct)i>^Ic 



354 



ELECTRICAL ENGINEERING 



circuit time is requirod for a continuous current to become estab- 
lished. (See Article 160.) That is, when an alternating e. m. /. is 
impressed across the terminals of a circuit, the current at the 
start is an oscillating current (see Article 167) and becomes an 
alternating current with fixed maximum positive and negative 
values only after the lapse of an appreciable, though usually 




smf^, interval of time. Let the circuit be as shown in Fig. 107; 
r and L represent the resistance and inductance of an impedance 
coil, and C and g the capacity and the leakaoce of s condenser 
Let the impressed e. m. j. be e = E sin (27r/( + ^. The general 
differential equations of this circuit liave already been given 
(Article 159) and are - ■ 



(a) 



Q>) 



where i is the instantaneous current in the impedance coil (equal 
to the .total displacement and leakage current of the condenser) 
and V is the p.rf. across the condenser in the direction of the cur- 
rent. Substituting in (a) the value of v from (6) we get 



de 



dt. 



dt 



(c) 



This is a differential equation of the second order. It is inte- 
grated by finding fiist the complementary function, i.e., the solu- 
tion corresponding to the right-hand number equal to zero, and 
then adding to this the particular integral. The solution corre- 
sponding to the right-hnnd number zero is i^A^, where the 
value of a is found by substituting this value of i in the equation 
(c), which gives 
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LCa'+(rC+gL) a + (l + rg)-.0 

2\L Cf ^ 4\L C/ 1 



2\L C/ \ 4 IZ C/ LC ('^> 

Then the complementary function is 

where ^„and A, are constants of integration. 

The particular integral of equation (c) ia of the form 
(=/o«m(2 7r//+/S-^, where 



S' + i 

where 6 = — 27r/Can<l x^2ir fL. That this is true can be seen by 
substituting i=/o ain {itr ft +fi-- 6) in equation (c), putting for /q 
and 6 the values given by (/) and {g). 

Note that x+ represents the equivalent reactance and 

g^ + iy' 
T + represents the equivalent resistance of the entire circuit. 

Hence the particular integral /q sin {2it fl+fi-0) represents a 
current equal to the impressed e. m. j. divided by the equivalent 
impedance of the entire circuit and lags behind the impressed 
e. m. /. by the angle corresponding to the power-factor angle <rf the 
entire circuit. That 'is, the particular integral is the final alternat- 
ing current which is established in the circuit by the impressed 
..m.l. 

The complete solution of the current equation (c) is then 



.,Coot^[c 



ELECTRICAL ENGINEERING 
E 



■Id r- nU -ml-, E I y\ 

(39) 
re 

-UH) 

„= /-f--^V-— 



2ff/C 



^" + (2^/0' 

The comtante of integration A, and A, are determined from 
the values of the current i^ and the p.d, v„ across the condenser 
at time ( =0. 

Since the constant u is always greater than the constant m. 
the transient term r^[^,€^ + J,f™'] in equation (39) becomes 
smaller and smaller as time increases. In most practical cases, 
only a fraction of a second is necessary for this term to become 
negligible in comparison with the term 

. -- — ^ «n (2 It ft +fi-tan-^ — 1 representing the true alternat- 
ing current. Hence the transient term is usually n^lected, as most 
problems which arise in ordinary practical work have to deal only 
with the steady state produced in a circuit when a given e.m.f. is 
impressed upon it. However, there are cases in which the tran- 
sient term becomes of paramount importance; in particular, in 
predetermining the effect of switching on or off a heavy load 
from a transmission line, the short-circuiting -or grounding of 0. 
line, and the effect of lightning discharges. 

In most practical problenis the leakance of the condenser is 
negligible, that is, g=0. When this condition holds, the con- 
stants in equation (39) ha\e the values 
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X=. '— 

2tt!V 
302. Discharge of a Condenser having Negligible Leakaace 
through a Resistance and Inductance. — As an example of the 
application of equation (39), , 



the manner m which a con- ^A/WV"" '?JOW 1 

denser of capacity C(Fig. 108) 

charged to & p.d. V dischai^es L 



through a circuit containing a 
resistsnee r and inductance L 
willbedetennined. (Compare 
with the ideal case of the dis- 
charge of a condenser through an inductance having no resistance, 
Article 164.) At time ( =0, the switch S is closed. The impressed 
€. m. f. is therefore zero, hence the equation for the current is 

i = «"^ [A,^ + A,f'^] (a) 

where A, and A, are constants to be determined from the initial 
current and p.d. across the condenser. 

If there is originally no current in the circuit, the current must 
start from zero (otherwise there would be an instantaneous transfer 
of a finite amount of energy, iLi*, to the magnetic field set up by 
the current, which would mean an infinite rate of transfer, or 
infinite power, which is impossible) and therefore at time (=0, 
1=0. We also have from the relation v+ri+L~=0, that at 
time ( =0, 

Hence, substituting these conditions in equation (a), we have that 
= ^,+ ^, 

-l=(m-u) A,-(rn+u)A, 

Whence, solving these two equations, we get 



V = - 





A, = - 


2mL 


and A, 


2mL 


These values of A 


and A 


, substituted 


a (a) give 




i = - 


V 

2mL 


■"'[€•*« 


-.-] 
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Since the leakance g of the coodenaer is assumed to be zero, u 
and m have the values 



4^- 



LC 



u is therefore always real, but m may be either real or imaginary-, 



therefore be written 



-€'*^«nfcCmt) 



(40a)* 



This equation teik us that the current starts at zero, rises to 




a maximum value in the negative direction (corresponding to 
^=0) and then decreases to zero. The shape of the curve repre- 
sented by equation (40) in this case is as shown in Fig. 109. 

The Bymbol sinh z is used 
is called the kyperbotic nne of x 
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For r < — , we 



have m= -^(-1) {-^^-u'\ or m = io> 

wherey^V — 1 and «»=»/ u', a real quantity. In this case 

equation (40) may be written 

i. ^€'^sin(tol) (406) 

since : — =«rn (tot). Equation (406) telia us that when 




/= — = — \| — -u* but that the ampUtude of the oscillations 

decreases as time increases, as shown in Fig. 110. 

For 1^= — , the constant wt=0 and therefore t"' — ^'^ ia 
C 
also zero. Hence equation (40) for the current ia indeter- 

c"* — e"^ 

minate. Evaluating the indeterminate expression we 

m 
get 
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Hence in this case equation (40) becomes 
Fie"' 



• L ■ <*' 

which likewise represents a non-oscillating discharge such as shown 



Equation (40c) may therefore be looked upon as the limiting fonii 
of the oscillating current given by (406). 

SUMMARY OF IMPORTANT DEFINITIONS 
AND PRINCIPLES 
Note: The definitions given in paragraphs 1 to 9 incluBive are 
in terms of current ; they also apply to electromotive forces and 
potential differences. 

1. An alt«niating curr«it is a current which varies con- 
tinuously with time from a constant maximum in one direction 
to an equal maximum in the opposite direction and back again 
to same maximum in the first direction, repeating this cycle (rf 
values over and over again in equal intervals of time. / 

2. The period T of an alternating current is the time taken 
for the current to pass through a complete cycle of positive and 
negative values. 

3. The frequent / of an alternating current is the number 
of complete cycles of values which it passes through in one second 

/--■ 

4. The number of alternations a per minute is the total number 

of times per minute that the current changes in direction 

120 
« = 120/=— 

5. The equation of a harmonic current of maximum value I, is 

i = /, sin (att + ff) 

2v 
where a>. called the periodicity of the current, is equal to -^ =2ir/, . 

and 0, called the |diase of the current, is a constant such that 
/(, sin 9 gives the value of the current at time t —O, 

6. The difference in phase between a harmonic current and 3 
harmonic p.d. is the angle corresponding to the time between 
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successive maxima values of the current and p.d. respectively. 

7. The equation of a non-hannonic current of frequency / 
may be written 

I-/, sin icat + $,) + I, sin{2wt+8,)+It sin (Ziat + 0,)+etc. 
where a>=2ir/ and the I'e and d'a are constants. The fii^t term 
in this expression is called the fundamental or first harmonic, 
the succeeding terms the second, third, etc., harmonics. 

8. The iuBtantansous value of an alternating current is its 
value at any instant; the maximum value of an alternating 
current is its greatest instantaneous value during any cycle; 
the average value of an alternating current is the numerical value 
of the average of its instantaneous values between successive 
zero values. For a harmonic current 

1^ -'-'-.. 

ir 

9. The effective value of an alternating current is the square 
root of the mean of the squares of its instantaneous values over a 
complete period, that is, 



'4jy^ 



where 7* is a complete period of the current and i its instantaneous 
value at any instant. When an alternating current is expressed 
as so many amperes this effective value is always meant unless 
specifically stated otherwise. The effective value of a harmonic 
current is 

'""',!■ 

10. When a harmonic current of effective value / and a hai^ 
monic potential drop of the same fretjuency and of effective value 
V exist in a circuit, the average electric power input into this 
circuit during each cycle is 

P = VI co«0 
where B is the difference in phase between the current and p.d. 

11. The power factor of a circuit is the ratio of the average 
power input P to the product of the effective value'V of the p.d. 
by the effective value / of the current, i.e., 

P 
Power f actor =— 
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12. The averagt electric power input into a circuit when the 
coneot and p.d. are not harmonic functions of time, or sine waves, 
IB equal Eum of the values of the average power corresponding 
to each pair of harmonica of the same frequency, i.e., 

P = VJ, COS e, + VJ, cos 0, + V,I, cos e. + eU. 
where the V'a and Pa arc the effectlTe values <rf the successive 
harmonics of the p.d.'s and currents, and the ff's the difference 
in phase between the corresponding harmonics of the same 
frequency. 

13. The effective value of a non-hannonic current is equal to 
the square root of the sum of the squares of the effective values 
of al! the harmonics present in the current wave, i.e., is equal to 

where /,, /„ /,, etc., are the effective values of the harmonics. 
Similarly the effective value of a non-harmonic p.d. is 

V = l V,'+V,^+V,'^elc. 
where V„ V„ V,, etc., are the effective values of the harmonics 
in the p.d. wave. 

14. The equivalmt sine-wave p.d. and current are the harmonic 
p.d. and the harmonic current which have respectively the same 
effective values as the actual p.d. and current and differ in phase 
by the angle whose cosine is equal to the power factor. 

15. The form factor of a wave is the ralio of the effective 
.value to the average value. 

16. The amplitude factor of a wave is the ratio of the maximum 
value to the effective value. 

17. The component of the current in any portion of a circuit 
in phase with the potential drop through this portion of the 
circuit is called the power compontmt of the current in this portion 
of the circuit. The component of the pM. in phase with the 
current is called the power component of the p.d. When the 
current and p.d. are sine waves having the effective values V and 
/ respectively and differing in phase by the angle 0, the effective 
value of the power component of the current is I cos 6 and the 
effective value of the power component of the pji. is V cos 0. 

The component of the current in quadrature with the p.d. 
is called the reactive component of the current and the component 
of the p.d. in quadrature with the current is called the reactive 
component of the p.d. For sine-wave current and p.d. the 
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effective value of the reactive component of the current ib I aind 
and the effective value of the reactive component of the p.d. is 

V sin e. 

18. Apparent power, volt-amperes or apparent watts is the 
product of the effective value of the p.d. by the effective value of 
the current. 

19. Reactive power is the product of the effective value of the 
current (or p.d.) by the effective value of the component of the 
p.d. (or current) in phase with it. 

20. A sine-wave current (p.d. or e.m-f.) may be represented by a 
vector equal in length to the effective value of the current {p.d. or 
e.m.f.) malcing an angle with an arbitrarily chosen axis of reference 
equal to its phase angle. 

21. The average power corresponding to a sine^wave p.d. 
and a sine-wave current is equal to the product of the length 
of the vector representing the p.d. by the projection of the vector 
representing the current on the p.d. vector, which in turn is equal 
to the product of the length of the current vector by the pro- 
jection of the p.d. vector upon the current vector. 

22. The effective value of the potential drop due to a sine- 
wave current of effective value / and frequency / in a circuit 
having a constant resistance r and a constant inductance L is 



v=iy'^+{2v}Ly 



and leads the current by the angle 



$=tan- 



2irlL 



23. The effective resistance r of any portion of a circuit to an 
alternating current is the ratio of the average rate Pj, at which 
heat energy is developed in this portion of the circuit to the 
s<iuare of the effective value / of the current in this portion of 
the circuit, i.e., 



24. The impedance z of any portion of a circuit is the ratio of 
the numerical value of the vector difference of the externally 
induced e. m. {. E and the resultant p.d. V in this portion of the 
circuit, both in the direction of the current, to the effective value 
/ of the current, i.e., 
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E-V 
I 
When there is no externally induced e. m. f. 
V 

2 = — 
/ 

25. The reactanca x of any portion of a circuit is the square 
root of the difference between the squares of the impedance 
and the reactance of the given portion of the circuit, i.e., 

The reactance is taken positive when the current lags behind 
the potential drop in the direction of the current, negative when 
the current leads this p.d. 

26. In the case of a sine-wave current and no externally 
induced e. m. f. the angle by which the current lags behind the 
p.d. is 

27. The impedance of a circuit of constant resistance r and 
inductance L to a sine-wave current of frequency / is 

and its reactance is 

x=2iTfL 

28. The impedance of a condenser of capacity C and leakance 
g to a sine-wave current of frequency / is 

_ 1 

^~V/+(2 ir'fC? 
and its reactance is 

2ff/C 
g' + (2vfCy 

29. The impe<lance of a circuit formed by a resistance r, an 
inductance L an<l a capacity C in aeries to a sine-wave current is 



^^•'<""''-2vrc)' 



2ir/ 
and the reactance w 



2ir/C 
provided the condenser of capacity C hna no leakance. 
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30. A circuit is said to be in resonance with the impressed 
electromotive force when the frequency of the impressed e. m. f. 
is the same as the "natural or free frequency of the circuit. The 
free frequency of a closed circuit fonned by a capacity C and an 
iaductance L, when the resistance and leakance are negli^ble, is 

I 

31. In a circuit formed of two or more impedances in series, 
the resultant effective resistance is the arithmetical sum of the 
separate efTective resistances, the resultant reactance is the 
algebraic sum of the separate reactances, and the resultant 
unpedance is the square root of the sum of the squares of the 
resultant resistance and reactance, provided the current and 
p.d. are sine waves ; that is 

R=r, + r,+ etc. 
X=x,+x, + etc. 

z=v¥+x' 

32. The effective conductance g of any part of a circuit to an 
alternating current b the ratio of the average rate Pj at which 
heat energy is developed in this portion of the circuit to the 
square of the effective value V of the p.d. through it, i.e., 

33. The admittance y of any part of a circuit is the ratio of the 
effective value of the current / in this portion of the circuit to the 
numerical value of the vector difference of the externally induced 
e. m. f. E and the resultant -pA. V in this portion of the circuit, 
both in the direction of the current, i.e., 

/ 

When there is no externally induced e. m. f. 



34. The Busceptance of any portion of a circuit is square root 
of the difference between the squares of the impedance and the 
reactance of this portion of the circuit, i.e., 

The susceptance is taken positive when the current lags behind 
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the potential drop in the direction of the current, negative when 
the current leads this p.d. 

35. In the case of a harmonic current and no externally 
induced e. m. f. the angle by which the current lags behind the p.d. 

is 

9 

36. The resietance r, the conductance g, the reactance x, the 
susceptance b, the impedance z and the admittance ;/ of a given 
portion of a circuit when the current and p.d. are sine waves 
are related as follows: 



-I -J 

37. The admittance of a condenser of capacity C and leakance 
(? to a sine-wave current of frequency / is 

y=s/7H2VJc7 
and its susceptance is 

6=-2jr/C 

38. In a circuit formed of two or more impedances in paralld, 
the resultant effective conductance is the arithmetical sum of 
the separate effective conductances, the resultant susceptance 
is the algebraic sum of the separate susceptances, and the resultant 
admittance is the square root of the sum of the squares of the 
n^ultant effective conductance and susceptance, provided the 
current and p.d. are sine waves, that is 

G^g, + g, + elc. 
B==='b, + b, + elc. 
Z^VfP + B' 

39. The discharge of a condenser of capacity C but no leak- 
ance through a rei^istance r and an inductance L in series is 
oscillatory when 
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ALTERNATING CTRRENTS 
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PROBLEMS 

1. The equation of an alternating current is i— 100 stn 377(. 
Find (I) the maximum value of the current, (2) the rate at which 
the current is changing when the current is a maximunt, (3) the 
rate at which the current is changing when the current is zero, 
(4) the effective value, (5) the average value, (6) the frequency, 
(7) the period, and (8) the periodicity. 

Ans.: (1) 100 amperes ; (2) amperes per second ; (3) 37,700 
amperes per second; (4) 70.7 amperes; (5) 63.7 amperes; (6) 
60 cycles per second; (7) 0.01867 second; (8) 377 radians per 
second. 

2. Find (1) the effective value, (2) the average value, (3) the 
form factor, and (4) the amplitude factor of a seminjircular 
shaped wave, the maximum value of which is A. 

Ana,: (I) 0.816 A; (2) 0.785 A; (3) 1.04; (4) 1.23. 

3. If a direct current of 10 amperes and an alternating current 
of 10 amperes (efTective) exist at the same time in a circuit, what 
will an alternating current ammeter connected in series with 
this circuit indicate? 

Atm.: 14.14 amperes. 

4. The equation of the current in a circuit is 

t— 60 8in(a)( + 20°)+30sin (3 &jt-15°) + 10 sm(5((»i + 30°) 
and the equation of the potential drop through it is 

« = 100«n(<a(-10°)+40sm(3wf-30°) ■ 
Determine (1) the effective value of the current, (2) the effective 
value of the potential difference across the circuit, (3) the average 
power absorbed by the circuit, (4) the power factor of the circuit, 
and (5) the equivalent sine waves of current and potential 
difference. 

Ana.: (1) 41.8 amperes; (2) 76.1 volts; (3) 2744 watts; {4} 
80.3%; (5) 1=59.2 sin at and ti = 107.8 sin (ai— 30.3°). ' 

5. The equations of the potential drop through the throe 
paiie of a scries circuit arcu, =S0 si n (_<o t + C0°), v., =f\0 si n<a land 
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ti,=50 sin (tat— SO"). Find (1) the equation of the potential 
drop through the entire circuit, and (2) the effective value of the 
total potential drop. 

Ans.: (1) t>=U0.6 sin (w ( + 10.5°); (2) 78.2 volts. 

6.* An e. m. f. of 150 volts, the frequency of which is Mcyclea, 
is impressed upon a series circuit consisting of a resistance of 5 
ohms, an impedance coil <^ 2 ohms resistance and O.I henry induc- 
tance aad a condenser of 50 microfarads capacity. Find (I) the 
value of the current established in the circuit and the potential 
drops, (2) through the 5 ohm resistance, (3) through the impedf. 
ance, and (4) through the condenser. Find the angje by which 
the current lags behind the potential drop (5) through the 5 ohm 
resistance, (6) through the impedance coil, (7) through the con- 
denser and (8) through the entire circuit. Draw a complete 
vector diagram. 

Ans.: (1) 8.88 ampere; (2) 44.4 volts; (3) 336 yplts; (4) 
472 volts ; (5) 0° ; (6) 87.0" ; (7) - 90° ; (8) - 65.6°. 

7. (1) What is the maximum 60-cycle e, m. f. which may be 
impressed upon a circuit formed by an impedance of 0.1 ohm 
resistance and 0.3 henry inductance and a condenser of 23.45 
microfarads capacity connected in series, if the effective punctur- 
ing voltage of the condenser dielectric is 10,000 voltsT (2) If a 
25-cycle e. m. f. of the same value as this 60-cycle e. tn. /, determined 
above is impressed upon this circuit, what is the potential drop 
across the condenser? 

An8.: (1) 8.84 volts; (2) 10.69 volts. 

8. When an e. m. /. of 220 volts is impressed upon a circuit 
formed by two impedances A and B connected in series, the power 
absorbed by A is 300 watta and the power absorbed by B is 
1200 watts. If the potential drop across A is 200 volta and the 
current in A is 10 amperes, find (1) the potential drop across 
B, (2) the resistances, and (3) the reactances of A and B re- 
spectively. 

Ans.: (1) 125.4 volts; (2) 378 volts; (3) 3 and 12 ohms; (4) 
± 19.8 ohms for A and ± 3.67 or ± 35.9 ohms for B. 

9. The current established in a circuit consisting of a resist- 
ance of 3 ohms in series with an impedance of unknown resistance 

'Hie valuea of the e. m. /., potential difference, and current id Probiem 
6 and in aJI problems following are effective values and the wave fornui 
sinusoidal. 
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and reactance is 12 amperes. If the power absorbed by the 
circuit is 600 watts and the potential drop across the impedance 
is 100 volts, find (1) the impressed voltage on the circuit, (2) the 
power factor of the circuit, and (3) the angle by which the drop 
through the impedance leads the current. 
Ana.: (1) HI voIta;(2) 45.1%,(3) 82.0". 

10. Two impedances A and B are connected in parallel. A 
has a resistance of 5 ohms and an inductance of 0.02 henry, while 
B is formed by a resistance of 10 ohms and a capacity of 100 
microfarads in series. If a 25-cycle cm,/, of 220 volts is impressed 
upon this parallel circuit find (1) the total current, (2) the current 
in each branch, and (3) the power factor of the circuit. 

Am.: (1) 36.1 amperes ; (2) 37.3 and 3.41 amperes respec- 
tively; (3) 89.2%. 

11. At 60 cycles the impedances of two coils A and B are 
each 10 ohms. At 25 cycles the impedance of A is 5.38 ohms 
and the impedance of B is 8.67 ohms. Find the joint impedance 
of A and £ at 60 cycles when connected (1) in parallel, and (2) in 
series. 

An*.: (1) 5.24 ohms; (2) 19.06 ohms. 

12. A parallel circuit consists of a coil (j4) of negligible resist- 
ance and 0.05 henry inductance connected in parallel with a 
condenser (B) of 140,7 microfarads capacity and negligible leak- 
anoe. This parallel circuit is connected in series with an im- 
pedance (C) of 2 ohms resistance and 0.02 henry inductance. 
Find (1) the current, and (2) the potential drop in A, B and 
C respectively, when an c. m. /. of 220 volts and 60 cycles is im- 
pressed upon this circuit. If a non-inductive resistance ( D) of 
10 ohms is connected in parallel with (A), find (3) the current and 
(4) the potential drop va. A, B, C and H respectively. Draw a 
vector diagram for each case. 

Ana.: (1) 11.67, 11.67 and amperes; (2) 220, 220 and volts; 
(3) 8.24, 8.24, 15.53 and 15.53 amperes ; (4) 155.3, 155.3, 121.0 and 
155.3 volts. 

13. WhenaS0-kw.,60-oycle, a.c. generator is delivering 30 kw. 
at 80% power factor the terminal voltage is 230 volts. The 
effective resistance of the armature between terminals is 0.05 
ohm and the reactance 0.1 ohm. Neglecting the effect of armature 
reaction, (1) what would be the terminal voltage of this machine 
if the external circuit were opened? (2) What is the maximum 
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load under which this generator could operate coatinuousiy at 
80% power factor? 

Am.: (I) 246.5 volts ; (2) 40 kw. 

14. 500 kw. are delivered to a substatioa from a 6600-volt 
power station over a transmissioii line of 6 ohms reeistance. If 
the current takes by the load is 100 amperes, find (1) the power 
factor at the power station, and (2) the elBcicncy of the transmis- 
sion line. 

Am.: (1) 84.9%; (2) 89.3%. 

15. The potential differences at the load and generator ends of 
a transmission line are each 0600 volts. The resistance of the 
line is 6 ohms and the reactance 8 ohms. If the line current is 
100 amperes, find (1) the power factor at the load, and (2) the 
efficiency of the transmission line. 

Am.: (1) 75.2%; (2) 89.2%. 

16. A transmission line 25 mileB in length consists of two 
No. B. & S. wires (diameter 0.325 inch) spaced 3 feet apart. 
At the end of this line is connected a 60-cycle induction motor 
load (lagging current) of 1500 kw. operating at 25,000 volts and 
at a power factor of 75%. What must be the potential difference 
at the power station supplying this load? The leakage and ca- 
pacity trf the line are to be neglected. 

Ans.: 28,400 volts. 

17. Two 220 alternators A and B connected in parallel supply 
an inductive load of 50 kw. at 90% power factor. If A supplies 
one-third of this load at a power factor of 80%, find (1) the power 
factor at which B supplies power to the load, and (2) the armature 
current of each alternator, if both currents lag behind the gen- 
erated e. m. f.'s. 

Am.: (1) 94.3% ; (2) 94.7 and 160 amperes. 
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SYMBOLIC METHOD OF TREATING ALTERNATING 
CURRENTS 

203. Symbolic Representation of b Vector.— Let A = OP in Fig, 
111 be any vector making an angled with an arbitrary line of 
reference OX. The component of A in the direction of OX is 




Fig. 111. 



then A cos 6 and the component of A 90° ahead of this line of 
reference is A sin 0. Put 

A cos e^ A, (lo) 

A sin 6= A, 
Employing the usual convention of indicating a vector sum we 
may write A=Ai+Ai, where the line over A, and A, indicates 
that A, and A, are to be added vectorially. Instead of using 
this symbol, however, we may in the special case of two mvtwilly 
perpendicular vectors represent the vector A by the symbolic 
expression 

A=A.+7A, (16) 

where the symbol / indicates that the vector A, leads the line of 
rrference by 90°, while A, coincides in direction with the line 
of reference. 

When a single letter is used to represent a vector in this 
symbolic notation, it is usual to write a dot under the letter. 
That is, the letter A by itself represents the length of the vector, 
while A represents the vector expressed in this symbolic notation. 
Squaring and adding- equations (la) and taking the square 
root, we get 
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Therefore, the length of a vector is equal to the square root of 
the sum of the squares of the two compoaeats entering into its 
symbolic expression. Taking the ratio of two equationa (la) we get 

(an0=— ' (Id) 

Whence, the angle which a vector makes with the line of i^eferenee 
is equal to the angle whose tangent is the ratio rf the second (or j 
component) to the first component in ite symbolic expression. 

Similarly, any other vector A'^OP" making aa angle 0' 
with the same line of reference may be resolved into the two 
components A,'=A' cos 6' and A^' —A' sin &', and we may write 

A'=A:+iA,' 
where ; as before indicates that the vector X,' leads the line of 
reference by 90° while A/ coincides in direction with the line of 
reference. 

204. Addition of Vectors. — Prom Fig. 112 it foUows that the 
resultant of two vectors A and A' is the vector wliich haa the com- 




Fic 112. 

ponentjlcos^+A'ccw^=X, + Ai' parallel to the axis of referoice 
and the component A sin $+A' nnd' =Af+At leading the line 
of reference by 90°. The resultant of the two vectors A and A' 
is then represented symbolically as 

S = A + A'=(A, + A,')+/(A,+ A,') 
The Iffligth of this vector is then 



(2a) 



S=>^(A, + A/)' + (A,+ A,')* 
and it makes an angle A + A' 
6,=tan'^ — - 

A.+ A/ 



(26) 
(2c) 
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with the axis of reference. Similarly, the sum of any number of 

vectors is, in the symbolic notation, 

S-A + A' + A'+ etc.=-(,A^ + A,' + A,' + etc.) +}(A, + A,' + A,' + 

etc.) 

The length of this resultant vector is 

S = y'(A, + A,'+A,'+~-r + (A,+ A,' + A,'+-~y 

and the angle which it makes with the axis of reference is 

a ^ .1 A,+ A,' + A,'+ 

a,=ian ' — — . 

a06. Subtraction of Vectors. —The vector A- A' (Fig. 113) 
is similarly the vector which has the component A cos 8— A' coed' 



/ 


^^? 




/ 


^^■^^ / 


A. 


,-•'■ (-^ 






/\ 




, / \ 


»» / 


-V' 
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/ 




/.---■"■ 





=A, — Ai in the direction of the line of reference and the com- 
ponent A sin $— A' ain 0" = A,— A,' leading the line of reference 
by 90°. That is, the vector difference A — A' is represented sym- 
bolically as 

p = A-A'=={A,-A.')+3(A,~A,') (3d) 

The length of this vector is then 

D^i/Ja ^~A,r+(A,-A,'y (3ft) 

And it makes the angle 

A,- a; 

with the axis of reference. When this angle comes out negative, 
the resultant vector makes a negative angle with the axis of 
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reference or la^s behind this axb; li^g. 113 illustrates such a esse. 
206. The Symbol "; " as a Multiplier Siguifjring Rotation. — 
So far, we have considered the aymbol " /" simply as a means of 
indicating the component of a vector leading the line of reference. 
As we shall presently see, it is also frequently convenient to look 
upon " y " as a multiplier as well as a symbol representing direc- 
tion, and to define the operation jX^, where A ia the symbolic 
expression for any vector, as eqiiivalerU to turning the vector A 
through an angle of 90° in the positive direction. This conv&itioa 
leads to a useful mathematical equivalent for the symbol " j." 
Let A (Fig. 114) be a vector coinciding 
in direction with the line of referwice. 
Then from the above convention jA 
represents a vector of length A leadmg 
* the line of reference by 90°. Multiply- 
Fig. 114. ing the symbolic expression jA for 

the second vector by /, we have from the above convention that 
jXjA represents a vector of length A making an angle of 90° 
with the vector jA, that is, a vector equal in length to A, but 
in the opposite direction to A, Therefore 

iXjA A 

or ;■" = - 1 

whence 

j=\/~l. (4) 

It should be borne in mind, however, that although the sym- 
bol J is mathematically equal to the imaginary quantity V— 1. 
the physical meaning of ; is not imaginary at all; it is simply 
an abbreviation placed before the expression for a vector signify- 
ing that the vector in question is to be turned through 90" in the 
positive direction; turning a vector through 90° twice in the 
same direction is math^nati- 
cally equivalent to writing a 
negative sign before the vec- 
tor. For example, in the 
expression 

A=A,+iA, ' 

for a single vector, j4, and ^v- ns- 

A, both represent vectors coinciding in direction with the 

line of reference, but in the expression for the resultant vec- 
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tor A^ the component A, is turned through + 90°. Again, 
when the resultant vector A=A^+]A, is turned through 90°, 
the expression for this vector in its new position ia jAi — At, 
as is readily seen from Elg. 115. But 

iA,-A,=]XA, + iA;) 

since y = — l, 

207. Symbolic Expression for a Vector Referred to Any Other 
Vector as the Line of Reference. — Let the vector A' (Fig. 116) 
lead the vector A by d d^rees; it 
ia desired to write the symbolic ex- 
pression for A' referred to the vector 
A as the line of reference. The com- 
ponent of A' parallel to ^ is A' cos ^ ""■ "^' 
and the component of A' leading A by 90° is A' sin &. Hence, the 
symbolic expression for A' referred to A as the line of reference is 
A' =A' (cos B-\-i sin 9) (Sa) 
Similarly, the symbolic expression for the vector A referred 
to A' as the line of reference is 

A=A{co8d-iiiine) (56) 

since A lags 6eAind A' by the angle $. 

For example, let the vector A' have the length 10 and let 
this vector lead a second vector A by 30". Then the symbolic 
expression of A' referred to A as the axis of refer^ice is 
A' = 10 {cos 30°+/ ain 30°) 
' =8.65 -i-j" 3 
If the vector A' lags behind the vector A by 30°, then its symbolic 
expression referred to A as the axis of reference is 
A' =10 (cos 30°-/ sin 30°) 
=8.65-/5 
aOB. DifiFerence in Phase Between Two Vectors Expressed in 
Symbolic Notation. — When the symbolic expression for a vector A 
referred to any given line of reference is 

A^A^ + jA^ 
the angle by which this line leads the line of reference is 

=tan'' — ' 

A, 
Similarly, when the symbolic expression for any other vector A' is 

A'=A,' + jA,' 
the angle by which this vector leads the line of reference b 
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Hence the angle by which A' leads A it 



.. ^ 



e'-$=lan-'-^ -tan'—' (6c) 

Ai A, 



lar,(«'-»)-4^ 



A,' A, 



A,A,'+A^,' 

For example, let A =8+j6 and A'^5+}4. Then A' leads 
A by the angle tf-S where 

ton (^-^=^^^lzl^« =0.0312 
8X5+6X4 

^ =ton'' i = 38" 40' 
Therrfore A' leads 4 by * 

^-^ = 1.8° 
209. Symbolic Representation of a Hanaonic Function. — 
We have seen (Articles 182 and 186) that a haimonic alternating 
curr«it i ="^^1 sin {wt + 6), where / U the eSective value of the 
current, may be written 

i=y/2^I cos sin tat + ^2 1 sin 6 cos tot 
and that the terms "v^Icos 8 sin at may be represented by a vector 
equal in length to /)==/ cos 
rotating about a fixed point 
with the angular velocity o> 
and the term V2 7 sin cos <ut 
by a second vector of length 
I, =1 sin 0, leading the first vec- 
tor by 90° and rotating about 
'this same point with the same 
angular velocity. Hence the 
function i = V'2 / stn (arf + 0) may be represented by a vector 

/-/,+)■/, (7) 

rotating about this point with the angular velocity to, where /, 
is a vector erf length / cos 0, and j7, a vector of length I sin 
leading I, by 90°, both rotating about the smne point with the 
same angular velocity to. Therefore we may look upon equation 
(7) as the symbolic expression for the function i=v'2 1 sin(tat + 0j- 
Note, however, that the two vectors /, and jl, though constant 
in length are continually changing in direction; therefore in the 
expression 
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i=i,+ih 

both /, and I, and therefore I also, muat be looked upon as functiona 
of lime and rtot as conatarda, since a vector by definition ia a quantity 
iiaving direction aa well as magnitude. 

Note the analogy with a body moving in a circle of radius a 
with a constant linear speed a; the velocity of such a body is 
constant in magnitude, but is continually changing in direction. 



the direction of this rate of change, i.e., of the acceleration, is 
perpendicular to the direction of the velocity. 

210. Symbolic Expression for the Derivative of a Hanaonic 
Function. — Since a harmonic function of the form 

i = V2Iain((ol + d) 
may be written in the form 

i=V'2l coa Bain tat + '^2 I ain $ cos tot 
the derivative of i with respect to time ia 

di — /— 

~ =V 2 <m/ cos p cos ttii—v2tu/»inPstnai( 
— "* 

But VS tol coa d coa tot'is represented by a vector equal in length 
to a)lcoa0=Q>l, leading by 90° the vector /, which repreeente 
\/2 I coa & ain tat; and — \/2 tal ain 6 sin tat ia represented by a 
vector of length tal sin $=0)1, leading by 90° the vector ;7, 
which represents y2 I sin 6 coa tot. Hence the derivative of 
the function represented by the vector 

/=/, + //. 
^ 'dl 

<U 
That is, the derivative with respect to time of a vector rotating 
with a velocity ta results in a vector equal in length to the product 
of to by the length of the original vector, which vector has a 
direction 90° ahead of the original vector. 

Vice versa, from equation (8) we also have that 

■ ta at 
that ia, muUiplying a rotating vector by j is equivalent to differ- 
rnliaiing the vector mth respect to lime and dividing by to. 
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From this significatiou of the multipUer ; it is at once evident 
that to Gonmder the multiplication of the expressions representing 
two rotaiiitg vectors at right angles to each other, such as / and 
jV as equivalent to ; {IV) is-inconsistent with j as being equiva- 
lent to the operation — r- For — <IV) =1 — -\-V —, and there- 

mdt di dt dt 

fore to be conMstent with equation (8a), the expreesion / (/V) 
must equal IjV-\- Vjl. 

Consequently, although the product of the two expressions 
/, + j7, and K, 4- ;' Vt represen ting the current wid voltage in a circuit 
ta /,y, - /,V,-f; (/iF,-|-/,F,), when ; is considered simply as a 
multiplier equal to v — 1, this expression, however, is incondstent 
with the meaning of /, as defined by equation (8a), since /„ I„V, 
and Vt are all rotating vectors. It is important to bear this 
clearly \a mind, since one is likely to make the mistake of taking 
this product as the sjrnibohc expression for the power corre- 
sponding to the current /i-(-;7, and the p.d. F,-|-/y„ and to take 
the "real" part of this product as represaiting the average power. 
As a matter of fact, the value of the average power correspond- 
ing to the current h+jh and the p.d. Vi + ZF, is 

(see Article 215). That ia, the sign between the two terms in the 
expression for the average power is just the opposite of the sign 
resulting from the multiplication of Ii+jh and V|-(-;V", and tak- 
ing i as & multiplier equal to V _ I . 

211. Symbolic Notation for Impedance. — Impedance as a 
Complex Humber. — When the current and p.d. in a circuit of 
constant resistance r and constant inductance L are both fiarmonie 
lunctiom of the same frequency they may be represented respective- 
ly by the two vectors / andF. 
The component of the result- 
. ant p.d. in phase with the cur- 
rent is a vector coinciding in 




direction with / and equal in 
length to the product of r by 
the length of the current vec- 
tor, that is, is represented by 
the vector r/ in Fig. 1 18. The component of the resultant p.d. 90° 
ahead of the vector / is a vector leading the cuircnt vector by 
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90" and equal in length to the product of the reactance x by the 
length of the current vector, that ia, ia represented by the vector 
jzl. Hence the resultant p.d. ia represented by the vector 

V^rI+jxI^{r+ix)I (9) 

This relation also follows directly from the differential equation 

y=r/+L_:=r/+L;a./=r/+;x/=(r+;x)/ 
■ ■ dl ■ ... 

for, since Lis a constant, Li<a = itaL=ix. 

When the current vector is referred to any arbitrary line of 
reference rotating with the same angular velocity as the current 
vector, the symbolic expree^on for the current vector ia /=/, + ;'/, 
where /, is the component of / parallel to this line of refer- 
ence and /, the component of / leading this line of reference by 
90°. The component /, Sowing through the resistance r produces 
a drop of potential r/, in the phase mth // this component /, flow- 
ing through the reactance x also produces a drop of potential 
xl, leading /, by 90°. The component /, flowing through the 
resistance r produces a drop of potential r/, in phase with /, and 
therefore leading /, by 90°, since /, leads /, by 90"; this com- 
ponent /, flowing through the reactance x also produces a drop 
of potential x/, leading /, by 90° and therefore leading /, by 180°. 
Hence the total drop of potential in phase with /, is (r/,-x/^ 
and the total drop of potential 90° ahead of 7, is (xl, + rl^. 
Therefore, in symbolic notation the vector representing the 
total potential drop, referred to /, as the line of reference, is 

V=(rl,-xi;)+} {xl, + ri;) 
But this expresdon is exactly the same as would result from 
multiplying (/,+;/,) by (r+jx) and considering j as equivalent 
to v — l, that is, 

V^{r+jx) (/, + //.) (9a) 

This relation also agrees with the interpretation of j as equiva- 
lent to a differentiation with respect to tot, for since r and x are 
constants, it is immaterial whether we write the differentiation 
sign before or after these constants. Compare with the significa- 
tion of the operation represented by the formula {V, + jV^ (/, + j/J 
where both terms in each expression are rotating vectors, Article 
210. 

The expression r+jx is not a vector, although it baa the same 
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mathematical form as the symbolic expression for a vector. 
Its properties in any operation of multiplication or diviuon are 
exactly the same as the prop- 
erties of a "complex number," 
that is, a number which con- 
] > sists of the sum of two terms, 
one real and the other Ima^- 
nary. Since the product of the 
symbolic expression for cur- 
"*■ "*■ rent by this expresaon r+jx 

gives the symbohc expres^on for the p.d. due to this current in 
the impedance having a resistance r and reactance x, the expres- 
sion r+jx may be looked upon as the symbohc expresMon for 
impedance, and may be' repr^ented by the single symbol z with 
s dot under it, i.e., 

2-r-l-ji (10) 

We may then write thejBymbolic expression for the p.d. produced 
by a curroit I=Ii+jI, in an impedance z'-r+jx as 

V=zl (11) 

Note that the length of the vector represented by zl 
is equal to Iz and that this vector leads the vector / by the 

angle 0=tan''~. Hoice multiplying the vector / -by the im- 

r 
pedanoe z ^vee rise to a vector equal in length to the 
product of the length of the vector / by the numerical value of 
the impedance, which vector leads / by the power-factor angle 
of the impedance. 

212. ^rmboUc Notation for Admittance. —The relation be- 
tween current and p.d. when both are harmonic functions of the same 
frequency may abo be expressed in terms of the admittance of the 
circuit. Let g be the conductance and b the susceptance, and let 
/ and V be the current and p.d. vectors. Then the component of 
/ in phase with V is a vector coinciding in direction with the 
vector V and equal in length to the product of the loigth <rf the 
p.d. vector by the conductance, that is, is repreeented by the 
vector oi g V in Fig. 120. The component of the current lagging 
behind the p.d. by 90" is a vector lagging behind the vector 
V by 90° uid equal in length to the product of the length 
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of the p.d. vector by the Buscepttmce, that is, is represented 
by the vectoi—jbV; since +j represents a lead of 90° and there- 




Re. 120, 

fore — ;■ represents a lag of 90". Hence the resultant current 
vector is 

I^gV-}bV=(g-jb)V (12) 

In the particular case of a leaky condenser this relation also 
follows from the differ^itial equation 



dt 

for since C is a constant CjtuV =^jatCV = — jbV. In the case of a 
condenser the charging current toCV leads the p.d. by 90°, and 
therefore the susceptance of the condenser is — o) C, since the 
susceptance of the circuit is the factor by which the p.d. must 
be multiplied to give the component of the current lagging 90° 
behind the p.d. 

When the p. d. is expressed as V, + ;V, the operation repre- 
aented by (.g—3b)(,V,+jV,) can also be shown by a process of 
reasoning similar to that employed in Article 211 to be equiva- 
lent to the product of g—jh and y, + ;V, when j is con- 
sidered as equivalent to V — 1. Therefore in symbolic notation 
the admittance of a circuit may be written as a complex 
number 

y=9-ib (13) 

and the current due to a p.d. y across this admittance may be 
written 

I=yV (14) 

213. DiTision of a Rotating Vector by a Complex Number. 
— Since by equations (11) and (14) we have 

V=zI={r+ix)I (o) 

and 



I=yV=(9-fl>) V 



(fc) 
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the division of the vector V by (r+yi) must be equivalent to 

multiplying the vector V by (g—jb), that is 

Y 1 

^~yV or ^=y (15) 

z • ■ z • 

Similarly, the division of the vector Ihy(ff-~]b) must be equivalent 
to multiplying / by (r+jz), that is 

^=zl or 2=2 (16) 

y •■ y ■ 

But multiplying equation (a) by (r—jx), considering ; simply as a 

multiplier equal to k- 1, we get 

(r-jx) y=(r*+x»)/ 
whence, dividing this equation by H+i*, we get 



•[?h-'^y 



r^ + x' . 
which to beconsifitent with/= (j-;V)) F requires that 

ff=- and 6=-— — 

H + i" r'+i' 

which agree with the relations already establbhed in Article 199. 
Similarly, multiplying equation (h) by (g + jb) we get 

wh«ice, dividing this equation by r'+x*, J 






which to be consistent with V=(r+jx) / requires that 

S J (" 
r=— ^ — and x= 

g'+b' ff»+fc" 

which agree with the relations already established in Article 199. 
In general, the division of any rotating vector vl by a com- 
plex number of the form a=a,±iat is equivalent to multiplying 

the rotating vector by — — ^—^, that is 

-^-°4P-,^ (17, 

Consequently, impedance and admittance in the symbolic notation 
may be treated as algebraic multipliers or divisors, the symbol 
J in each case being considered as mathematicaUy equivalent to 
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v—l, and whenever a "/ " term occurs in the denominator of a 
fraction, the fraction may, by the relation given by equation (17), 
be put in a form having a ";'" term only in the numerator. 

V 
Hence, an expression of the form — = — , where V is any rotating 

a,±a, 
vector and a,±]at is any complex number, represents a vector 

a,V 

having the component ; — in phase vrith V and the com- 

a,V «■+«' „ 

ponent q: ■ leading V by 90 . 

From equations (15) and (16) the equivalent impedance Z of 
two impedances 2, and 2, in parallel when there is no externally 
induced e. m. /, in either is 



y,=—; whence the equivalent admittance is 5^=^! + ^,= +-=3 
z, • ■ • «, 2, 

^ — ■-; but Z =- =^Ld-. In any numerical example this expression 

is readily "rationalized" by applying equation (17). Compare 
with the formiila in Article 9S for two resistances in parallel 
when there is no electromotive force in either branch. 

214. Kirchhoff's Laws in Symbolic Rotation. — Kirchhoff's 
two laws for the relations between the instantaneous values of 
the current and electromotive force in any circuit, may then be 
expressed m symbolic notation as follows : 

1. The sum of all the currents Sowing to any point in any 
network of conductors is zero. That is, at any point 

/+/' + /- ^0 (I80) 

where the currents are all expressed in symbolic notation and are 
all referred to the aame line of reference. 

2. The sum of all the impedance drops in a given direction 
around any closed loop in any network of conductors is equal to 
the sum of all the externally induced e.m.f.'a (see p. 339) acting 
in this loop in this direction. That is, around any closed loop 

2/ 4- 2'/' +?'/'+ ='B + E' + E" i\8b) 
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where the currents, impedances, and electromotive forces are al! 
expressed in symbolic notation, and the currents ajui e.m.}.'8 
are all referred to the same axis of reference. That is, the currents 
are to be expressed as l=Ii+ilu /'=■/,'+///, etc. and the 
e.m.f.'s as E = Ei + jI„ E" =Ei'+j Et, etc. where all the compo- 
nents of the currents and e.m.f.'s with the subscript 1 are parallel 
to one another and all those with the subscript 2 are parallel 
to one another and lead the first set of components by 90". 

The electromotive forces due to inductance and capacity are 
taken account of by the impedance; the electromotive forces 
represented by the E'a in equation (186) are the externally 
induced electromotive forces such as those due generators or 
motors or to the mutual inductance of the two windings of a 
transformer. 

In applying equations (18) to the calculation of the currents 
and p.d.'8 in any network of circuits, care must be taken to desig- 
nate clearly the sense of the vectors i^reeenting the currents and 
e. m. f.'s. This is most con- 
veniently done by number- 
ing all the junction points 
in the network, and desig- 
nating each current and e. 
m. f. by a double subscript 
written in the order corre- 
sponding to the assumed 
direction of the current o» 
e. m. f. vector. For exam- 
ple, in Fig. 121, the e.m.f. 
from to 1 is represented by 
*« '21. Ett while the e. m. f. from 1 

to 0, which Lt equal to — ^oi is represented by E„. In the figure, 
then, the net electromotive force from I to 2 is 

or E„ = '-E^, + E„ 

Each equation of the form (18a) or (ISb) is in reality equiv- 
alent to two equations, since the sum of all the " real " terms 
on one side must be equal to the sum of all the real terms on 
the other side, and similarly, the sum of all the " ; " terms on one 
side must be equal to the sum of all the " / " terms on the other 
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side; the denomin&tora of all fractions having been cleared of 
" ;■ " terms by the transformation given by equation (17). This 
is merely another way of stating the fact that the component in 
any direction of the resultant of any number of vectors must be 
equal to the algebraic sum of the components in this direction 
of all the individual vectors. Applying these two la^ra to any 
network enables one, therefore, to calculate both componente of 
every p.d. and every current, when the impedances and the 
electromotive forces are known. 

It should be clearly borne in mind that the above equations 
are true only when the currents, the e.m.f.'8, and the impedances 
are expressed as vector quantities. These equations are not 
true when the numerical values of these quimtities are employed. 
The indications of alternating current voltmeters and voltmeters 
give only the afftettv^ val)iefi of currents and p. d.'s respectively, 
they do not indicate their phase relations. Hence, the sum of the 
currents eniering a junction as measured by ammeters in the vari- 
ous branches is not necesaarily zero; again, the sum of the potential 
drops in the various branches of a closed loop, aa measured by volt- 
meters in the various branches, is not necesaarily zero. 

Again, these equations hold only when the cwrerUa and e.m.f.'t 
are ail simple harmonic functions of the same frequency and the 
resiataTwes and reactances are constant. When, however, the re- 
sistances, inductances and capacities are constant, a similar set 
of equations holds for each frequency that may be present. Since 
the equations are all linear in the 7's and E'a, the currents and 
e.m.f.'s of any given frequency will be uninfluenced by the pres- 
ence of currents or e.m.f.'a of any other frequency. Hence, when 
the harmonics present in each e.m.f. are known, the harmonics 
present in each current may be calculated by solving the equa- 
tions corresponding to the frequency of this particular harmonic, 
these equations being exactly the same as would hold were all the 
other harmonics absent. 

Note particularly that the above equations do not hold for 
transient currents; they apply only after the transient terms 
(see Article 201) have become zero. 

216. Expression for Average Power in Embolic Rotation. — 
When the current in any circuit is r=v'2 / sin (ut + d) and the 
potential drop in the circuit (in the direction of the current) is 
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t='V'2 V ain (tat + d') the average power input into the circuit is 

P = VIcoaie'-e) 
where V and / are the effective values of the current and p.d. 
(Bee equation 9 of Chapter VII). The ourmit t^-VZ / nn{Qtt+6) 
may tdso be written 

i'^\/2Ico»6sitnat+V2 lainBcoamt 
and may therefore be represented by the vector 

/=/.+;■/. 
where 

l,=lco»0 

Similarly, thep.(f. V'='v2 V nn (ai(+^) may be written 

v~\/2 V cos $' nn o>t-¥-^2 V xin 6'. cot tot 
and may therefore be represented by the vector 

r=F,+;y. 

where 

V, = V coadr 

Expanding the power equation we get 

F-F/ cos ecos9'+ VI ain 6 sin 6' 
= Vcos0'Xlco3d+Vnne'Xlain6 
But Vco8 0'='V,: I cos 6 =/.; V"«tn^=.V,; I sin 6=1^ 
Hence the average power corresponding to 1^1,+]!, and 

P = V,I,+ VJ, (19) 

Note that this expression is not equal to the real part of the product 
of V = Vi + jVt and I=Ii+jI„ when"/" is considered equiv- 
alait to V— 1, which product gives 

VI = VJ. - VJ,+} (VJ,+ VJ,). 
The average power is the real part of this product with the sign 
between the two terms V,I, and V^, reversed. 

216. Expression for Reactive Ptrnttr in Symbolic Notatitm. — 
The reactive power corresponding to the current i = V2 Isin( ut + ^ 
and the p.d. ^^2 V sin (col +6') a (see AHicle 184) 

V = VIsin($'-0) 
{Note that the reactive power is taken as positive when the 
current lags behind the p.d., i.e., when $<$'.) 
Expanding the equation for V we get 
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U = VI Bind' cos 0-VIcot0' Kin 
= Vain$'IcoB0-Veo«d'lsin0 
Therefore 

U = VJ,-VJ, (20) 

Whoi /„ V„ /, futd V, have the same sigmfication as in the 
preceding iirticle. Therefore the reactive power is not equal to 
the " i" part of the product V = V,+jVi aad /— /i + yV, when 
;■ is coosidered equivaleot to v'— 1, but is the " j " part of thia 
product with the sign between the terma V,I, and VJ, reversed, 

217. Expression for Power Factor in Symbolic Rotation. — 
The power factor coireBponding to the current I'^Ii+jt, and the 
p.d. V — V, + jV, is equal to the ratio of the average power 
P =• V,/, + Vtit to the product of the effect current / and the 
effective p.d. V, that is 

yt -^(V.'+V,*) (/,' + /,*) 
The power-factor angle, i.e., the angle the cosine of which is equal 
to the power factor, is ^ - 0, since 0' — 6 'a the diffet:pnce in phase 
between current and p.d. Therefore from (19) and (20) 

[V.I.— V.l, 1 
— lii — -^ (21a) 

V,I,+ VJ,J 

218. Examples of the Use of the Symbolic Method. — Problem 
I, Series Circmts. — An impedance 2, has a resistance of 3 ohma 
and an inductive reactance of 4 ohms; a second impedance z, has 



FIc 122. 

a reeiatance of 8 ohms and a capacity reactance (^ 6 ohms, z, 
is then represented symbolically as 

and z, as 

j,=8-;6 
Let theee two impedances be connected in series, F^g. 122, and 
let an e. m. f. oi 100 volts be impressed acrosa th«n from a to c. 
Choosing the vector representing the potential drop from a to c 
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as the axis of reference, and calling the current from a to c I^ 
we have, that (3+;4+8-;6) I„ =100+;0 whence 

•"^ 11-2; 121+4 
Hence the effective vftlue of the current is 

/ -V' (8.8)'+ (1.6)* =8.94 amperes 
and it leads the potential drop from a to c by the angle 



1 1* 



=10.3° 



The potential drop across the first impedance is 

Vot=(3+;4) (8.8+/1.6) =26.4-6.4+7 (35.2+4.8) 
=20+;40 
which has the effective value 

V^ = l''(20)'+(40)* -44.7 volta 
and leads the potential drop Vg^ by the angle 




The potential drop across the second impedance is 

V^-(8-j6) (8.8+jl.6)-70.4 + 9.6-) (52,8-1.2 
-80-)40 
which has the effective value 

V^ -1/(80)" + (407' -89.4 volts 
and lags behind the potential drop V^c by the angle 
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tan 



.,40_ 



The complete vector diagram is given in Fig. 123. Note that the 
current ia plotted to ten times the scale of the p.d. 

The power input into the first impedance is 

ft'oft -=8.8X20 + 1.6X40 =-240 watts 

The power input into the seifond impedance is 

JTfe =8.8X80- 1.6X40 =640 watts 

The total power input is 

Wo,=8.8X 100 + 1.6X0=880 watts 
which of course is the sum of Wg^ and W^. 

Problan 2. Parallel Circuits. 

Next, let these two impedances be connected in parallel, Fig. 
124, and let the total current taken by the two be 100 amperee. 

Choosing the vector representing the total current from a to 
6 as the axis of referraiGe, and calling /'at =/]'+/// the current 
in No. 1 from a to h and I"ai,=I'+3l,' the ourrait in No. 2 
from a to 6, we have from equations (18) that 

/.'+y//+/,'+//.'=ioo+/o 

and 

(3+/4) (/.'+i/.')-(8-;6) {/,'+37.')=0 
Whence 

//+/'+/ (/.'+/,*) =100+/ 

3//-4//„/(4/,'+3/,')=,8/,'+6/.'+/(8/,'-6/') 




Equating the real and the "; " terms in these two equations we get 
//+/,' = 100 
7/+/,"=0 
3/,'-4/,'=8/,' + 6/,' 
4// + 3// = -6/," + 8/,' 
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Solving these equations we get 

//-80 

// 40 

/•=20 

/.'=40 
Whence the current in No. 1 from a to & is 

7'^=80-;40 

which has the effective value^ 

/' =V^(80)'+ (40)' =89.4 amperes 
and lags behind the total current I^t by the angle 

ten' — =26.50 
80 
The current in No. 2 from a to b is 

/'ai=20+/40 
which has the effective value 



I'= VC20)*+(40)*-44.7 amperes 
and leads the total current I^ by the angle 

40 
tan-'— =63.5" 
20 
The potential drop across each impedance in the direction from 
a to b is 

V=6='(3+y4)(80-;40)-240+160+; (320-120) 

=400+;"200 

which has the effective value 

V = V'(400)' + (200)' -447 volts 
and leads the total current by the angle 
.,200 




Fig. 12s. 

(Note, this problem can be solved more simply by calculating 
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the admittances corresponding to the two impedances by equa- 
tions (37) of Chapter VII, and then proceeding io an entirely 
analogous manner to that employed in Problem I. The method 
above given, however, illustrates the manner in which any problem 
concerning a network of circuits may be attacked.) 

The vector diagram for the currente and p.d. is given in Fig. 
125. 

The p.d. is plotted to one-tenth the scale of the current. 
The power input into No. 1 is 

W^' =80X400-40X200=24,000 watta 
The power input into No. 2 is 

TF' =20X400 -I- 40X200 = 16,000 watts 
The total power input is 

W«100X400+0X200 =40,000 watts 

SUMMARY OF IMPORTANT DEFINITIONS AND 
PRINCIPLES 

1. A vector of length A making an angle with any arbi- 
trarily chosen axis of reference may be represented symbolically 
by the expression 

where A, is the component ( = A cos 6) of the vector A along the 
axis and A, is the component ( = A sin 6) of the vector A making 
a positive angle of 90° (counter-clockwise) with the axis. The 
symbol ";'" indicates that the component A, makes the angle 
90° with the axis. 

2. The length of any vector A, H-jA, is A=v/a7Ta7' and 

the angle which it makes with the axis is 6 =tan'^—^ 

A, 

3. The Bum of two vectors A, +/A, and A^ +iA,' referred to 
the same axis is 

5=CA, + A,')+;(A,+A/) 

4. In addition to showing direction the symbol j also has the 
following properties: 

(a) Multiplying a vector by ; rotates the vector through 90° 
in the positive direction. 

(i,) ,-,■_,■■ — 1. 

(c) y K = Kj when K ia & constant, real or complex, 
(e) jX±Xi when X is a rotating vector. 
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(d) jX = : when X is a vector rotating with a constant 

to dt 
angular velocity at. 

5. The symbolic notations for a sine-wave current, a sine-wave 
p.d., and a sine-wave e, m. f. are respectively 

/=/. + //, 

£=£, + ;£, 
where the two components of each quantity are any two oompo- 
nents at right angles to each other and each component is a vector 
rotating with an angular velocity a> =2 it /, where / is the fre- 
quency. 

6. The BymboUc notation for an impedance of constant resist- 
ance r and constant reactance x to a sine-wave current is the 
complex number 

7. The symbolic notation for an admittance of constant con- 
ductance g and constant susceptance & to a sine-wave current is 
the complex number 

y=g-ih 

8. The symbolic notation for the p.d. V in an impedance z 
due to a current 1 ia 

9. The symbolic notation for the current I in an admittance 
y due to a p.d. V is 

l=yv 

10. The relation between impedance and admittance in sym- 
bolic notation is 

1 

11. The symbolic notation for the equivalent impedance Z of 
two impedances 2, and ', in parallel is 

2, Z, 

12. An expression erf the form where a, and a, are 

a.±}a, 

constants is equal to 
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13. Kirchhoff's Laws in symbolic notation are 

X/=o 

tzl=%E 
where the currents / and the electromotive forces E are all referred 
to the same axis of reference. 

14. The averse power corresponding to a p.d. F= Ki+yV, and 
a current I—I, + jI„ both referred to the same axis of reference is 

P = V.I, + V,i, 
and the power factor is 

„./) V,I,+ V.l. 



VI 



PROBLEMS 

1. A vector A 10 units in length makes an angle of 60° in a 
counter-clockwise direction with another vector B 15 units in 
length. Knd the symbolic expressions of (1) A and B respec- 
tively, and (2) A + B, and (3) A~B referred to £ as the axis 
of reference in each case. 

Ans.: (1) 5+;8.66 and 10; (2) 20+/8.66; (3) -10+y8.66. 

2. A certain vector is represented symbolically by the expres- 
sion 12+y24, Find the symbolic expression of a vector equal 
in length (1) when it makes an angle of - 40" with the axis of 
reference, and (2) when it mak^ a right angle with the axis of 
reference in the clockwise direction. 

Ana.: (1) 20.6-jl7.27; (2) -;26.8. 

3. Three impedances A, B and C have reaistanoes of 5, 8 and 
3 ohms respectively and reactances of 14, and — 10 ohms respec- 
tively. Find the symbolic expressions of the resultant impedance 
of these three impedances, (1) when they are connected in series, 
(2) when they are connected in parallel, and (3) find the symbolic 
expression of the resultant admittance of these three impedances 
when they are connected in parallel. 

Ans.: (1) 16-I-/4; (2) 5.56-;0.902; (3) 0.1751+70.0284. 

4. An e. m. f. of 150 volts and 25 cycles is impressed upon a 
series circuit consisting of a resistance of 5 ohms, an inductance of 
0.05 henry and a capacity of 1000 microfarads. If the vector 



c,..i,.ej,,Ct)l>^Ic 



394 ELECTRICAL ENGINEERING 

representing the impressed e. m. /. is taken as the axis of reference 
find(l ) the symbolic expression for the current flowing in the circuit, 
and (2) the average rate at which energy ia given to the circuit. 
Ans.: (1) 27.6-y8.17; (2) 4140 watts. 

5. Two impedances A and B of 4 and 12 ohms resistance 
respectively and 15 and —8 ohma reactance respectively are con- 
nected in series. If the current established in this circuit is 10 
amperes, find the symbolic expression for the potential drop, (1) 
through A, (2) through B, and (3) through the entire circuit, all 
referred to the current as the axis of reference. 

Atk,: (1) 40-l-yi50; (2) 120-;"80; (3) 160+j70. 

6. If the two impedances described ia Problem 5 arc connected 
in parallel, and the current in ^ is 5 amperes, find the symbolic 
expressions for the currents in A and B respectively referred to 
the potential drop across the parallel circuit as the axis of reference. 

Ana.: 1.289-/4.84 and 4.48+;2.98. 

7. When a given 60-cycle e. m. /. is impressed upon a series 
circuitof 5ohms resistance.O.Ihenryinductanceand 50 microfarads 
capacity, the symbolic expression for the fundamental of the cur- 
rent is 12-/10 and for the third harmonic of the current 6+/8 
referred respectively to the firat and third harmonics respectively 
of the impressed e. m. f. Find(l) the effective value of the im- 
pressed e. m. f. and (2) the average power dissipated as heat energy 
in the circuit. 

Ana.: (1) 988 volts; (2) 1720 watts. 

8. An impedance A is connected in series with two impedances 
B and C connected in parallel. The resistances d A, B and C 
are 3, 5 and 6 ohms respectively and the reactances are 5,-7 and 
3 ohms respectively. If an e. m. /. of 200 volts is impressed across 
the entire circuit, find the symbolic expression of the currents in 
A, B and C referred to the potential drop in A. 

Am.: I1.4-/19.0; 12.4-/2.75; -1.01 -/I6.3. 

9. An e. m. f. of 100 volts is impressed upon a series circuit 
formed by two impedances A and B in series. The impedance A 
has a resistance c& 4 ohms and a reactance (rf 6 ohms and the 
potential drop across A is 100 volts. If the entire circuit absorbs 
1 kilowatt of power, find the symbolic expression of (1) the cur- 
rent, (2) the potential drop through A, and (3) the potential drop 
through B, all referred to the e. m. f. impressed upon the entire 
eireuit. 
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Ans.: (l)10±j'9.58.;(2)-17.6+j"98.3or97.5+j"21.7;C3) 117.5 
-j"98.3 or 2.5-/21.7. 

10. Two impedances A and B are connected in paraJlel. The 
respective Bymbolic expressions for the impedances of A and B 
are 4 + ;S and 5~}S. Xf the total current supplied to this parallel 
circuit is 20 amperes, find the symbolic expressions for (1) the 
currents in A and B, and (2) the potential drop across the parallel 
circuit, aH referred to the total current supplied to the circuit. 

Ana.: (1) 5.66-/9.81 and 14.34+j9.81 ; (2) 101.1 +/6.0. 

11. A 600-volt, 60-cycIe ^temator is delivering 25 kw. at a 
power factor of 85%, lagging current. The armature has a resis- 
tance of 0.25 ohm and an inductance of 0.001 henry. Referring all 
vectors to the terminal voltage of the alternator, find the symbolic 
expression for (1) the armature current, {2} the armature voltage, 
and (3) the resistance drop in the armature. 

Ans.: (1) 50.0-J31.0; (2) 524+;ll.l; (3) 12.5-/7.75. 

12. The generator in Problem 11 supplies power to a motor 
over a line of 0.3 ohm resistance and +0.6 ohm reactance. If the 
armature of the motor has a resistance of 0.2 ohm and a reactance 
of 0.3 ohm, find the symbolic expression of the armature voltage 
of the motor referred to the terminal voltage of the motor. 

Ant.: -448.I+/9.7. 
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219. Polyphase Alternating Currents. — A polyphase alterna- 
tor 13 an alternator upon the armature core of which are tvound 
two or more independent windings which are arranged with respect 
to each other in such a manner that the electromotive forces in 
the various windings differ in phase by a constant angle. In a 
two-phase alternator there are two independent windings, which 
are arranged in such a mamier that when the e. m. /. induced in one 
winding is a maximum, the e. m. f. induced in the other winding 
is zero, that is, the e. m. f. induced in one winding is in quad- 
rature with the e. m. f. induced in the other winding; this effect 
is obtained by placing the two windings on the core in such 
a manner that when a group of conductors in one winding is 
directly under a north pole, the corresponding group of con- 
ductors in the second winding is midway between a north pole 
and a south pole. In the case of a two-pole machine this means 
that a group of conductors in one winding is placed 90 degrees 
ahead of the corresponding group in the other winding ; similarly, 
in the case of a multipolar machine, if we call the distance between 
two aucceesive poles of like sign equal to 360 " electrical" degrees, 
we may describe the relative position of the two windings as such 
that the corresponding conductors in the two windings are spaced 
90 electrical degrees apart. In general the two windings overiap 
each other, or are " distributed " over the armature surface, but 
for each conductor in one winding there is a corresponding con- 
ductor in the other winding 00 electrical degrees, or one quarter 
of the pole pitch, ahead of the conductor in the firat winding. 

A two-phase alternator may be provided with a separate pair 
of slip rings for each winding, that is, four rings in all ; or with 
three slip rings, and one of these rings made to serve as a common 
return for the two windings. 

A three-phase alternator is similar in construction to a two- 
phase machine except that three separate windings are employed. 
the corresponding conductois in the three windings being spaced 
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120 electrical degrees apart, and the 
induced electromotive forces therrfore 
difEer in phase by 120°. These wind- 
ings are connected electrically in two 
different ways. The three windings 
may be connected end to end aa shown 
in Fig, 126, and leads from the junc- 
tions 1, 2 and 3, brought out 
three slip rings ; or one end of each of i~ 
the three windings may be connected 
to a common junction, called the 
" neutral point," as shown in Fig. 
127, and the other ends 1, 2 and 3 brought out to throe slip rings. 
In soine cases the common junction or neutral point is also con- 
nected to a fourth slip ring. A three-phase alternator with its 
windings connected as shown in Fig. 126 is said to be " mesh " 
or " Delta " connected, the latter from the Greek capital letter 
"A." When the windings are con- 
nected as shown in Fig. 128 the alter- 
nator is said to be " star " or " Y " 
connected. In large generators the 
armature is stationary and the field 
rotates ; in such a case the armature 
windings are connected to fixed ter- 
minals and the two ends of the field 
^ winding are connected to two slip 
rings. Continuous current is supplied 
to the field through brushes bearing on these two slip rings. 
The advantages in using three-phase currents are chiefly: 

1. The more satisfactory operation of three-phase motors as 
compared with single-phase machines. 

2. The saving in the amount of copper (25 per cent) as com- 
pared with a single-phase system for the same voltage between 
wires. 

3. The lesser coat of three-phase generatois and motors of the 
same power and for the same voltage between terminals. 

4. Better voltage regulation of three-phase generators. 

S20. Vector Sum of the Induced £. M. F.'s in the Three Wind- 
ings of a Three-phase Generator Equals Zero. — Let E,„ £„ 
and E,„ Fig. 128, be the three e.m.f.'s induced in the three wind- 
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ings of a three-phase generator, taken as positive in the counter- 
clockwise direction around the closed loop formed by the vrindingt of 




the generator. In a properly designed machine these e.m./.'« have 
equal effective values, but due to the relative position of the wind- 
ings they differ in phase by 120°; that is £„ leads E„ by 120° and 
E„ leads E„ by 120". Hence the symbolic expreesions for the 
three e.m.f.'s referred to E„ as the line (^ referoice are, when these 
e.m.f's. are sine waves, 






and therefore 



E„+E„+E„'-'0 
Hence the total e.m./> at any instant acting around the closed 
loop formed by the three windings is zero, and therefore when no 
external circuit is connected to the three terminals, i.e., when 
the generator is running on " open " (external) circuit, there wffl 
be no flow of current in the armature provided the cm.f.'a are 
dne waves. 

Similarly, in the case of a three-phase F-conneoted genvator. 
Fig. 129, the induced e.m.f.'s E„, E,,, and £„ are aU equal in 
effective value and differ in phase by 120°. Hence choosing E„ as 
the line of reference and taking these e.m.f.'s at positive in tht 
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directum aioay from the neutral point, we have, when the e.m.f.'a 
are sine waves, that 

£.,= ( I +;0 ) E„ 

E..= (4+,-^)f, (2) 



^,=(-i-.1l)... 



and therefore 

When the generator is running on open (external) circuit there 




Fit. 12!) 

is of course no current in the coils, since each coil is open at one 
end. 

S21. Relation Between Coil E.H.F. and E.H.F. Between 
TfliminalB in a Y-Connected Three-Phaae Genentor. — ^The e.m.f- 
between any pair of terminals, or the equivalent " A " e.m.f- 
of a F-connected generator is equal to the vector sum of the 
e.m.f. 'b in the two coila in the direction from one terminal to the 
other. Using the above notation, and assuming sine-wave 
e.m.f. 'i, we have that the e.m.f. between the terminab 2 and 3 in 
the K-connected generator in the direction from 2 to 3 is 



£., 



Similarly for the e.m.f. 'h between the terminals 3 and 1 and 



400 



ELECTRICAL ENGINEERING 



betweea the terminals 1 and 2; hence, the equivalent ' 
m. f.'s, that ifl, the e.m.f.'s between terminala, are 

E„-=-is/Z E„ 



(3) 




That is, the equivalent A e.m./. is equal numerically to the square 
root of three times the effective value of 
the y e. m, f. and lags 90° behind the 
e.m./. in the opposite branch of the Y. 
The A e.m.f'a are ther^ore represented 
by the sides of the triangle formed by 
connecting the ends of the three vectora 
represraiting the Y e. m. f.'s, the podtlve 
direction being taken in tiie counter- 
k clockwise direction, see fig. 130. 
B„ 222. Currents from a Three-Phase 

nt. 13a Generator. — Generator and Load Botti 

Y-Connected. — When the three terminals of & three-phase genera- 
tor, either A or F connected, are connected to either a K or A 
connected load, currents equal in effective value and differing in 
phase by 120° will flow from each terminal, provided (1) that the 
resistance and reactances of the generator windings are respec- 
tively the same for the three windings, (2) that the resistances and 
reactances of the windings of the receiving device or load are 
respectively the same for the three windings, (3) that the e. m. f.'s 
in each winding <rf the generator are equal in effective value and 
differ in phase by 120", and (4) that the back e. m. /.'s, if any, in 
the windings of the load are equal in effective value and differ in 
phase by 120°. When the e. m. f.'a in each phase of a three-phase 
system are equal in effective value and differ in phase by 120° 
and the currents in each phase are equal in effective value and 
differ in phase by 120°, the sj-stem is said to be " balanced." 

Consider the sbnple case of a y-connected generator to 
the three terminals of which are connected three equal im- 
pedances in y. Fig. 131. Let z represent the total impedance 
of each winding of the load plus, vectorially, the impedance of 
the generator windmg in series with it. For the closed loops 
OlaC&M and 02i0'c30, we have, assuuiii^ sine-wave currents and 
t.m.f.'s, that 
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E„-E„-'2l,,-zI„ (a) 

E„-E„=z'l„-zI„ (fe) 
Also at the junction or O' we have that 

which give three equations in the three unknown quantities 
/„ /„ and In- Referring the e.m.f.'a to £„ as the axis of niot- 
ence, equations (a) and (6) may be written 




(I+JO) B.,-(-i+/^) K..-(|-I^^) «.,-(/.,-/„) (d) 

(-|+'f)^-{-f-'f)^-'V3 ..,=,('..-(.)« 
Substituting the value of I„ from equation (c) in the second of 
these equations, gives 

;V3K.=f (2 /„+/„) (/) 

which subtracted from (d) gives 

3z/« 





(^ 


,- 


-V 


., — i 


Therefore 
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Similarly for the other tw< 
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Consequently, since the three e.m.f.'a are equal in effective 
value and differ in phase by 120°, the currents in the three im- 
pedances have equal effective values and differ in phase by 120°. 
These currents, however, are not Hn phase with the correaponding 
e.m.f.'' except in the special case when the reactance component 
of the impedance is zero. 

When the load is a motor or other device developing in the 
three windings back e.m.f.'s equal in effective value and differing 
in phase by 120*, it can readily be shown that equations (4) 
still hold provided the E's in these equations are taken to repre- 
sent the vector difference of the gmerator e.m.f. per winding and 
the back e.m./. of the load per winchng. 

From the above discuasion it therefore follows that when a 
balanced K-connected load is connected to a F-connected gener- 
ator, the current established in each winding of the load is exactly 
the same as would be produced were this winding connected by 
itself to a single-phase generator having an e. m. f. equal to the 
e. m. f. induced in each winding of the generator and an internal 
impedance equal to the impedance of each of these windings. It 
also follows from equation (4) that the neutral point of the gener- 
ator and the neutral point of the load must be at the same poten- 
tial, since the rise of potential in the generator from the neutral 
point to any one slip ring due to the induced e. m. f. is equal to 
the drop in potential zl due to the resultant impedance <rf the 
generator, line and load. Consequently, were the neutral points 
of the generator and load connected by a wire, no current would 
flow in this " neutral " wire, provided the system is balanced. In 
case the load is not balanced, a current would flow in the neutral 
wire ; such a wire is sometimes installed to reduce the voltage drop 
between generator and load in case of unbalancing. In general, 
however, a three-phase system is very nearly balanced, as three- 
phase motors and rotary converters are designed to take the sanie 
current per phase, and in the case of a lamp load or single-phase 
motors used on a three-phase system, care is taken to distribute the 
various lamps and single-phase motors equally on the three-phases. 

223. Currents from a Three-Phaae Generator. — Generator A- 
Connected and Load Y-Connected. — When the generator is A- 
connected the induced e.m.f.'t between terminals are B,„ E„ 
and £„. Hence, n^lecting the resistance and reactance of the 
generator, and assuming sine-wave e.m.f.'s and currents, we have 
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R. -2 ('«-'..) (o) 

E„-i ('«-'-) (6) 

A, + /„+'..-0 (c) 

Referring E„ and £„ to E„ as the line of refereoce and substitut- 
ing in (a) and (6) the value of I„ from equation (c), we have 

(1+)0)E,. zq„+2IJ (0 

Multiplying the second equation by 2 and adding it to the first gives 

Similarly for the other two phases ; whence 
■■ V3 



JE, 

2'., 



• V3 



(6) 



' V3 
Hence, since the three A e.m.f.'a are equal in effective value and 
differ in phase by 120", the currents in the three impedaoces are 
equal in effective value and differ 120" in phase. Note that the 

vectors ^-=-^, l^ and i^ are equal to the vectors represented 

VS V3 V3 

by the lines drawn from the obiter of the triangle formed by the 
veotora E,„ £« and ^„; hoice the currents taken from alip rings 
of a A-connected generator by a balanced load are, neglecting 
armature impedance, exactly the same as would be produced 
by a r-connected generator developing e.m.f.'8 B,,, E„, E„, 
per winding where 

E» iVzk, (5a) 

Compare with equations (3). A dt-connccled generator, when sup- 



ELECTRICAL ENGINEERING 



flying a balanced load ia therefore equivalent to a Y-conneded genera- 
tor developing an e.m.f. per winding Ey numerically equal to — ±_, 

where E^ is the e.m.f- per winding of the ^-connected generator. 
Aa will be ahown presently, whoi the impedance of the generator 
is taken into account, as it must be in all practical problems, it 
is also necessary, in order that the Y-eoaneeted and the A-con- 
nected generator produce the same curr^it in the external circuit, 
that the impedance per 
winding of the equivalent 
V-conneoted generator be 
equal to one-third the im- 
pedance per winding oi the 
A-connected generator. 

2M. Coil Current in ■ 
A-Connected Geaerator for 
Balanced Load. — In a A- 
connected generator the 
current / taken from each 
terminal of the generator 
FU. 132. must be equal to the vector 

sum of the currents flowing to that t^minsl in the wind- 
ings of the generator. Let /,„ /„ and /„ be the currents in 
the three windings in the directions indicated in fig. 133, and 
as before let /„, /„, and /„ be the currents taken from the three 
terminals. The first set of curr^ts are called the " A " or coil 
currents and the second set the " K " or line currents. When 
the load it balanced, the three Y currents are equal in effective 
value and differ in phase by 120', see Article 223. Hence, 
referring all the curroits to /„ as the axis of reference, and as- 
suming sine-wave currents and e. m. /.'a, we have that 




)I„ 



.V3\ 



/.-/..= ( 1 

." ■" V 2 
{■,+/«+{., =0 

Hence, substituting in (a) and (b) the value of /„ from (c) we have 
2/„+/„=(l+;0)/„ " (d) 



(o) 
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and 



-(.,...,j=(-L«vs), 



Multiplying (e) by 2 and adding (d) gives 

whence 

V3 ■ 
Similarly for the other two phases ; whenct 



1,1 — -h=i» 

V3 . 
Henoe the current in each of the windings of a A-connected gener- 
ator is equal numerically to the effective vidue of the Y or line 
current divided by the equare root of three, and lags 90° behind 
the current in the opposite branch of the Y, provided the Bystem 
is perfectly balanced. Compare with the relation between the 
A e. m. f'a and the Y e. m. f,'a given by equation (3). 

The Y currents, like the Y e. m. f.'a, may be represented by 
three equal vectors differing in phase 
by 120'*. The sides rf the triangle 
formed by joining the ends of these 
vectors are then equal to three times the 
currents, but their directions, taken 
positive in the counter-clockwise direc- 
tion, give the proper phase relation be- 
tween the A and Y currents, see Fig. 
133. 

225. Coil E. M. F. and Impedance ' 
of the Equivalent Y-Connected Gen- *'" 

oator and of the Equivalent Y-Con- f'"- ^^■ 

nected Load. — A y-connected and a 

A-connected generator maybe looked upon as equivalent to each 
other provided the voltage between terminals b the same in each 
for the same current taken from the terminals. Let E^, f^ and 
Za, and S„, /„ and j„, be the effective e.m.f. per winding, the effective 
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current per winding and impedance per winding for & A and Y 
connected generator respectively. On the assumption of sine- 
wave currents and e. m. f.'s, the voltage between terminals and 
2 in case of the A-connected generator is the vector difference 
^11— Za-^mand the voltage between terminals in the case of the Y- 
connected generator is, when referred to ^„ as the line of r^erence, 
the vector difference —j x/S {Eat—z^ /„), provided the system is 
balanced, see equations (3). Hence in order that these two ex- 
preesiona be equal for all values of the line or Y current we must 
have 

and 2fl/ii = — Js/S Zj'm 

But from equation (6) /ij = — — f/„; therefore 

«A=3«v (7) 

Therefore, in order that the voltage between terminala be the same 
in a y-connected as in a A-connected generator, the coii e. m. f. in 

the K-connected generator must be equal to — = times the coil 

VZ 
e. m. f. of the A-connected generator and both the resistance and 
the reactance of each winding of the K-connected generator must 
be one-third the resistance and reactance respectively of the 
A-conneeted generator. 

By a similar argument it can be shown that a A-connected 
load may be considered equivalent to a y-connected load pro- 
vided the back e. m. /. in each winding of the equivalent Y is 

taken equal to — ^ times the coil e. m. f. of each winding of the 

A-connected load and both the resistance and reactance of each 
winding of the equivalent Y are taken equal to one-third the re- 
sistance and reactance respectively of each winding of the A. 

236. Reduction of all Balanced Three-phase Circuits to Equiv- 
alent Y's. — Any problem in regard to a balanced three-phase 
circuit may therefore be solved by reducing all parts of the circuit 
to an equivalent Y connection, provided the currents and e. m. f.'s 
are sine waves. The transformations are made as follows: 

Any A-eonnected motor or generator is considered as equiv- 
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alent to a F-connected generator or motor in which the e. m. {. 
per winding E^ is equal to — = times the e. m. j. per winding Et, 
of the A-connected machine, i.e., 

£..^ (8a) 

and the impedance per winding z^ of the equivalent y-connected 
machine as equal to the impedance per winding f^ of the A-con- 
cected machine divided by three, i.e., 

',-\ m 

Similarly, any A-connected load which has an impedance 
per winding equal to f^ may be replaced by a F-connected 
load which has an impedance per winding 

z,J± (8c) 

The current per winding /^ in any A-connected generator or 
load is equivalent to a current /^ in the equivalent F-connected 
generator or load, where _ 

or vice versa, when the current in the equivalent Y is found to 
be ly, the corresponding current per winding in the A is 

'-^ <^> 

Similarly, when the equivalent Y voltage ia found to be E^, 
the corresponding A voltage is 

E^=V3Ey (8/) 

Each of the wires {e.g., the wire 3c in Fig. 131) connecting a 
generator terminal to a load terminal is then in aeries with the cor- 
responding phase of the equivalent F generator and F load. 

When all parts of the circuit have thus been reduced to equiv- 
alent Y's, each of the three phases may be treated as a single- 
phase circuit, each circuit considered completed by a wire having 
zero impedance connecting all the neutrals together, since all 
the neutrals are at the same potential. 

^27. Power in a Balanced Three-Phase System. — Consider 
first a F-connected load, and let the potential drop per winding 
be Vy, and the current per winding /^, and the difference in 
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phase between current and p.d. in tkia mnding be 6^, then the 
power input into each winding is Vyiy cos 6y, and therefore the 
total power input is 

Similarly, in the case of a A-connected load, for. which Vc is 
the potential drop per winding, /^ the current per winding, and 
6 1, the difference in phase between current and p.d. in Oaa winding, 
the total power input is 

In the case of a generator or any kind of a load, the p.d. that ia 
most easily measured is the p.d. betweeoi terminals or Uie p.d. 
between the mains where they connect with the terminals. In 
case of a A-connected generator or load thia is the p.d. per wind- 
ing, that is, y^; in the case of a y-coanected machine this is the 
equivalent A p.d. and is equal to the p.d. per winding V, mul- 
tiplied by the square root of three, that is 

F^=V3 F^ 
Since V^ is the same as the p.d. between wires, Vt, is frequently 
called the line voltage. 

The current that is usually meet readily measured is the 
current in each main, that ia, the current leaving each terminal 
of a generator or entering each terminal of the load. In the 
case of a y connection this is equal to the coil current /,, and in 
the case of a A-connected machine it is the equivalent Y eaneat 
and therefore is equal to the coil current /^ multiplied by the 
square root of three. That is, 

Since ly is the same as the current per main, /^ is frequently called 
the line current. Hence in expressing the power input into a 
y-connected load it is more convoii^t to substitute for V, its 
value in terms of the line voltage V^, which gives 

P=zl4.I^coae. 

=V3 V^ /„ cos e, (9a) 

In the case of a A-connected load, the substitution for I^ Its 
value in tenns of the line current 7^, gives 

P-.3 V^^cosB^ 
V3 
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•^VsV^I^cosB^ (96) 

Equaticou (9) are the expreasions usually employed for the 
three-phaae power, and are usually written without the sub- 
scripts; namely, the total three-phase power is usually written 

P=y/3VIcoae 
It should be clearly borne in mind, however, that the in iku 
expression is not the phase angle between the voUage V and the 
current I, but is the phase angle between the voltage to neutral 
and the line current, which in turn is equal to the phase angle 
between the voltage between wires and the A current. 

226. Example. — Energy is supplied from a generating station 
to a substation 50 miles away at a rate of 20f3O0 kilowatts. The 
system is a balanced* three-phase system and operates at a fre- 
quency of 25 cycles. The transmission line consists of three 
No. 0000 B. & S. copper wires spaced six feet betwe^ centers. 
It is desired to find (1) what wUl be the voltage between wires 
at the generating station when the voltage between wires at the 
substation is 60,000 volts, and the pow^ factor at the substation 
is 80 per cent, with the current loffffing, (2) how much power is 
lost in th& transmission line, and (3) what is the power factor 
at the generating station. The electrostatic capacity of the line 
may be n^Iected. 

The current per wire is 

. 20,000,000 „., 

/=_^ — I — =241 amperes 

■V/3X 60,000X0.8 

The voltage from line to neutral at the substation is 

Taking !„ as the line of reference, the symbolic notation for the 
voltage to neutral is 

F„ =34,600 (cos 0+i sin 0) 
where is the angle by which the voltage leads the line of 
reftnvnce /„ (see Article 207). But cos 5 = 0.8, and, since the 
current is lagging the angle by which the voltage leads the 
current is positive, and therefore »in ^ = +0.6. Therefore 

1^^=34,600 C0.8 + /0.6) =27,700+/20,800 

The resistance per mile of a No. 0000 wire is 0.258 ohms; ita 

inductance per mile for a spacing of six feet is 1.93 millihenries, 

hence the reactance per mile at 25 cydee of a No. 0000 wire is 
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27r X25X1.93X10''=0.303 ohms. Hence the total impedance 
of each wire is 

z^=60 X0.258+j50X0.303 = 12.9+;15.2 
Hence the voltage to neutral at the generating station ia 

y„'=27,700+;'20,800+(12.9+/16.2)X241 
=30,8004-/24,500 
The effective value of which is 39,300 volts, and therrfore the 
effective voltage between wires at the generating station is 
7/ =^3 X 39,300 =68,000 
The power lost in the line is equal to 3.^/^* where R is the 
total resistance of each wire and /„ the line current. Hence the 
power lost in the line is 

3Xl2.9x(241)*watt8=2,250 kilowatts 
The total power delivered to the line and substation is then 
22,250 kilowatte. Hence the power factor at the generating 
station is 

22,250,000 ^o.,84^,8.,y^ 
\/3X 68,000X241 

229. Rating of Three-Phase .^paratus. — The rated voltage 
of a three-phase machine always refers to the volts between termi- 
nals or the A voltage E^, the power rating is the total power 
for all three-phases, and the power factor (usually written cm 0) 
ia the ratio of the total power P to the square root of three times 
the voltage between terminals times the current per terminal 
/y, and the machine is assumed to carry a balanced load. The 
current per terminal is then 

I- P 

" VZ Ei. cos 6 
which is also the current per winding for a F-connected machine. 
In the case of a A-connected machine the current per winding is 

7, I 

230. Heasorement of Power in a Three -Phase Circuit. — Two 
Wattmeter Method. — To measure the power output of a three- 
phase generator or the power input of a three-pbase toad, the 
most obvious method is to measure the power for each phase 
separately by connecting the current coil in the wattmeter in 
seriffl with the windmg of that particular phase and the potential 
coil of the wattmeter across the terminals of that winding. The 
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total power output (or input) ia then the sum of the outputs (or 
inputs) for the three windings. In the case of a y-connected load 
with an accessible neutral point this is readily aocomplished, 
B^g. 134, by inserting the current coil in aeries with the line and 
connecting the potential coil between the terminal of load and 
its neutral ' point. (The output per phase of a y-connected 
generator is similarly measured by connecting the current coil 
in series with that phase of the generator and the potential coil 
across the terminal of this phase and the neutral point of the 
generator.) In case the load is balanced, the reading of the 
wattmeter multiplied by three gives the total power. When the 
load is not balanced a similar measurement must be made for 
each phase and the three readings add- 
ed; the three readings should be made 
simultaneously if the load is varying. 

In the ease ot a A-connected gen- Curwot coii I 
erator or motor, the three windings 
are usually connected inside the ma- 
chine, and it is therefore not' feasible 
to connect the current coil in series with 
the windings. Again, the neutral point 
of a y-connected generator or motor 
is frequently not accessible. The fol- 
lowing method for measuring the power 
is then usually employed, and gives the 
true power whether the system is balanced i"«- '34. 

or not. Two wattmeters A and B are connected as shown in 
Fig. 135; the current coil of A ia connected in series with one 
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line wire a, and the current coil of £ is connected in Beries with 
a second line wire b. The potential circuit of the meter A is 
connected across from a to the third line wire c, and the potential 
circuit of meter B is connected acroea from the line b to the 
line c. Let the instantaneous value of the currents and p.d.'8 
b% represented by small letters with subscripts indicating their 
directions. The instantaneous torque on the moving element 
of meter A 'm then proportional to v„ «„ and the instantaneous 
torque on the moving element of meter B in the soTne relative 
diredion is ti„ i^. (That is, when the instantaneous currente and 
p.d.'s are actually in the directions indicated by the arrows on the 
coils, and the two meters are exactly alike, these are the values 
of the instantaneous torques in each meter either both to the 
left or both to the right.) 

But ii„ = — v„ 

U,=i„-i» 

itt=iit~'iu 
Hence the total torque on the moving elements of both metere is 

But 

Vn + "n = — 1» 1, 

(since the total drop of electric potential at any instant around 
a closed path is zero). Hence the total instantaneous torque on 
the moving elements of the two meters is proportional to 

Vi,i„ + Vaiu+v,ii,i 
which is equal to the total instantaneous power. 

Since the reading of each wattmeter is proportional to the 
average torque acting on its moving element, it follows that the 
algebraic sum (the algebraic sujn, since the average values of 
Vii loi *nd v„ i,, may be of opposite sign) of the two wattmeter 
readings gives the true average power, independent of whether 
the load b balanced or not and also independent of the wave 
shape oi current and p.d.; provi<led the wave shape (rf the current 
in the potential circuit is the same as the wave shape of the p.rf. 
across it. This provision is only approximately fulfilled when 
the potential circuit of the meter contains iron. 

Since the average value of the instantaneous products «,, i,, and 
i^, i,, may be either positive or negative, the deflection of the watt- 
meter needle may be either to the right or to the left of the zero. 
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Wattmeters, however, are usually designed with a scale reading 
oaly to the right ; consequently when a positive value of the aver- 
age of the product vi corresponds to a defieotion to the right, then 
the needle goes off the scale to the left when the value c^ this 
product is negative. However, by reversing the leads connecting 
the current coil in the line, the direction of the current in the cur- 
rent coil is reversed with respect to the currant in the potential 
coil, and the needle will then deflect to the right. (Note that the 
terminal of the potential circuit connected directly to the sus- 
pended coil of the meter should always be connected to the line 
wire in which the current coil of the meter is connected ; otherwise, 
since the impedance of this coil is only a fraction of the total 
impedance of the potential circuit, practically the full voltage 
across the potential circuit will also exist between the potential 
coil and the current coil of the meter, and may cause the insulation 
between the two to break down.) 

To measure, then, the total three-phase power by this two 
wattmeter method, it is necessary to connect the current coils of 
the two wattmeters in the lines a and b in such a manner that the 
needles of both meters deflect to the right. It is then necessary 
to determine whether the two readings shall be added or sub- 
tracted. This is determined from the fact that if the average 
value of the two products v,i Ui and i^, i^ are both of the same 
sign, then both meters will also read to the right if they are inter- 
changed, and the connection to the middle wire c is kept unaltered. 
If, however, the average values of these two products are of the 
opposite sign, then when the two meters are interchanged and the 
connection to c is kept unaltered, the deflection of each instrument 
will reverae. Hence, the general rule, subtract the two readirtgs if 
on atibatUtUing one meta- for the other [the connection to the common 
wire c being kept unaltered), the deflection reverses; olhenoise the two 
readings are to be added. • 

231. Two Wattmeter Method Applied to a Balanced Three- 
Phase System. — In case the load is balanced and the currents 
and p.d.'s are both hannonic functions or sine waves, the phase 
relations of the currants and potential drops in the two watt- 
meters can be readily deduced. I*t be the angle by which the 
line current ly lags behind the potential drop V^ (i.e., cos 6 is 
the power factor of the load), then the veetore representing the 
various currents and p.d.'s are as shown iu Fig. 136. 
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The average value cS the instantaaeoua product v„ ^, is then 
equal to the product of the lengths of the two vectors representing 
11,1 and igi by the cosine of the angle between them, that is 

P, =average (v.. i.,) = V^ /„ cos (30°+tf) 
Similarly, the average value of the instantaneous product t^ i„ 
is equal to the product of the lengths (rf the two vectors repre- 
senting v„ and i„ by the cosine of the angle between them, that is 

P, =average (v„ O = VJ, cos (30° - ^ 
Hence when 6 lies between -60" and +60° both P, and P, are 
positive and therefore their sum gives the true three-phase power; 
when ^ is less than -60° or greater than +60°, P, and P, are 
rf opposite sign, and hence their differerice gives the true three- 
phase power. But cos 60° =i; hence when the power factor of 




the load is greater than 50 per cent either leading or lagging, the 
sum of the wattmeter readings gives the true power; when the 
power factor of the load is less than 50 per cent the difference of 
the wattmeter readings gives the true power.* 

In general, the power factor of the load is not known. How- 
*Note that in the above discuoioa a negative value of $ means » leading 
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ever, in the case of a balanced load the following simple test may 
be used to detennine whether the wattmeter readings are to be 
added or subtracted. Leaving aU other corrections unchanged, 
transfer the connection of the potential coil of meter A, say, from 
the common wire c to the wire 5. Then this meter wfll read the 
average value of the product v„ %,, and therefore its reading will be 

P,'~V„I„co3(3Of-0) 
Hence when- 60 < ^ < + 60, P, and P,' will both be of the same 
sign; when 8 <-QOot0 >+&), P, and P.' wUl be of the op- 
posite sign. Consequently, if when this change in connection is 
made, the deflection of meter A remains in the same direction, 
the sum of the original readings of A and B gives the true power ; 
if the deflection of A reverses, then the difference of the original 
readings of A and B gives the true power. An inspection of the 
vector diagram wiU show that th^ same rule applies to meter 
B when the connection of the potential oofl of B ta the common 
wire c is transferred to the wire a, all other connections remaining 
unaltered. Hence the general rule for a balanced load ; connect 
the two meters in circuit in such a manner that both deflect to 
the right and take the two readings P, and P,. Then, keeping 
all other connections unaltered, transfer the connection of the 
potential coil of one meter from the common wire to the wire in 
which the current coil of the second meter is connected; if the 
deflection of the former meter remains in the same direction add 
the original readings of the two meters ; if the deflection of this 
meter reverses, subtract the original readings of the meters. 

In the case of a balanced load the power-factor angle $ may 
be expressed directly in terms of the wattmeter readings. For, 
taking the sum and difference respectively of P, and P,, we get 
P,+P,=-VJ^ {cos(Z{f-ff)+ cos (2ff'^B)\=->/ZVJy cose 
P,-P, = VJ^ [cos (3Qf-0)-cos (3(f + 0)] = VJ^ sin 
whence taking the ratio of these two expressions, we get 

tan0=\/3 — -— - - 
P,+Pi 
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SUMMARY OF IMPORTANT DEFINITIONS AND 
RELATIONS 

1. The distance between the centers of sueceesive magnetic 
poles of like sign in any electric machine is said to correspond to 
360 electrical itgftts. 

2. A two-phase generator has two independent windings on ite 
armature displaced 90 electrical with reference to each other; a 
three-phase generator has three independent windings on its arma- 
ture, successive windings being spaced 120 electrical d^rees with 
reference to each other. 

3. A A-connected generator has its three windings connected 
in series and terminals brought out at the three junction points ; 
a K-connected generator has one end of each of its windings con- 
nected to a common junction point called the neutral and the 
other ends brought out to terminals, 

4. The sum of the e. m. f.'a induced in the three windings of an 
alternator when these e. m. f.'a are sine waves is zero. 

5. The equiralent A e. m. f. of a F-connected alternator is 
numerically equal to the square root of three times the effective 
value of the Y e.m.f. and lags 90° behind the e. m. /. in the op- 
posite branch of the Y; that is, 

E„ ]VSE„ 

provided the e. m. f.'a are sine waves. 

6. The equivaleat Y e. tn. f. of a A-connected alternator is 
niunerically equal to the effective value of the A e. m. f. divided 
by the square root of three and leads by 90° the e. nt. /. in the 
opposite side of the delta ; that is, 

VZ 
provided the e. m. f.'a are sine waves. 

7. A three-phase system is said to be balanced when the cur- 
rents and e. m. f.'a respectively in the three phases are equal in 
effective value and differ in phase by 120". 

8. The equivalent A current rf a F-connected alternator (or 
load) is numerically equal to the effective value of the Y current 
divided by the square root of three and lags 90" behind the cur- 
rent in the opposite branch of the Y ; that is 
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provided the currents and e. m. f.'a a,re sine waves and the Bjmtem 
is balanced. 

9. The equivalent Y current of a A-coonected alternator (or 
load) iB numerically equal to the square root of three times the 
effective value of the A current and leads by 90° the current in 
the opposite side of the A; that is, 

provided the currents and c. m. f.'s are sine waves and the system 
is balanced. 

10. The equivalent A impedance of a F-oonnected winding is 
equal to three times the Y impedance, that is, 

11. The equivalent Y impedance of a A-connected winding is 
equal to the A impedaiice divided by three, that is, 

provided the currents and e. m. f.'a are sine waves and the system 
is balanced. 

12. When al) parts of a balanced three-phase system have been 
reduced to equivalent Y'a, each of the three phases may be 
treated as a single phase circuit, each such circuit being considered 
completed by a wire of zero impedance connecting all the neutrals, 
provided the currents and e. m. f.'a are sine waves. 

13. The total power input into a three-phase load is 

P=V3VIcoa0 
where V is the p.d. between terminab (the A p.d.), I is the line 
current (the Y current) and 6 is the power-factor angle (the 
difference in phase between the Y p.d. and Y current or between 
the A p.d. and A current). This relation holds only when the 
currents and p.d.'a are sine waves. 

14. When two wattmeters, connected in a three-phase circuit 
as shown in Fig. 135, read P, and P, watts respectively, the total 
power is 

P-P,±P, 
To determine which sign to use, substitute one meter for the other, 
keeping the connection to the common wire unchanged ; if the 
deflection of this meter reverses take the difference, if the deflec- 
tion does not reverse take the sum. 
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When the Bystem is balanced and the currents and e. m. f.'s 
are sine waves, the power factor of the load is cos 6 where 

tan 8 =\/3 — '- 



PROBLEMS 

1 . The ends of the three coils of a three-phase alternator are 
brought out to six slip rings. When the three coils on this alterna- 
tor are connected in Y and the machine is operated at its rated 
speed and field excitation, the rated output of the machine is 
30 kw. at 1000 volts. If the speed and field excitation are kept 
constant, what would be (I) the rated output of the machine, and 
(2) the rated voltage when the three coils are connected in A? 

Ans.: (1) 30 kw.; (2) 577 volts. 

2. A 26-cycle, three-phaae, A-connected generator develops an 
e. m. f. per coil of 1000 volts effective value. This c. m. f. con- 
tains the third harmonic snd the effective value of this luumonic 
is 10 per cent of the effective value of the resultant e. m. f. The 
resistance per coil of the generator is O.l ohm and the reactance 
per coil at 25 cycles is 0.3 ohm. (1) What will be the value of the 
current per coil when the generator is supplying no external loadT 
(2) Will this current be a eine-wave current, and if so, what will 
be its frequency? 

Ana.: (1) 110,4 amperes : (2) sine-wave current with frequency 
of 75 cycles. 

3. A 500-volt, 25-cycle, 100-kilovolt-ampera, three-phase, A- 
connected alternator, while operating at full load on a cireuit 
of 85% power factor, has one of its coils burnt out. With this 
coil open-circuited, (1) what is the maximum balanced load at 
85% power factor which the machine can supply continuously? 
(2) What proportion of this load is supplied by each of the two 
remaining coils? 

A-ns.: (I) 49.1 kw. ; (2) 32.1% and 67.9%. 

4. The armature of a 230-volt, two-phase, 50-kUovolt-ampere 
alternator is re-wound so that the end of one of the coils, A, is 
connected to the middle of the other coil, B. If 13.4% of the 
turns on coil B are removed, what will be the ratii^ of the re- 
sultant alternator? 

Ans.: 230 volts, 3-pha&e, 43.3 kilo volt-am perea. 
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5. A coil of high impedance is connected between two slip-rings 
of a K-connected 200-volt alternator. Find ( I) the potential diffrav 
encB between the middle point of the impedeace coil and the 
neutral point of the alternator, and (2) the potential difference 
between the middle point and the third terminal of the 
alternator. 

Am.: (1) 57.8 volts; (2) 173.2 volte. 

6. The potential difference between each of the line wires A, 
B and C and the neutral of a V-connected load on a three-phase 
system is 100 volts and these respective Y voltages differ in phase 
by 120°. The impedances of the three branches of the load 
are respectively Z^o = 10 + jO, Zbo=0-I-;10 and Zp^ =0-/10. 
(1) What will an ammeter connected between the neutral of the 
load and the neutral of the generator indicate? (2) If the cur- 
rent coils of two wattmeters are connected in lines A and B 
respectively and the potential coils are connected from j4 to C 
and froTi B to C respectively, what will each wattmeter read? 
(3) What is the total power supplied to the load? 

Ana.: (I) 7.32 amperes; (2) 1500 watts and 866 watts; (3) 
1000 watts. 

7. A three-phase y-connected generator supplies power to a biJ- 
anced load at a line voltage of 220 volts. The power is measured 
by the two wattmeter method and each wattmeter reads 10 kw. 
If the resistance and reactance of each phase of the armature is 
0.1 ohm and 0.3 ohm respectively, find the induced e. m. f. per 
phase of the alternator. 

Ana.: 133.2 volte. 

8. In series with each teiminal of a balanced three-phase 
load is connected a non-inductive resistance of 0.5 ohm. The p.d. 
between the terminids of the load is 200 volte, the p.d. between 
line wires just outeide the resistances is 300 vcAte, and the p.d. 
across the terminals of each resistance 100 volts. What is (1) the 
total power supplied to the load, and (2) ite power factor? 

Ana.: (I) 20 kw.; (2) 28.9%. 

9. Each phase of a balanced three-phase, delta-coimeoted load 
is formed by an impedance coil in series with a non-inductive 
resistance of 15 ohms. The voltage across the impedance coil in 
each phase is 80, the voltage across the non-inductive resistance in 
each phase is 150, the resultant voltage across the impedance coil 
and the non-inductive resistance is 200. What would be the 
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reading of the two wattmetera when connected to this load to 
measure the power by the two-wattmeter method? 
Ana.: 3420 watts and 2190 watts. 

10. The two wattmeters comiected to a balanced three-phase 
load read 5240 watta and 2380 watts respectively. (1) What is the 
difference in phase between the current in the currant coil of the 
first wattmeter and the potential drop through the potential coil 
of the second wattmeter? (2) What ]a the power factor of the 
load? 

. Ana.: (1) 123 d^rees or 57 degrees; (2)83.9%. 

11. The current coQ of a single wattmeter is connected in one 
of the line wires of a balanced three-phase load which takes 30 
kilowatts at a lagging power factor of 80%. Call this wire A 
and the other two line wires B and C respectively. What would 
the wattmeter read when its potential coil is connected (1) between 
A and B, (2) between A and G, and (3) between B and C? 

Ant.: (1) 21.5 kilowatts; (2) 8.5 kilowatts; and (3) 13.0 kilo- 
watts. 

12. 20,000 kilowatts is supplied from a generating station to a 
substation 50 miles distant over a three-phase line formed of 
three No. 0000 B. & S. copper wires spaced 6 feet between cen- 
ters. The resistance of each wire per mile is 0.258 ohms and the 
inductance per mile of each wire is 1.93 millihenries. A voltage 
of 60,000 is maintained between wires at the substation and the 
power factor of the substation is 80% lagging current. The 
system is balanced. Calculate (1) the voltage between wires at 
the generating station, (2) the total number ctf kilowatts lost in 
the transmission line and (3) the power factor at the generating 
station. 

Ana.: (1) 68,200 volts; (2) 2250 kilowatts; (3) 78.3%. 

13. Energy is supphed from a three-phase Y-connected gen- 
erator over a three-phase line to a balanced three-phase load 
formed by two motors connected in parallel. The motors take 
respectively 50 kilowatts at 80% power factor lagging and 100 
kilowatts at 90% power factor leading. The potential difference 
between the terminals of the motors is 500 volts and the resistance 
and reactance of each line wire are respectively 0.1 ohm and 0.2 
ohm. (1) What is the symbolic expression for the total current 
per wire taken by the load referred to the potential drop be- 
tween the terminal of one terminal of the load and the neutral? 
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(2) What is the numerical value of the potential difference be- 
tween the generator terminal and the neutral? 

Ans.: (1) 173.3+^0.3; (2j 308 volts. 

14. A three-phase Y-connected generator delivers power to a 
balanced delta-connected load over a transmission Une. The iwiat- 
anee of each line wire ia 0.3 ohm and the reactance of each line 
wire ia 0.5 ohm. The potential differences at the tenninals of the 
generator and the load are respectively 500 volts and 400 volts. 
The power factor of the load is 80% lagging. Calculate (I) the 
line current, (2) the power delivered to the load, (3) the power 
output of the generator, (4) the power factor of the generator and 
(5) the efficiency of the transmission line at this load. 

Jns.:(l) 104.7 amperes; (2) 58.0 kilowatts ; (3) 67,9 kilowatts: 
(4) 78.4%; (5) 85.4%. 
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APPENDIX A 

Thb following abbreviations are recommended by the American Institute 
of Electrical EngineerB aod are used in all ila publications. In general tbeae 
abbreviations should be used only when expressing definite numerical values. 



NiMB 


Institotb Sttle 


Alternating current 


f^eU out, or a-c. when used aa compound 




adjective 


Amperes 


spell out 


Brake horse power 


b.h.p. 


Boiler horse power 


Boiler h.p. 


British thennal utuU 


B.t.u. 


Candle-power 


frp. 


Centigrade 


cent. 


Centimetres 


cm. 


Circular mils 


dr. rails 


Counter electromotive force 


counter e.m.f. 


Cubic 


cu. 


Diameter 


speUout 


Direct current 


^)ell out, or d-c. when used as compound 




adjective 


Electric horse power 


e.h.p. 


Electromotive force 


e.m.f. 


Fahrenheit 


tahr. 


Feet 


ft. 




ft-lb. 


Oalbns 


gal. 


Grains 


P-- 




K- 


Gramme-calories 


g^al. 




spell out 


Hours 


hr. 


Inches 


in. 




i.hp. 


Kilogrammes 


kg. 




kg-m. 




kg-cal. 


Kilometres 


km. 


Kilowatts 


kw. 


Kilowatt-hours 


kw-hr. 


Magnetomotive force 


m.m.f. 




spell out 


Miles 


spell out 
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Namb 


Inbtttutb Style 


Miles per hour per second 


Mileeperhr.persei:. 


MiUimeUea 


nun. 


HilUKrammN 


mg. 


Minutes 




Metia 


m. 




m-kg. 


Microfarad 


spell out 


Ohms 


q>e11out 


Per 


spell out 


Percentage 


per cent, or % in tabular matter only 


Pounds 


lb. 


Power-factor 


spell out 


Revolutions per minute 


rev. per min., or r.p.m. 


Secoeds 


sec. 


Square 


sq. 


8quare-roo(r«f-inBan-aqusre 




Ton-mile 


^lout 


Tons 


spell out 


Volts 


spell out 


Volt-amperes 


spell out 


Kilovolts 


kv. 




kv-a. 


Watts 


spell out 


Watl-hours 


watt-hr. 




watts per c-p. 


Yards 


yd. 



1. Use lower cose characteis for abbreviations. An exception to this 
rule may be made in the case of words spelled normally with a capital. 
Example: "B.t.u." and not "b.t.u." nor "B.TU." (British thermal unit). 
"U.S.gal." (United States g&llon)) "B. 4 8. gauge" (Brown &. Sharpe gauge). 

2. Use all abbreviations in the singular. Example: "17 lb." and not 
"17 lbs.'' (17 pounds). "14 in." not "14 ins." (14 inches). 

3. Use a hyphen to connect abbreviations in cases where the words wouhl 
take a hyphen if written out in full. When a hyphen is used, omit the 
period immediately preceding the hyphen. Example: "3 kw-hr." and not 
"3 kw.-hr." (3 kilowatt-hours). 

4. Use a period after each abbreviation. In a compound abbreviation, 
do not use a space after the period. Example: "i.h.p." and not "i. h. p." 
(indicated horse power). 

5. Never use "P." for "per" but spell out the word. Example: "100 
fUb. per ton" (100 foot-pounds per Ion); "60 miles per hr." (60 miles per 
hour). 

6. Use "Fig." not "Figure." Example: "Fig. 3" and not "Figure 3." 

7. In all decimal numbers having no units, a cipher should be placed 
before the dectmaJ point. Example: "0.32 lb." not ".32 lb." 

8. Use the word "by" instead of "x" in giving dimen^ons. Example: 
"Shy 12in."not"8xl2in." 



.,Ct)i>^Ic 



«4 APPENDIX A 

9. Never use the characterB O or (') to indicate either feet and inches, 
or minutM and woonda aa period of time. 

10. Use (»pitala sparin^y; when uaed aa unita, do not capitA^se volt, 
ampere, wfttt, farad, henry, ohra, coulomb, etc. 

11. Do not use the expreasion"rotai7" or "rotary converter"; use "con- 
verts" or "syDChronous converter." 

12. Do not use a deaciiptive adjective as a sjmonym for the noun described. 
Example: a "spare transformer," not a "epare"; a "portable inatrument." 
not a "portable"; "automatic ^ipaiatua," not "automatica"; a "short cir- 
cuit," not a "short." 

13. Do not use the expresdona a.c. current or d.c. current; a.c. voltage 
and d"C. voltage. Their equivalents, "alternating-current current," "direct- 
current <mn«nt," "altemating-cuirsnt voltage," "direct-current vdtage" 
are absurdities. 

14. Do not use the expressions, raising tranafoirner," "lowering trans- 
former"; these expressions are ambiguous. Use "step-up transformer," 
"step-down transformer." 

15. Do not use the words "primary" and "secondary" in connection with 
transfonner windings. Use instead "high- tension " and "low-tenaion.' ' 



£, e, voltage, e.m.f., potential difference 

/, t, current Z, *, impedance 

P, power L, I. inductance 

^, magnetic flux C, e, capacity 

fi, B, magnetic density Y, y, admittance 

R, T, resistance 6, susceptance 

X, reactance 0, g, conductance 
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APPENDIX B 

In this country wires for electrical purposes, when 1ms than half an inch 
in diameter, are nearly always specified in tenns of a wire gauge introduced t^ 
the Brown and Shaipe Hanufacturing Co. Thia gauge, called briefly the B. & 
S. gauge,** is such that successive sixes differ in diameter by a constant per- 
centage. A solid wire 4S0 mils in diameter is called a No. 0000 wire and a wire 
5 mils in diameter is called a No. 36 wire. The next unaUer siie to a No. 0000 
wire is No. 000, the next smaller size No. 00, the next No. 0, the next No. 1 
and so on up to No. 36. The ratio of the diameteis of No. 0000 and No. 30 
is ^^=92, and the ratio of the diameters of successive dxee is constant; this 
constant is therefore equal to the 39th root of 92. The SQtb root of 92 is 
approximately equal to the aizth root of 2; hence the fallowing approximate 
relations (since the cross section varies as the square of the diameter and the 
cube root of 2 is approximately 1.36): 

1. The ratio of the cross sections of wires of succesave sises on the B. & 
S. gauge is equal to 1 .26, the larger number on the gauge corresponding to 
the smaller cross section. This same relation holds for the weights of succes- 
sive sixes for a given length. 

2. The ratJo of the resistances of wires of succe«uve sixes on the B. & 8. 
gauge is equal to 1 .26, the larger number on the gauge correqranding to the 
larger resistance. 

3. An increase of 3 in the gauge number halves the cross section and 
weight and doubles the resistance, 

4. An increase of 10 in the gauge number decreases the cross section and 
weight to one-tenth their original values and increases the instance to 10 
times its original value. 

The cross secUon of a No. 10 wire is approximately 10,000 circular mils. 
The resistance of this size copper wire is approximately 1 ohm per 1000 feet 
at 20*^ cent, and its weight approximately 31.5 pounds per 1000 feet. Front 
the above relations the resistance, cross section and weight of any size of wire 
may be calculated approximately with but little effort. The resistance of a 
No. 10 aluminum wire is approximately 1.6 ohms per 1000 feet at 20° cent, 
and its weight approximately 15 pounds per 1000 feet. 

The above relations are [or solid wire. Stranded wire is numbered on the 
B. &. S gauge in accordance with its cross section, not its diameter. The 
diameter of a concentric strand is approximately 15% greater than that of a 
solid wire of the same number; its weight and resistance are from 1 to 2 per 
cent greater, depending upon the number of twists per unit length and the 
number of wires in the strand. 

Below are given the exact rotations between gauge numbers, diameter, 
cross section, weight and resistance for copper wire of 100% conductivity 
Matthiessen's Standard. For aluminum wire of 62% conductivity multiply 
the weights by 0.47 and the resistances by 1.613. 

* Thii guife ii i]» Filled the Americmn Win Gauge, abbrevialad A. V. O. 
425 
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APPENDIX B 
Solid Copper Wire— 100% Uatthiessen's Standard 





Diani. 

MiU 




Weight, Pounds 


68" F. 






Area 
Cir. HUs 












B,ftS. 


Ban 


lOOC 


Mile 


Feet 
per lb. 


lOOC 


Mile 


0000 

000 

00 




460 
409.6 
364.8 
324.9 


211,600 
167,800 
133,100 
105,500 


640.5 
508 
402.8 
319.5 


3,381 
2.682 
2,127 
1,687 


1.561 
1.969 

2.482 
3.130 


0.(M913 
0.06195 
0.07811 
0.09850 


0.2594 
0.3271 
0.4124 
0.5210 


1 

2 
3 

4 


289.3 
257.6 
229.4 
204.3 


83.690 
66,370 
52.630 
41.740 


253.3 
200.9 
159.3 
126.4 


1,337 

1,062 
841.1 
667.4 


3.947 
4.977 
6.276 
7.914 


0.1242 
0.1566 
0.1975 

0.2490 


0.6557 
0.8270 
1.043 
1.315 


5 
6 

7 
8 


181.9 
162.0 
144.3 
128.5 


33,100 
26.260 
20.820 
16,610 


100.2 
79.46 
63,02 
49.98 


529,0 
419.5 
332,7 
263.9 


9.980 
12.580 

15.87 
20.01 


0,3141 
0.3960 
0.4993 
0.6296 


1.658 
2.091 
2.636 
3.321 


9 
10 
11 
12 


114.4 
101.9 
90.74 
80.81 


13,090 
10.380 
8,234 
6,630 


39.63 
31.43 
24.93 
19.77 


209.2 
166.0 
131.6 
101.4 


25.23 
31.82 

40.12 
50.59 


0.7940 
1.001 
1.262 
1.S92 


4.192 
5.286 
6.661 
8.407 


13 
14 
15 
16 


71.96 

64.08 
67,07 
50.82 


5,178 
4,107 

3,257 
2,583 


15.68 
12.43 
9.858 
7.818 


82.79 
65.63 
52.05 

41.28 


63.79 

80,44 
101.4 
127.9 


2,008 

2.531 
3,192 
4.025 


10.60 
13.36 
16.85 
21.25 


17 
18 

la 

20 


48.26 
40.30 
35.89 
31.96 


2.048 
1.624 
1,288 
1,022 


6.200 
4.917 
3.899 
3.092 


32.74 
25.96 
20.59 
16.33 


161.3 

203.4 
256,6 
323.4 


5.075 
6.399 
8.070 

10.18 


26.80 
33.79 
42.61 
53.75 



idb,Go(5glc 



APPENDIX B 427 

Stranded Copper Wire — 100% Hatthiessen's Standard 





Difun. 
Uila 


Area 
Cir. Mils 


Weight, Pounds 


ReBiBtance,20»C. 

68° F. 


B.&S. 
















Bare 




1000' 


Mile 


per lb. 


lOOC 


Hile 




1,152 
1,125 


2,000,000 
1,500,000 
1,260,000 
1.000,000 
900,000 


6.100 
4,57S 
3.813 
3,060 
2,898 


32.210 
24.160 
20.130 
16.100 
15,300 


0.164 
0.219 

0.328 
0.345 


0.006198 
0.006930 
0.008316 
01040 
0.01004 


0,02744 
0,03659 
0,04391 
0.05489 
0.05778 




1,092 
1,062 
1,035 


900,000 
850.000 
800,000 
750,000 


2,745 
2^3 
2.440 

2.288 


14,490 
13,690 
12,880 
12,080 


0.364 
0-385 
0.409 
0.437 


0. 01156 
0.01223 
0.01299 
0.01388 


0.06099 
0.06468 
0,06861 
0,07318 




963 
927 
891 
855 


700,000 
650,000 

eoo.ooo 

550,000 


2,136 
1.983 
1,830 
1.678 


11,270 
10.470 
9.662 

8,857 


0.468 
0.5O4 
0.546 
0.596 


0.01485 
01599 
01732 
0.01890 


0.07841 
0,08444 
0.09146 
0.09980 




819 
770 

728 
679 


500 000 
450,000 

400,000 
350,000 


1,525 
1.373 
1,220 
1,068 


8.052 
7,247 
6.442 
5636 


0.655 

0.728 
0.819 
0.936 


0.02079 
0.02310 
0.02599 
0.02970 


0.1098 
0.1220 
0.1372 
0.1668 


0000 
000 


630 
590 
530 
470 


300,000 
250,000 
211,600 
167,800 


915 
762 
645 
613 


4,831 
4,026 
3,405 
2,709 


1.093 
1.312 
1.560 
1.949 


0.03466 
0.04158 
0.04913 
0.06195 


0,1830 
0,2196 
0,2594 
0.3271 


00 



1 


420 
375 
330 

291 


133,100 
105,500 
83,690 
06,370 


406 
322 
255 
203 


2,144 
1,700 
1,347 
1,072 


2.463 
3.106 
3.941 
4.926 


0.07811 
0.09860 
0,1242 
0,1566 


0,4124 

0.5210 
0,6567 
0.8270 


3 

4 


261 
231 


52,630 
41,470 


160 
127 


845 
671 


6.250 

7,874 


0.1976 
0,2490 


1.043 
1.315 



This table is calculated for untwisted strands; if the strand is twisted the 
cn>8B section of the copper at right angles to the length of the strand, the 
weight per unit length and the resistance per unit length will each increase 
from 1 to 3 per cent, and the length per unit wdght will decrease from 1 to 3 
per cent, depending on the numMr of twists per unit length and the number 
of wires in tne strand. 
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INDEX 



SunuDBrieB of importHnt definitionB and principles will bo found on the 
foliowing pages: 

MagneetiBtn 93 

Continuous Electric Currente ........ 174 

Etectromagnetism . 230 

Electrostatics 276 

VuiflbleCunenU 299 

Alternating CiuTents 360 

Symbolic Method 391 

Three-Pham Alternating Currents 4ie 



Abbreviations, 422. 
Absolute system of units, 13. 

See under name of quantity for 
individual units. 
Abaorption, electric, 273. 
Acceleration, 

definition and units of, 10. 

of rigid body, 20. 
Admittance, 

definition of, 349. 

of an inductance and capacity in 
parallel, 351. 

symbolic notation for, 380. 

unite of, 351. 
Admittances in parallel, 351. 
A. I. E. E. style, 422. 
Alternating current, 

average value, 309. 

definition of, 306. 

effective value, 311. 

establishment of, 353. 

instantaneous value, 300. 
Alternating currents, 301. 

addition of, 331. 

polyphase, 306. 

use of, 312. 
Alternations, definition of, 307. 
Alternator, 304, 396. 
American wire gauge, 425. 



Ammeters, 122. 
Ampere, 

definition of. 111. 

international, 126. - 
Ampere-hour, 128. 
Ampere-tums, 

calculation of, 210. 

definition of, 207. 
Amplitude factor, 328. 
Analysis of wave, 320, ff. 
Angles. 

Anode, definition of, 125. 
Apparent pow», 330. 
Arc, electric, 217. 
Armature, 

electromotive force, 202, 204. 



Average value, 309. 

B. & 8. wire gauge, 425. 
B-H. curves, 86. 

eicperimental determination of, 195. 
Balance, current, 122. 
Balanced system, definition of, 400. 
Ballistic galvanometer, 194. 
Battery, electric, 155. 
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Calibration of metea, 122, 145, 194. 
Capacity, 

and inductance (see Inductance 
and Capacity). 

definition and units of, 267, 

oT variouB forma of condenBers, 269. 

reactance, 342. 

specific inductance, 272. 
Capacities, 

in parallel, 273. 

in aeriea, 272. 
Cathode, definition of, 125. 
Center of maae, definition c^. 14. 
Charging by contact and by induc- 
tion, 239. 
Charging current (ace Displace- 
ment Current). 
Charge, electrostatic, 

definition of, iil. 

properties of, 242. 

and quantity of electricity, 259. 

residual, 273. 

unitaof, 243, 261. 

within & conductor, 250. 
Charge, magnetic, 3S. 
Chemical energy, 23, 154. 
Circuit, electric, 

definition of, 102. 

energy aesociated with, 284. 

general equations of the simple, 
285. 
Circular mil, 133, 
Coil current in a delta-conn ectfd 

generator, 402. 
Coil electromotive force of Y-con- 

nected generator, 399. 
Commutation, 200. 
Complex number, 

admittance as a, 380. 

diviraon of & rotating vector by, 
381. 

impedance as a, 378. 

multiplication of a rotating vector 
by, 378. 
Components of a vector, 

power and reactive, 328. 
Compound wound dynamo, 202. 
Concentrated winding, 120, 225. 



Condenser, electric, 

edacity of, 267, 269. 

charging through a n 

MMudal cylinders, 270. 

definition of, 268. 

dimiJiarging through an inductance, 
295. 

discharging through a resistance, 
294. 

discharging through a redstance 
and inductance, 357. 

harmonic current through, 342. 

in parallel and in series, 272. 

non-harmonic current through, 343. 

parallel cylinders, 271. 

parallel plate, 269. 

reactance of, 342. 

spherical, 269. 
Condensera in series and in parallel, 

272. 
Conductance, 

definition of, 136. 

effective, 349. 

units of, 136. 
Conductivity, 139. 

Mattliieflsen's standard of, 136. 
Conductor, definition of, 103. 
Conductors, electric, 103. 

in parallel, 112. 

in series, 112. 
Contacts, law of successive, 
ContiniiouB current, eatabliahment of, 
288. 

specific resistance of, 135. 
temperature coefficient, 137. 
wires, 425, 

Corona, 266. 

Coulomb, definition of, 12S. 

Couple, definition of, 21. 

Current, electric, 
absolute measurement of, 120. 
allernating (see Alternating Cur- 
comparison of Htrengths of, 122, 
continuous, definition of, 108. 
decay of, 291. 
definition of, 101, 
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Current, electric — Continued. 
direction or, 111. 
direction of, lines of force produced 

by, 115. 
displacement, 263. 
establishment of, 28S, 353. 
force produced by mngnetic field 

on wire carrying an, 113. 
magnetic field produced by, IIS, 

ff, 170. 
oeciilating, 307. 
pulsating, 307. 
stream linM of, 165. 
strength of, 106. 
units of. 111. 
variable, 2S4. 
Currents, electric, polyphase, 396. 

Delta-connected generator, 

equivalent Y impedance of, 405. 

relation between coil current and 
line current, 404. 
Delta-comiected load, 400. 
Delta connection, 397. . 
Density, definition of, 13. 
Diamagnetio substances, 37. 
Dielectric constant, 248, 272. 

hysteresis, 275. 

strength, 286. 
Dielectric, definition of, 103. 
Difference in phase, definition of, 

308, 375. 
Discharge from points, 206. 
Displacement current, 263. 
Displacement, electric, 247. 

mechanical, 4. 
Dynamo, 

alternating current (see generator 
alternating current). 

continuous cuirent, 107. 

electromotive force of, 204. 
Dyne, definition of, 18. 

Earth's magnetic field, 40. 
Eddy currents, 288. 
Elective value, 

definition of, 311. 

of a harmonic current or p. d., 311 



Effective value — Continued. 
of a non-harmonic current or p. d., 
319. 
Effective resistance, 337. 
E^ciency, definition of, 31. 
Electrical degrees, 396. 
Electricity, 
analogous to a non-compressible 

fluid, 104. 
quantity of, 

definition and units of, 127. 
messurement of, 193. 
Electrisation, 
intenuty of, 245. 
lines of, 245. 
Electrochemical equivalent, 126. 
Electrodes, 125. 
Electro lysis, 124. 
Electrolytes, 124. 

Electromagnet, tractive force of, 229. 
Electromagnetic induction, electro- 
motive force due to, 185. 
Electrometer, parallel plate, 256. 
EUectromotive force, 
and potential drop, reUition be- 
tween, 140. 
armature, 202. 
contact, 10. 
definition of, 148. 
due to electromagnetic induction 

185. 
impressed, 151. 
of alternating i 



: generator, 
305. 
of chemical battery, 102, 155. 
of continuous current generator, 

204. 
of three-phase generator, 397. 
terminal, 151, 
thermal, 157. 
Electromotive forces, 
externally induced, 338, 350. 
in parallel, 160. 
in series, 160. 
Electrostatic field, enei^ of, 274. 
Electrostatic field of force, 244. 
Electrostatic Hux density, 247, 
251. 
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E3ectroetatic induction, 

flux of, 247. 

lines of, 247. 

phenomenon of, 239. 
Eiectroetatio inteunty, 244. 

inside r conductor, 249. 

just outdde a conductor, 2S0. 
Electroat&tic potential, 253. 

and dectricol potential, relation 
between, 261. 
Electrostatic screen, 249. 
Electroetaticg, 237. 
Energy, 

associated with a circuit, 284. 

chemical, 23, 154. 

conservation of, 23. 

definition of, 21, 

electric, definition of, 141. 

electric, measurement of, 147. 

electnntatic, 274. 

heat, 30, 228. 

magnetic, 216, S, 226. 

unita of, 24. 
Equipot«ntial surfaces, 

electric, 167. 

electrostatic, 255. 

ma^etic, 02. 
Equivalent sine-wave p. d. and cur- 
rent, 319. 
Equivalent Y, reduction of all bal- 
anced three-pbase circuits to, 
406. 
Equivalent Y-connected, 

gena'ator, 405. 

load, 406. 
Erg, definition of, 24. 
Eictemally induced e.m.f.'s, 338, 350. 

Farad, 267. 

Faraday's Law of Electrolysis, 135. 

Field of dectrostatic force, 

definition of, 244. 

energy of, 274. 

intensity of (see Intensity of 
electrostatic field). 
Field of magnetic force, 

definition of, 43. 

energy of, 216 ff, 226. 



Field of magnetic force — Continual. 

Intensity of (see Intawity of mag- 
oetic field). 
Fisber-Hinnen method of wave anil- 

ym, 322. 
Flux, 

of electrostatic force, 244. 

□f electrostatic induction, 244. 

of electrisation, 245. 

of magnetic force, 53, 57, 67. 

of magnetic induction, 67, 73. 

of magnetisation, 66. 
Flux density, magnetic, 

and intensity of magnetiBation, 71. 

definition of, 71. 

on the two sides of a surface, 73. 

units of, 72. 
Flux density, dectroetatic, 247, 251. 

definition at, 10. 

due to electric charges, 238, 242. 

on a magnetic pole, due to dectric 
current, 114. 

due to magnetic field on wire carry- 
ing a current, 113. 

requbed to separate two magnetic 
poles, 48. 

unita of, 19. 
Force, flux of, 

electrostatic, 244. 

nukgnetic, 53, 67, 67. 
Force, lines of, 

electrostatic, 244. 

magnetic, 63, 67, 67. 
Force, moment of, definition of, 19. 
Form factor, 328. 

Foucault currents (see Eddy cur- 
Fourier's Series, 306. 
Free period of a circuit, 296, 345. 
Frequency, definition of, 307. 



Galvanometers, 122. 
Gauss, definition of, 71. 
Gauss's theorem, 56. 
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Generator, alternating murent, 

aingle-phABe, 304. 

three-phaee, 396. 

coil current, 404. 

coUe. m. f.,399. 

equivalent Y-connecled, 405, 
Generator, continuous cuurrent, 197. 

e. m. f. of, 204. 
Geometrical addition, 7. 
Gilbert, definition of, 92. 
Gradient, potential, 92, 167. 
Gravitation, Newton's law of, 32. 
Gravity, 

acceleration of, 11. 

center of, 14. 

qMcific, 13. 

Harmonio current, eetafaliahment of, 

Harmonic e. m. f. and current, 305, 
Harmonic function, 

definition of, 28. 

represented by a rotating vector, 
332. 

symbolic expression for, 376. 

symbolic eitpreseion for derivative 
of, 377. 
Harmonic fimctions, addition of, 331. 
Harmonic motion, 25. 
Heat enogyt 

definition and units of, 30. 
Henry, 213. 
HyBterecds, 

dielectric, 275. 

energy loes due to, 228, 

magnetic, 82. 
Hysteresis Icrap, experimental det«r- 
Q of, 195. 



Impedance, 
definition of, 337. 
symbolic notation for, 378. 
unite of, 340. 
Impedance coil, 340. 
reactance of, to s harmonic cur- 
rent, 340. 
reactance of, to a non-hannonio 
current, 340. 



Impedance of a reeistance, induct- 
ance and capacity in Mries, 344. 
Impedances, equivalent Y and delta, 
405,407. 

in parallel, 348, 383, 389. 

in series, 346, 387. 
Impressed e. m. f., 151. 
Inductance and capacity, 

and linkages, 213. 

calculation of, 222. 

discharge of through a resistance, 
291. 

in parallel, 351. 

in series, 295. 

of concentrated winding, 225. 

□T a solenoid, 225. 

of two parallel wire«i, 223. 

self and mutual, 211. 

units, of 212. 
Inductance and resistance (see re- 
sistance and inductance). 
Induction, 

electromagnetic, 185. 

electrostatic, 247. 

magnetic, 67, 76. 
Induction, flux of, 39. 

electrostatic, 244. 

magnetic, 67. 
Induction, lines of, 

determination of, linking a circuit, 
193. 

electrostatic, 244. 

magnetic, 67. 
Instantaneous values, 309. 
Insulation rssistonce of a cable, .169. 
Insulator, 103. 

Insulators, definition of, 103, 
Intensity, electric, 167, 263. 
Intensity of electrisation, 246. 

and electrostatic flux density, 247. 
Intensity of electrostatic field, 

and..eleetro3tattc flux density, 247, 

definitbn of, 244. 

™:ii flr n "1 1 iiiii l iii liii , 340. 

. just outside a cloecd conductor, 

250, 
Intensity of magnetic field, 

and flux density, 71, 76. 
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__ ; field— Con. 

ddliijtion fiT, 43/ ~ 

due to bar magnet, 45. 

due to current io circular coU, 118. 

due to current in long straight 
wire, 116. 

due to (niirent in solenoid, 191. 

due to pomt-imle, 46, 80. 

due to magneticaUy chained disc, 
47. 

in closed iron ring, 196, 207. 

measurement of, 50. 

tBngential components of, 74. 

unite of, 44. 
lutcnaity of magnetieation, 

and magnetic flux density, 73, 77. 

and pole strength per unit area, 65. 

dilution of, 62. 

measurement of, 66. 
Inverse points with respect to a 
circle, 170. 

"j," meaning of symbol, 371, 374, 

378, 377. 
Joulee's I«w, 129. 



Kibwatt, definition of, 146. 
Kilowatt-bour, definition of, 146. 
Kinetic energy and magnetic energy, 

analogy between, 218. 
Kirchhoff'a Laws, 

for direct cuiT«it circuito, 158. 

for the magnetic circuit, 209. 

in symbolic notation, 383. 

Lag, definition (A, 309. 
Lead, definition of, 309. 
Leakance, definition of, 285. 
Lef Irhand rule, 111. 

equivalent, of a magnet, 49. 

units <rf, 1. 
Line current, 408. 

voltage, 408. 
Lines of electrisation, 245. 
Lines of electrostatic force, 

and electrostatic intensity, 244. 



Lines o( dectrOet&tic force — Con. 

and lines of induction, 244. 

due to an electric charge, 244. 
Lines of magnetic force, 

and field intensity, 53, 57, 61. 

and lines of induction, 67. 

definition of, 64, 67. 

due to an electric current, 115. 

due to single pole, 53. 

reBultont, 57. 
Lines of magnetic induction, 67. 

cutting of, 188. 

due to an electric current, 116. 

measurement of, 193, 

refraction of, 78. 
Linee of magnetisation, 65, 67. 
Unkages, definition of, 185. 
Load, equivalent Y-connected, 406, 
Losses, definition of, 31. 

Magnet, 
definition of, 37. 
equality of the poles of, 49. 
equilibrium position of, 50. 
equivalent length of, 49. 
frequency of vibration of, 51. 
Magnetic cbai^, definition of, 38. 
Magnetic energy, 216 ff, 226. 
Magnetic field intensity, 
d^nition of, 43. 
due to an dectiic ctnrent, 113, B, 

170. 
due to bar magnet, 45. 
due to m^netically charged diar. 

47. 
due to the earth, 49, 50. 
efi'ect of surrounding medium on, 

40,80. 
measurement o!, 50. 
tangential components of, 74. 
units of, 44. 
Magnetic field of force, 
defiuitio'-of, 43, 
energy of, 'JK. 
Magnetic flux We Flux of magnetic 
force, Flux^of magnetic induc- 
tion, FluT cf magnetisation). 
Magnetic induction, 39, 67, 76, 79. 
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Magnetic moment, 

d^nition of, 49. 

meaBUrement of, 52. 
Magnetic poiot-pole, definition of, 

41. 
Magnetic poles, 

attraction and repulsion of, 38. 

definition of, 37, 38. 

equality of, 42, 50. 

force of repulsion between, S8, 41, 
80. 

for(!e required to separate two 
equal and opposite, 48. 

propertiea of, 41. 
Magnetisation, 

curves of, 87. 

flux of, 06. 

induced, 39, 76. 

intensity of, K. 

lines of, 65. 
Magnetomotive force, 

definition of, 205. 

units of, 207. 
Moss, 

centM- of, 14. 

conservation of, 16. 

definition and units of, 12. 
Matthjeesen'a Standard of Conduc- 
tivity, 136. 
Maximum values, 309. 
Medium, effect of, 

on electroBtatic forces, 

on magnetic forces, 40, 42, 80. 
Mesh connection, 397. 
Meter-gram, 124. 
Mho, 13«. 

Moment of force, 19. 
Moment o! inertia, 16. 
Moment, magnetic, 46. 
Momentum, 

conservation of, 16, 

definition of, 15. 
Motion, 

harmonic, 25. 

of a system of particles, 20. 

continuous current, 197. 
electromotive force of, 204. 



Natural period of a circuit, 296, 345. 
Neutral pomt, 397. 
Newton's Law of Gravitation, 32. 
Normal components, 73, 253. 

Oravted, 208, 
Ohm, 129. 
Ohm's Uw, 146. 

generali2ed, ISO. 
Opposition, definition of, 309. 

Parallel arrangement, 

of condeneets 273. 

of conductors 112, 160, 348. 
Paramagnetic substances, 37. 
Pendulum, motion of, 25. 
Period, definition of, 307. 
Periodicity, definition of, 307. 
Permeability, magnetic, 77. 
Iliase, 

definition of, 307. 

difference in, 308, 375. 
Point-charge, definition of, 342. 
Point-pole, definition of, 41. 
Points, discharge from, 266. 
Polarisation, 

electrostatic, 247. 

of a. battery, 156. 
Pole strength, 

definition of, 42. 

per unit area, 43, 79. 

unit of, 42. 
Poles, 

magnetic (see magnetic poles). 

of a battery, 102, 155. 
Polyphase alternatii^ currents, 396. 
Potential, 

electrostatic, 253, 261. 

magnetic, 88. 
Potential difference (see potential 

drop). 
Potential drop, electric, 

and electromotive force, 149. 

and electrostatic potential drop, 
261. 
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Potential drop, electric — Continutd. 

definition of, 139. 

meaBurement of, 134. 

units of, 143. 
Potential drop, electroetstic, 

definition of, 254. 

meBsurement of, 256. 

uniU of, 143, 262. 
Potential drop, magnetic, 

and magnetomotive force, 205. 

definition and units of, 91. 
Potentiometer, 163. 
Powor, apparent, 330. 

average, 314, ff. 

definition of, 24. 

electric, definition and units of, 146. 

electric, measurement of, 147. 

in a balanced three-phase system, 
413. 

in symbolic notation, 385. 

in a three-phase circuit, measure- 
ment of, 410. 

of a harmonic p. d. and a harmonic 
current, 314. 

of a non-harmonic p. d. and a non- 
harmonic current, 317. 

reactive, 330. 

unita of, 25. 
Power component, 323. 
Power-factor, 

definition of, 314. 

in syml>o)ic notation, 387. 

in a threei>hase system, 407, 415. 

Quadrature, definition of, 3O0. 
Quantity of electricity, 

and electric charge, 250. 

definition of, 127. 

measurement of, 193. 

units of, 127. 

Rating of three-phase apparatus, 410. 
Reactance, 

capacity, 342. 

definition of, 337. 

of a coil, 340, 341. 

of a condenser, 342. 

uniU of, 340. 



Reactive component, 328. 
Reactive power, 330. 
Reluctance, magnetic, 207. 

residual magnetisi 



Residual charge, 273. 
Resistance, electric, 

absolute measurement of, 130. 

and conductance, elective, 351. 

definition of, 129. 

effective, 337. 

inductance and c^>acity in series, 
344,357. 

insulation, of a cable, 169. 

specific, 132. 

temperature coefficient of, 137. 

units of, 129. 
Resistances, 

comparison of, 132, 162. 

in parallel, 160. 

in series, 160. 
Resistance and capacity in series, 

decay of current in, 294. 

establishment of current in, 292. 
Resistance and inductance in series, 

alternating current in, 335. 

decay of current in, 201. 

establishment of current in, 2SS. 

impedance of, 340. 
Resistivity, 132. 
Resonance, 295, 345, 361. 
Right-hand rule, 188. 
Right-handed screw law, 188. 
Root— mean — square, 311. 



Saturation, magnetic, 86. 
Screen, electrostatic, 249. 
Self-inductance, 

definition and units of, 212. 
Series arrangement, 

of condensers, 272. 

of conductors, 112, 160, 346. 
Series dynamo, 202. 
Shunt dynamo, 202. 
Silver voltameter, 127. 
Sine-wave (see harmonic function). 
Skin efi'ect, 223. 
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Solenoid, intenaity of magoetic field 
inside, 191. 

inductance of, 225. 
Spai^, electric, 217. 
Specific gravity, 13. 

inductive capacity, 272. 

resiBtaiice, 132, 
Speed, definition aod units of, 10. 
Star connection, 397. 
Strength, dielectric, 266. 
Successive contacts, law of, 164, 
Surface, units of, 2. 
Surface conditions, 

in an electrostatic field, 253. 

in a. magnetic field, 75. 
Suficeptance, 

definition of, 349. 

units of, 351. 
Symbolic eiipresaion, 

rationalization cf, 382. 
Symbolic method, 371. 

examplcB of, 387. 
Symbolic notation, meanii^ of sym- 
tol "j" in, 371, 374, 377, 378. 

Tangent galvanometer, 122. 
Tangential components, 74, 253. 
Temperature, definition and units of, 

29. 
Temperature coefficient of electric 

resistance, 137. 
Twminal electromotive force, 
definition of, 161. 
of a three-phase generator, 399. 
Three-phase alternating currents, 

396. 
Time, units of, 3. 

and power, 25. 

definition and unite of, 19. 
Transformer, alternating current, 

313. 
Transient effects produced by a har- 



Tuming moment (see Torque). 
Two wattmeter method of measuring 
power, 410. 



Units, 

absolute system of, 13. 

for units of various quantitiw (see 
under name of quantity meas- 
ured). 

Variable currents, 2S4. 
Vector, 
addition of, 7, 372. 
components of, 6. 
definition of, 4. 
' derivative of a rotating, 377. 
division of, by a complex number, 

381. 
multiplicatioa of, by a complex 

number, 378. 
referred to another vector as line 

of reference, 375. 
representation of a harmonic funo- 

tbn, 332, S. 
rotating, 332. 
subtraction of, 7, 373. 
symbolic expression for, 203, 
375. 
Vectors, 
composition of, 6, 
definition of, 4. 
difference in phase between. 
Velocity, d^nition and units of, 9. 
Volt, 
definition of, 143, 157. 
international, 157. 
Voltameter, 127. 
Voltmeter, 144. 
Volume, units of, 2. 

Watt, 

definition of, 24. 
Wattlees component {see Reactive 

component). 
Wattmeter, 147. 

measurement of three-phase power, 
410. 
Wave analysis, 320, ff . 
Wheatatone Bridge, 162. 
Wire as a geometrical Ime, 108. 
Wire tables, 42S. 
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438 INDEX 

WoA, Work — CoiUinvtd, 

cunvat and magnetic flux, re- required to separate niagnetic 

lation between, 187. polee, 88. 

de6nitioa of, 21. luuta <rf, 24. 
relation between current, flux and, 

187. 

required to estoblieb a current, Y-coonection, 397. 

215, ff. reduction of all balanced three- 
required to separate electric phase circuits, 2, 406. 

charges, 254. terminal e. m. f. of, 399. 
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